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PREFACE TO SIXTH EDITION 


The First Edition of 'Industrial Chemistry— A Manual for the Student and 
Manufacturer’' in 1912, edited by Allen Rogers, was a landmark in the presen- 
tation of information about the then infant chemical industries. It received 
prompt recognition as the outstanding Avork in the field and it soon became 
second nature to "Look it up in Rogers.^' 

Under Dr. Rogers' guidance, the succeeding four editions of the Manual 
expanded and kept pace with the growing industry, the last edition being in 
1931. In 1938 the preparation of the Sixth Edition had been started. It Avas 
a very serious loss to the field of technical education that Dr. Rogers death 
in that year cut off the work that would have been an invaluable heritage to 
AmeTwan chemAsts and ehendeal engineers. 

The past tAvo decades have not only seen tremendous changes in the growth 
and scope of chemical industry but have Avitnessed a minor revolution in the 
approach and techniques of education in the field. AVhen the present editor 
took over in 1940, it Avas decided that thorough revision and reAvriting were 
called for. Increased emphasis should be given to the background knowledge 
of engineering and economics Avhich is more or less common to all chemical 
industries and the interrelationships among the operations and processes of 
the different branches should be emphasized. In addition, completely new 
chemical industries and increased knoAvledge in all branches Avere making bids 
for ever-increasing space. The prospects Avere that the neAV edition Avould be- 
come encyclopedic in extent and thus defeat its purpose of being a book which 
Avould afford the student or manufacturer a rapid surA^ey of the essential fea- 
tures of the most important branches of the industry. Consequently, the 
pruning operation had to be applied drastically, to make room for essential 
neAV material. Some of the chapters Avhich appeared in the older editions 
have been removed; others have had many details eliminated, Avhich Avould 
be of interest only to the specialist. To make up for this, emphasis has been 
placed upon the use of footnote references to original sources and upon more ex- 
tensive classified bibliographies at the end of the chapters. It is hoped this 
AA^ill make the book useful as a reference Avork for those Avho wish to delve ex- 
tensively into any of the fields Avhich are covered. 

The book has been divided into eight sectiolis to emphasize the common 
background of the subject matter. The classification cannot be exact, but it 
is felt that it will help to keep the Avidely dive'^sified material from seeming 
chaotic. Numerous |^references are given lietAveen chapters to help the 
reader find the commln common the different industries. 

The potent presented. This fiamewo/^^®^ ^ knowl- 
edge of genfjf jQyy questions: (1) What are executive, who wishes 

to grasp ^hem? (3) What are the producf'’^^^'^^®® modern chemical in- 
dustry. H ^.. lant survey of an industry, have 


preface to S recognized authority m 

^ • features explained to him b) J ^ ^/^rprehensive list of 

the essential . of his visit be supplied i 

the field, and further detailed study. i„rprovement of future edi- 

''''commentl jrmTeleTuntrgenm material for the 

new edition his gratitude to ^he individual chapters. 

l^rcoSiXir fune to the preparatmn 


New York, N. Y. 
1942 



INTRODUCTION 


Men have been harnessing chemical reactions ever since the members of 
some sub-human species learned to control fire. And before any histories were 
written, artisans unwittingly employed chemistry in the preparation of natural 
dye-stuffs, the making of leather, the brewing of pharmaceutical concoctions, 
the smelting of metallic ores, the making of alcoholic beverages. But all these 
early activities were highly empirical arts, shrouded in mystery. It was only a 
few generations ago that chemistry became something approaching an exact 
science. Even less time has elapsed since chemical industr}'' began to be put 
on a scientific basis. 

The effect of the impact of the new science on the old art has been phenom- 
enal. When men began to understand molecules they found that they were 
opening the doors to a completely new world. The small-scale stewings and 
fusions of the old workers were transformed and greatly expanded into the 
carefully controlled activities of tremendous industry which is of vital import- 
ance to every minute of the existence of almost everyone in the modern world. 
Measured by any criterion you may choose: workers employed, value of 
products, numbers of new products, sociological effects, the expansion has been 
almost explosive. 

This prodigious growth has brought its troubles to those who wish to ac- 
quire knowledge of the most important phases of chemical industry. Particu- 
larly within the last generation the field has become so immense that those 
associated with it tend to ^'learn more and more about less and less/^ Yet every 
alert person often has need for sources of information which will give a broad 
overview of a large realm and at the same time indicate sources of specialized 
information which may be consulted for greater detail. This book is intended 
for those who wish to obtain a significant survey of chemical industry as a 
whole, and of particularly important parts of it. Such an audience should 
include technical men and executives as well as students. 

“Chemical Industry’’ covers a field which is so broad that it defies rigid 
classification. For the most part it deals with those activities where material 
is altered by means of chemical reactions. Yet the production of salt, or 
sugar, or of straight-run gasoline, involves only physical, not strictly chem- 
ical, changes. But such production is accepted to be a part of chemical 
industry. Though the limits of the study are somewhat indefinite there 
should be some sort of common framework, or skeleton, around which the 
subject matter can be presented. This framework can most easily be presented 
in the form of four questions: (1) What are the raw materials? (2) What is 
done with them? (3) What are the products and for what are they used? 
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(4) What are the important features of the economic pattern which weave the 
varied techniques into a workable industry? 

The commonest and probably the most acceptable method of presenting 
the study of Industrial Chemistry is to discuss the answers to the above four 
questions for each of the various important dirisions of the industry, based on 
the products. The bulk of this book is devoted to this type of presentation, 
but there are some items common to the industry as a whole which should 
be discussed first. 

It would be pointless and confusing to go into the details of all the raw 
materials of all chemical industry in one place, but it is well to bring out the 
idea that almost everything on earth is, or may be, grist for the chemical mill. 
Rubber from the East Indies, sulfur from Louisiana, copper from Chile, salt 
from New York State, limestone from numerous quarries, bromine from the 
sea at any convenient location, nitrogen from the air around us, petroleum and 
coal from the ground beneath us; these and hundreds of similar items are the 
raw materials. The list indicates that the industry is, or can be, universal in 
its geography; almost universal in its utility. 

Although each one of the chemical industries has certain economic minutiae 
which are peculiar to itself, there is a broad economic background Avhich is 
common to the industry as a whole. Hence the first chapter of the book is on 
the economic pattern. 

The scientific approach to the finding of the ansAver to the question of what 
is done Avith the raw materials has led to the formulation of the field of 
chemical engineering, AA'hich is organized around the physical unit operations 
and the chemical unit processes. These studies are more or less common to 
all the cliAUsions of the industry, hence a section of the book is devoted to a brief 
explanation of the unit operations and unit processes, AA’itli a discussion of the 
equipment and materials for carrjdng them out. 

Thus, the general background of the Avhole subject is hastily sketched in, in 
the first section. Then folIoAvs more or less detailed expositions of the more 
important divisions of the industry, based roughly on the types of products. 
No division or classification can be exact, for the subject is laden AAuth inter- 
connecting threads that cannot be separated and put into isolated cubicles. It 
AA^ill be noticed that the time-honored division into “Organic*^ and “Inorganic'' 
categories has been broken doAAm in several places, for the simple reason that 
rigid adherence to this fission of subject matter is not tenable. 

A serious effort has been made to emphasize the unity of the AAdiole industry 
by incorporating cross references which aauII direct the reader to other parts 
of the book for information presented in other fields AA'hich have bearing on 
the point under discussion. Numerous footnote references are given for original 
sources of information and classified bibliographies are incorporated at the 
ends of the chapters, Avhich may seive as guides for the person AA^ho AAUshes to 
search particular fields for greater detail than is giA^en here. 

As the reader goes from one chapter to another, he will note striking dif- 
ferences in the exactness of the knoAvledge utilized in the different divisions of 
the industry. This is inevitable in a groAving and complicated field. Some 
processes Avork AV’ith an exactness equal to that of a physicist's potentiometer, 
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while others still go by rule-of-thumb empiricism, because the various branches 
of science have not given quantitative explanations for the phenomena in- 
volved. This only serves to emphasize that it is a developing field. Though 
progress has been tremendous, there are still large areas where exact knowledge 
has hardly come upon the scene. It is hoped that future editions of this man- 
ual will be able to report a steady march of exact science in all of the fields. 
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Sectioit I 

BACKGROUND OF THE CHEMICAL INDUSTRY 


Certain specific bodies of information, types of equipment 
and materials constitute the working tools of the chemical en- 
gineer. Every industry is based on economic considerations so 
the Economic Pattern is treated first. Next, the specialized 
engineering knowledge which is most applicable to the indus- 
try is discussed; along with the most essential pieces of equip- 
ment and instruments. A chapter on water is included in this 
section for it is an almost universal processing material. 
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CHAPTER 1 

THE ECONOMIC PATTERN 

Williams Haynes 

Consulting Chemical Economist, Author of ''Chemical Economics,” 
Stonington, Conn, 

To change the form of materials in order to increase their utility is the 
essence of all manufacturing; and to tliis end, from earliest times, man has 
employed both chemical and mechanical means. A beech tree is felled, sawed into 
lumber, and fabricated into a table. The waste wood, smaller branches and slabs, 
are thrust into a retort and by destructive distillation converted into methanol 
and acetone, wood tar and charcoal. In both cases the object is to produce more 
useful, more valuable goods; but there are obviously great, fundamental dif- 
ferences between a mechanical and a chemical treatment of the identical raw 
material. 

Fire and the wheel — two early, exceedingly important discoveries of our 
primitive forefathers — stand today as symbols of these two great branches of 
industry. But it was only a hundred years ago that power was first seriously 
applied to tools and that the principles which underlie chemical reactions began 
to be intelligently comprehended. Prior to that time mechanical operations were 
handicraft; chemical processes were rule-of-thumb performances, discovered by 
accident, perfected by experience, and quite incomprehensible to the craftsmen 
who employed them. 

With better chemical understanding, the employment of chemicals in industry 
has progressed from their use as reagents to modify the character of materials 
(as in primitive dyeing and tanning) to time-savers and cost-cutters (as when 
chemical bleaching supplanted sun bleaching and caustic soda replaced wood 
ashes in soap making), and quite recently to suppliers of many sjmthetic raw 
materials: colors and flavors, fibres and plastics, rubber and leather substitutes, 
etc. 

Inevitably the pattern of chemical making and selling has been woven of 
certain unique economic elements. These are notably dissimilar to the economic 
processes of production and distribution in the mechanical industries.^ They are, 
moreover, of prime consideration in the fair appraisal of any chemical project, 
the commercial operation of any chemical process, the profitable sale of any 
chemical product, and the successful management of any chemical enterprise, 

^Bass, L. W., Ind. and Eng. Chem., 37 , 7, 409 (1930). 
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Therefore, for chemist, engineer, or businessman, a clear understanding of the 
chemical pattern is the beginning of wisdom. 

CHEMICAL PRODUCTION 

The chemical industry produces its wares by means of chemical reactions. 
As in the simple example of the beech wood subjected to destructive distillation, 
so always in chemical operations, each step produces a product which is an 
entirely new, distinct chemical entity and usually along with it one or more 
by-products which are also quite different from the raw materials and the 
main product. 

This is, of course, the salient characteristic of all chemical manufacturing. 
It sets it apart distinctly from industries that grind and mix, weld and weave, cut 
and fashion, mold and polish their raw materials by all sorts of purety ph3"sical 
means. It is this characteristic that sets up the unique and distinctive economic 
pattern of all the chemical industries. 

Unique Factors in Chemical Manufacture — Inherent in the chemical 
changes wrought in manufacturing processes are certain factors that vitall}" 
affect costs and competition: 

1. Variation in yields. 

2. Alternate raw materials and/or processes. 

3. Disposition of wastes and by-products. 

4. Interproduct competition. 

Varying Yields — The tailor must cut his suit according to his cloth. This 
old proverb holds good generally throughout the mechanical industries. So 
many boardfeet of lumber, so many tables; so much sheet tin, so man}^ quart 
cans; from a ton of rubber compound, this number of 6.50, 4 ply automobile tires. 
Broadly speaking, all fabricating manufacturers start even. This is not literally 
so, since there are alwaj^s differences in manufacturing skill, in financial resources, 
and purchasing ability. Nevertheless variations in the cost of raw materials, 
against the output of finished wares of equal quantity and quality, are inconspic- 
uous compared with what commonly obtains in chemical operations. 

The classical anecdote of the broken thermometer which by unwittingly 
introducing a mercury catalj^st so increased the yield of sjmthetic indigo that 
the whole process became commercially possible, vivifies the familiar fact that 
a minute difference in operating technique may have an enormous effect upon 
results. Small differences in the quality of raw materials, a little more or less 
pressure, a few degrees’ difference in temperature or a few minutes in time, a 
slight change in the proportion of materials, or in the sequence of reactions, or 
of the form or hook-up of apparatus, may radically revise the chemical efficiencies 
of a process. Variation in yield is quite as integral a part of the chemical manu- 
facturing operations as imiformity of size and shape is of the belt-line assembly 
of interchangeable parts. 

Obviously variations in yield mean disparity of cost. Accordingly, at the 
very base of the chemical industry; that is, in its costs of production, an unstable 
factor is introduced that tips the balance heavily in favor of the more efficient 
producer. This unevenness at the foundation of competition is further heightened 
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by the fact that the same chemical is often made from different raw materials 
or by different processes. Furthermore, many important chemicals whicli are 
main products in one plant may be produced as by-products in another operation. 
Alternate Raw Materials— Vanillin, for example, may be extracted from the 
natural bean or it may be synthesized (1) from eugenol, an isolate of oil of 
cloves; (2) from guaiacol fractionated from phenol; (3) from iso-saffrol obtained 
from camphor oil; (4) from lignin recovered as a ^Yaste from the paper-pulp 
industry. For years the first two processes of synthesis have competed com- 
mercially. More recently the process employing wood-pulp by-product has 
reduced the price of vanillin from $3.75 to $2.00 a pound and promises eventually 
to supplant the older methods. 

Sulfuric acid made as a major product by the chemical manufacturer must 
habitually compete, not only with surplus acid made in excess of their own 
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Fig. 1. U. S. Consumption of Wood Pulp and Cotton Linters in Rayon Manu- 
facture. (Bureau of Agricultural Economics) 

requirements by superphosphate producers, but also with by-product acid from 
zinc and lead smelters. 

The competition between alternate raw materials is illustrated in Figure 1, 
which gives the annual consumption of cotton linters and of wood pulp by the 
rayon industry. The preferred material is cotton linters, as far as quality and 
low cost of conversion are concerned, but the cost of cotton has been maintained 
at an artificially high level by various agricultural aid programs and linters have 
been largely supplanted by the less expensive wood pulp. 

Optional Processes— A good example of competing chemical processes is the 
manufacture of caustic soda by the lime-soda and the electrolytic operations. 
Here sodium chloride, the identical raw material, produces one of the most 
standard and widely used of all the industrial chemicals, caustic soda, but with 
a completely different group of accessory products. Using the lime-soda process 
a maker of caustic soda produces also soda ash, soda bicarbonate, calcium chlo- 
ride, ammonium chloride, whiting, and carbon dioxide. His competitor em- 
ploying the electrolytic process must dispose of chlorine and hydrogen. (For a 
description of these processes see Chapter 10, Alkali and Chlorine Production 
and Chapter 11, Chlorine Products.) * 

Since the early thirties the controlling factor in this exceedingly complex 
competitive situation has been an astonishing growth of the consumption of 
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chlorine. Tills growth has been consistently greater than the increase in the 
use of caustic soda. Accordingly, a premium has been placed on elcctrol>’tic 
production as against the lime-soda process and also upon the production of 
chlorine from any process that does not simultaneously produce caustic. The 
three big alkali manufacturers whose operations have long been traditionally 
associated with the lime-soda process — Solvay, IVIichigan, and Columbia — have 
all of late years erected electrolytic plants. Coincidentally more and more 
chlorine has been produced along with the manufacture of caustic potash and 
metallic sodium and by the process, operated at Hopewell by Allied Chemical 
and D3'e, in which salt and nitric acid react to yield sodium nitrate and chlorine. 

During the twelve years from 1925 to 1937 the sales of chlorine (omitting 
the substantial quantities produced for their own use by paper mills and chemical 
makers) increased from 38 to 2S6 thousand tons, valued respectively at $2,778,000 
and $10,417,000.“ This up-swing in chlorine consumption is naturally reflected 
in gains in the electrolytic production of caustic soda, which have been estimated 
by Chemical & Metallurgical Eyigineering as follows: 


U, S. Production of Caustic Soda (Estimated) ^ 


By lime soda process 
By electrolytic process 


Total 


1925 

355,783 tons 
141,478 '' 
497,261 


1937 

488,807 tons 

472,784 

961,591 


Although authoritative current figures of alkali output are never available, 
the country's production of caustic soda now exceeds a million and a half tons, 
over fifty per cent of which has come from electrolytic plants since 1938 and 
with the normal growth being supplied practically entirely by this type of 
operation. 

The trend of this interprocess competition is shown in Figure 2. Note that 
the price of chlorine has decreased as sharply as its production has risen, wliile 
the price of caustic soda remained essentially constant. 

These impressive figures do not reveal all the vicissitudes of alkali market- 
ing. The electrolytic process produces roughly a pound and quarter of caustic 
soda for every pound of chlorine. Accordingly as chlorine demand becomes 
more insistent, caustic soda output willj^-nillj^ threatens to exceed requirements. 

Several times during the depression years of the thirties the unbalanced 
supply of these joint products became dangerously acute. Caustic soda, formerly 
considered the main product, became the by-product. It was a novel and dis- 
concerting experience to have the chlorine tail thus wagging the alkali dog. 
This competitive situation was adjusted, as we find when we consider the 
peculiar effects of chemical supply and demand upon chemical marketing policies, 
thanks chiefly to the increased requirements for caustic soda from the rayon 
and chemical industries. At this point it is only necessary to note that alternate 
processes, as well as alternate raw materials, introduce variations in costs of 
chemical production that disturb the equilibrium of chemical competition, 
ihe example of the lime-soda and electrolytic processes also brings to the 


^U. S, Cen^s of Manufacturers, 1925, 1937. 
Chem. and Met,, /,e, 2, 108 (1939). 
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front the two remaining factors inherent in chemical manufacturing which by 
causing variations in costs increases the pressure of competition; namely, by- 
product and inter-product competition. While the products associated with the 
production of alkalies by these two processes are not strictly speaking waste 
products, they are all of them obligatory by-products, produced regardless of 
demand. A considerable part of the increased demand for chlorine has been 
for use as a bleaching agent, a use for which it has almost completely supplanted 
calcium hypochlorite. 

Wastes and By-Products — It is the consensus of good chemical engineering 
opinion that any by-product for which there is no market at a profitable price. 
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Fig, 2. Trends in Caustic Soda and Chlorine, Illustrating Effect of Interprocess 
Competition. (Data from Chemical Industries Buyer's Guidebook) 


or which may not be economically converted into a marketable product, should 
be disposed of as easily and cheaply as possible. To store it for posterity, whose 
chemical wants we cannot forecast, is not an intelligent procedure. To sell it or 
to convert it into a salable material at a loss is preeminently bad business 
judgment. 

On occasion, however, the law overrides all economic considerations and 
demands that a chemical maker solve his waste problems less simply than by 
dumping onto a fill or pouring into a stream. Such compulsory operations were 
dubbed by John Teeple ^ ^^progress by injunction." He admitted that they often 
inspire fine technical ingenuity and require extraordinary sales ability, but he 
was one of the first to insist that waste is waste and not a holy fetish, the excuse 
for a research crusade. 


A marketable by-product is in quite a different category. In fact, by-products 
^at show profits loom large in the practical economics of chemical production 
ihey often determine the commercial practicability of a process. Frequent! v 
they^ make all the difference between black and red figures on the final balance 
sheet of a chemical company. They are constantly sought and must be con- 
tinually watched since the shifting of chemical demand, as in the case of caustic 

* Teeple, J. E., Ind. and Eng. Chem., 18 ^ 11^ 11 g 7 (1926). 
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soda and chlorine, may transform them into the main products. These by- 
products are always the foremost problem of fair cost finding in any chemical 
operation, and as such they are tbnist int-o the front line in the competitive 
battle. 

Severity of Inter-Product Competition— Although inter-product competi- 
tion is not a unique characteristic of chemical manufacturing, nevertheless, like 
variations in yield, it is a more conspicuous and weighty factor here than in the 
mechanical industries. The replacement of bleaching powder by chlorine shows 
how complete are the victories won by chemicals in competition with each other. 
New coal-tar dyes and medicines can make older types as obsolete as Tyrian 
purple or powdered dragon^s teeth. No pump or valve is replaced with the 
dazzling rapidity with which improved solvents and rubber accelerators succeed 
each other. Keen competition does exist bet'ween the different metals and allo3"s; 
but all this has been much intensified of late by the introduction of synthetic 
products of chemical manufacture.^ 

Furthermore, the owners of a textile mill or a machine shop may be quite 
confident that no revolutionary new^ process will force them almost overnight to 
scrap their equipment. They may be wea\ing rayon and knitting nylon wiiere 
formerly they handled cotton and silk. They may be making castings of zinc 
that w^ere formerly made of pig iron, and cutting tools from a chrome-manganese- 
iron allo}'’ rather than of steel. But however much the materials and the styles 
may change, both know" that the fundamentals of weaving and knitting, of casting 
^nd grinding, will persist. 

The chemical maker, on the other hand, has no such comfortable assurance 
of stability in his basic operations. Different raw" materials, a new" set of re- 
actions to reach the same chemical end, an improved set of apparatus — an}’’ of 
these mny render his most important, most profitable process as obsolete as the 
Le Blanc method of manufacturing alkalies or the rectif^nng of vinegar to obtain 
acetic acid. New products and improved processes seldom arrive on the indus- 
trial scene without due w’aming and their introduction commonlj" takes time 
sufficient for competitive adjustment; nevertheless, in the chemical field this 
double-headed progress, in processes as w’ell as in products, is verj’’ active. 

High Obsolescence and Depreciation — Since chemical progress ma}" come 
either in the form of new" processes or new" products, obsolescence of chemical 
plants is extraordmarily rapid. In fields where technical developments crowd thick 
and fast, it is quite possible that a new plant wall be out-of-date before it can be 
built and put into production. This has actualh" happened in recent years in 
the equipment of operations to produce synthetic ammonia, sjmthetic methanol, 
synthetic rubber, plastics, and petroleum solvents. 

The tendencie of modern chemical engineering practice have been tow’ards 
bigger apparatus, higher pressures and temperatures, more exact control, so the 
mounting invest oent in equipment has w’eighted the costs of this obsolescence 
heavily. More than this, w’hile there has been great improvement in corrosion 
r^istant materials, chemical operations ahvays involve abnormally high depre- 
ciation.^ 

"Chemistrj-’s Contribution; The Economics of New Mn- 
tenals,” Princeton Umv. Press, 1936. 

® 'Depreciation Rates for Process Equipment, Chem. and Met., 45, 80 (1938), 
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Large Scale Operations— Offsetting both these abnormally high capital 
charges are the efficiencies and economics of large scale operations made possible 
by the great volume of our chemical consumption. Mass production is an 
American industrial phenomenon. In the mechanical industries it has created 
the distinctive!}^ American technique of interchangeable parts and the moving 
assembly-line J In the chemical industries it finds expression in the continuous, 
automatic process. It is common knowledge what the assembly-line has meant 
in the automotive, the airplane, and the firearms industries; but tlie increased 
output and decreased unit cost accomplished are not so great as the economics 
have made possible in chemical operations by the continuous, automatic process. 
The late Herbert H. Dow, himself one of our earliest and most successful prac- 
titioners of such large scale chemical operations, has summarized the economics 
effected.® 

In a product made on any ordinary machine tool it is necessary to increase the 
number of tools in proportion to the output, then to increase the number of operators 
in proportion to the number of tools employed. In chemical manufacturing many 
of the steps involved are capable of being handled in enormously larger units than 
is now customary without any increased cost of plant per unit of output and with 
no increase in labor costs, irrespective of the amount turned out.^ This is a great 
advantage that a chemical process has over a mechanical one, and it applies to con- 
tainers, mixers, fractionating columns, vacuum pans, gravity types of filters, and to 
practically every continuous process. 

The most conspicuous methods of lowering costs in a chemical plant are: (1) larger 
equipment, to cut do^vn the expense of chemical control and operating labor per 
unit of product; (2) automatic analysis, to save the labor expense of chemists making 
routine analytical tests at regular intervals and to secure results more quickly and 
more certainly, with the chance of error due to the personal factor reduced; (3) auto- 
matic operation of the equipment, which is governed by the automatic analyzer, all 
leading to the final desideratum) (4) a continuous process which is both automati- 
cally controlled and operated. 

There are, of course, other means for labor saving, such as motion study, the 
co-ordination of supplies, and other means for increasing the effectiveness of the 
human element. Such measures are of relatively less importance in operating large 
sized chemical equipment than in the case of machine processes. 

Unit Processes and Operations — In the commercial development of the 
continuous process operated on a large scale and under automatic control, the 
concept of the unit operation and the unit process has been exceedingly valuable. 
In welding together a series of disjointed batch operations into a combined 
series, in which the raw materials are introduced at one end and the finished 
products — main product and by-product^are withdrawn at the other, the 
clearer understanding of each step was essential, and paradoxically by studying 
these different imits individually their combination in many sequences has been 
simplified. The more important unit operations of chemical technique are: 
(For a summary of the various unit operations, see Chapter 2.) 

Heat transfer 

Fluid flow 

Crushing and grinding 

Mixing 

Mechanical separation 

(19^^37) Manufacture,” Trans. Newcomen Soo., 17, 16S 

®Dow, H. H., Ind. and Eng. Chem., S2, 113 (1930). 


Distillation 

Evaporation 

Crystallization 

Filtration 

Absorption 

Drying 
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These, it is immediately noted, are all physical operations, presenting engi- 
neering problems, while the processes grouping the chief chemical reactions are 
as follows: (For a summary of the various unit processes, see Chapter 3.) 


Oxidation 

Reduction 

Nitration 

Sulfonation 

Hydrogenation 

Esterification 

Amination 

Acetylation 

Diazotization 

The Friedel-Crafts reaction 


Halogenation 

Hydrogen olysis 

Hydrolysis 

Hydration 

Alk 3 dation 

Cracking 

Polymerization 

Depoljmerization 

Resinification 


Most of these processes are obviously applicable only to organic technique 
and it has been in organic synthesis that the unit concept has proved most valu- 
able. Commercial production of many organic compounds — a dye manufacturer 
will make scores of colors often in comparatively small quantities — necessitates 
a juggling of apparatus and equipment in different series of operations and the 
handling of diflerent materials for reaction. Yields are of prime importance and 
the intensified research on the unit operations has been very fruitful in stud>dng 
analogous phases of various reactions, making possible careful comparisons of 
slight variations in operating technique. 

The competitive advantage of being the low cost producer among a group of 
chemical makers is so obvious and so great, that since the conditions of chemical 
production create exceptional opportunities in this respect, every firm strives 
continually to achieve this emdable position. WJiat is familiar!}' known through- 
out the industry as ^^know how’^ — an intimate knowledge of the little technical 
tricks of chemical-making, gained by operating experience and capitalized b}'' 
alert ingenuit}^ — is highly prized, and research to save time and power and to 
increase yields and quality, is as standard practice as double entry bookkeeping. 
Research is recognized ajs a prime necessity in an}^ chemical enterprise, and the 
industry paj^s the biggest research bill in the country in hard-headed apprecia- 
tion of the fact that only constant research can assure the profits of toda}'’ and 
insure the sales of tomorrow. 


THE ROLE OF RESEARCH 

Types of Research — In the chemical industry there is no question, as Tjder ° 
has pointed out, whether research shall be done or how it shall be done, but what 
lines of research shall be followed up; and he has itemized the various types of 
research as follows : 

1. New Uses for Present Products— For example, an organization making synthetic 
ammonia, primarily for conversion to nitric acid and other chemical plant use, found 
that ammonia was an excellent antichlor for water purification. 

N Y^"^1938 "Chemical Engineering Economics,” pp. 22-23, McGraw-Hill 



THE ECONOMIC PATTERN 11 

2 New Products }rom Present Materials and TecArngues— For example, an or- 
ganization making synthetic ammonia and by-product carbon dioxide d^elopcd 
processes for making ammonium carbonates and urea from these materials, Further- 
more, the technique by which synthetic ammonia was made was applied in synthesiz- 
ing such alcohols as methanol, normal propanol, and isobutanol. 

3. Demands for a Specific Product or Bernice— ¥ov example, a manufacturer of 
mechanical household refrigerators desired a refrigerant that was nontoxic, non- 
flammable, and that could be used at reasonably low pressures. In response to that 
demand, the dichloro-difluoro-methane type of compounds was developed. 

4. Latent or Generally Unrecognized Needs— For epmple, the public did not 
demand air conditioning until air conditioning was available. The latent demand, 
however, was perceived by engineers and was finally exploited on a large scale. 

5. Suggestions, Ideas, and Inventions Originating Outside the Orgaiiizaiion — ^Thus, 
a company desiring to enter a field of manufacture might do so by acquiring rights 
to use processes developed outside the company. The company would then be en- 
abled to begin commercial operations with relatively little delay and could at the 
same time establish a research program. 

6.. Savings through Improvement of Present Products and Processes — ^For example, 
the sulphuric acid industry in the United States is about 150 years old. Yet, im- 
provements in process continue to be developed. 

7. Development of Radically New Techniques — Much cheaper strong sulphuric 
acid was made possible when the contact process was developed. Previously, the 
strong acid was made by concentrating the relatively weak charnber acid. 

8. Development of Nexo Raw Materials — As long as nitric acid was made from 
nitrate of soda and sulphuric acid, the cost depended not only on the cost of the two 
raw materials, but upon the credit from by-product niter cake. One could not re- 
liably forecast the cost of nitric acid. When the ammonia oxidation technique was 
developed, the economic position of nitric acid was entire!}’' changed. Neither nitrate 
of soda, sulphuric acid, nor niter cake entered into the new process. Only the cost 
of ammonia need be considered, and this has proved to be a relatively low and 
gradually declining cost. 

9. Fundamental Research — Research undertaken with no immediate practical ob- 
jective may be termed “fundamental research.^^ Thus, a company engaged in manu- 
facturing derivatives of cellulose might study the stnicture of cellulose. The objec- 
tives of such a study would be purely theoretical. Years might elapse before the 
attainment of any significant results. Should the research be undertaken in order to 
discover new derivatives of cellulose, with the hope that these might exhibit useful 
properties in relation to the company's existing business, then there would be a prac- 
tical objective. Such research may be termed “pioneering applied research.” Thus, 
the distinction between fundamental research and pioneering applied research is 
based principally upon the scope of the work and the extent to which it is limited 
by recognized practical objectives. 

The word 'Research,” like "'synthetic,” has been stretched by careless use far 
beyond its literal meaning, and one hesitates to confound the confusion; but the 
three purposes for which development work is undertaken may be further clari- 
fied by a paraphrase. 

"Search” is the hunt for new products, new applications, and new processes. 

"‘Re-search” is the study of existing products or processes to lower their 
costs or increase their value. 

""Pre-search” is the exploration for new scientific data of immediate funda- 
mental importance and possibly of ultimate commercial application. 

Such a classification purposely emphasizes the ends of research, and properly 
so, for the success of any research program depends not a little upon sharply 
focusing its objectives and then keeping the eye fixed on the goal.^® For research 
has ceased to be an individualistic effort, and in team play the spirit and co- 
operation of the group is best concentrated upon a simple direct, common end. 
For tangible results, work upon existing products and processes shows the most 

Stine, C. A. M., Ind, and Eng. Chem., 21^, 191 (1932). 
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immediate returns, and including as it does, the “service” rendered customers and 
all testing work, it undoubtedly embraces a goodly majority of the research 
projects in the chemical held. At the other extreme is research in pure science. 

Plant Development — ^\Vhatever type of research is carried on, funds must 
be available to carry it forward. Financially speaking the investment in re- 
search must be capitalized; and this requires a further, greater investment in 
commercial scale development, in plant capacity, in the packing and shipping 
departments, and finally in sales work. Interdependent relationships exist be- 
tween the growth of research, the growth of manufacture, and the growth of 
sales which, if the research organization functions soundly, demands fore- 
sighted planning and carefully coordinated expenditures. 

Correlation of Research and Expansion — These correlated relationships 
have been expressed in ratios that are exceedingly illuminating. Based upon a 
comparative study of the published balance sheets of representative chemical 
manufacturing corporations Gaston duBois, vice-president, in charge of Mon- 
santo^s research and development, reports that — 

“We have found that in the chemical industry the turnover in a year is about 
equal to the plant capital investment, and at the present time research expendi- 
tures in the case of some of the progressive concerns amounts to about 3% per 
cent of the yearly gross sales. If we assume an increase in business of 15 per 
cent yearl}'', it follows that the plant capital investment w’ill have to increase in 
about the same proportions, and if we assume a 15 per cent return on the capital 
invested, then the cost of research vill amount to about 22 per cent of the profits. 

“The table which I have here indicates that imder such conditions business 
will double in five years and treble in eight years and quadruple in ten years, 
and during this period research expense would increase from $1,000,000 to 
$4,000,000. At the end of this period about $25,000,000 new capital will be re- 
quired per year to carry on at this rate. If the figures which I am presenting 
mean anything, they do indicate what an important bearing our research policies 
will have on finance, on manpower for manufacture, on the need for proper 
organization to meet increase in business, inasmuch as the employments of 15,000 
men in 10 years to take care of the business shown on this chart is a “major 
operation.” (See Table 1.) 

Superficially regarded this table is in one respect misleading. While it un- 
doubtedly holds good for the financial requirements of an established and efficient 
organization, it obscures the time lapse that must be bridged between laboratory 
research and plant production. It is a sort of chemical axiom that six years elapse 
between the date of discovery and that of the first commercial shipment. Cer- 
tainly the chemical made in the test tube is far from the commodity shipped in 
the tank car. 

In a few extreme cases it has been impossible to translate a laboratory process 
into a large scale plant operation. Almost always the commercial realization 
of the experimental product or process involves more time, effort, and expense 
than at the outset seemed called for, and attempts to short cut this development 
work usually prove false economy 

14 duBois, “The Financial Aspects of Research,” address, St. Louis, May 

i^Lesher, C. E., and Archer, A, A., Chem. and Met., ItG, 343 (1939), 
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When Herman Frasch was developing his revolutionary process for melting 
sulfur underground and pumping it to the surface, he was perforce compelled 
to jump from paper calculations to the field operation. His test tube was a 
drilled hole ten inches in diameter and five hundred feet deep.” At his desk he 
had worked out his temperatures and pressures, thermal efficiencies and specific 
gravities. In no way could he check these experimentally. No model, or semi- 

TABLE 1 

MILLIONS OF S CAPITAL INVESTMENT 
Working 



Plant 

Capital 


Profits 
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Equipment 20 Per Cent of 

Sales 

IB Per Gent 

1 

30. 

6. 

30. 

4.5 

2 

34.5 

6.9 

34.5 

5.17 

3 

39.67 

7.94 

39.67 

5.95 

4 

45.62 

9.12 

45.62 

6.84 

5 

52.46 

10.49 

52.46 

7.87 

6 

60.33 

12.07 

6023 

9.05 

7 

69.38 

13.88 

69.38 

10.41 

8 

79.79 

15.96 

70.70 

11.97 

9 

91.76 

18.35 

91.76 

13.76 

10 

105.52 

21.10 

10522 

15,83 

11 

121.35 

24.27 

121.35 

18.20 
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Plant 
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Equipment 
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New 
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Capital 

Money 
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1 

1 

4.5 

0.9 

6.4 

2 

1.15 

5.17 

1.04 

7.36 

3 

1.32 

5.95 

L18 

8.45 

4 

1.51 

6.84 

1.37 

9.72 

5 

1.75 

7.87 

1,57 

11.19 

6 

2.01 

9.05 

1.81 

12.87 

7 

2,31 

10,41 

2.08 

14.80 

8 

2,66 

11.97 

2.39 

17.02 

9 

3.06 

13.76 

2.75 

19.57 

10 

3.52 

15.83 

3.17 

22.52 

11 

4.04 

1820 

3.64 

25.88 


commercial plant could be erected for intermediate testing. Ordinarily, how- 
ever, the laboratory experiment is carried forward to plant production through 
these several steps : 

1. Test tube or beaker — during which stage the chemistry of the process is 
thoroughly ex^ilored and its basic technical principles tested. At this point too, 
the “novelty” of the idea should be examined in the patents and literature and 
its commercial possibilities checked over for cost and supply of its raw materials 
and price and demand of its market. In other words, at the earliest moment and 
least expense determine whether or not here is an idea worth developing. 

2. Small model — commonly of glass, but large enough to allow the use of ordi- 
nary commercial raw materials and to permit the manufacture of sufficient quan- 
tities of finished product for tests as to quality. This model sliould be kep/ 

Frasch, Herman, Chem. and Met., 10, 78 (1912). 
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flexible as its chief purpose is to study all the operating variables in design and 
materials in order to discover optimum working conditions. 

3. Large often embodying apparatus made of the special engineering 

materials expected to be employed, and designed to determine the efficiency of 
the process in plant operation. This is the critical step in ascertaining whether 
the laboratorj^ idea can be broiight to the plant, and the large-size model should 
still be kept flexible and the tests should be run for many consecutive days. 

4. EemLcoimnercxal iniit—hest kept as small as practical, but sufficiently large 
to be handled by ordinary plant labor and to produce enough finished goods for 
testing thoroughly in all its important commercial uses. At this stage the objects 
are to determine the design, materials, and hook-up of the various apparatus and 
equipment; the plant-scale capacities and requirements and the capital invest- 
ment necessary' in this plant upon a full commercial scale; the costs of labor, 
power, and materials involved in plant production 

Brought with scrupulous care through these testing stages the chemical and 
engineering soundness of the project should have been established beyond doubt. 
At the same time the economic risks should have been appraised and discounted 
since the conditions peculiar to chemical production intensify competition through 
disparity of costs. It has been said that nobodj’ should imdertake to make a 
chemical tmless assured that his costs will be at least 30 per cent below those 
of the most efficient producer in the field becatise he will need that leeway to gain 
a foothold in an established market. In the first place his competitor’s costs are 
probably 10 per cent lower than he suspects. His competitor will cut the price 
10 per cent to keep him out. He will have to sell 10 per cent below established 
suppliers in order to win customers. A good deal more sober truth is buried 
in this jocular warning than appears on the surface. 

The most important factors distinctive of chemical manufacturing are those 
that cause the disparity of costs. When one producer enjoys the advantage of 
lower costs than his competitors he has open to him three coiuses of sales policy. 
He can (1) sell at the same price and reap extra profits; he can (2) cut the price 
to a point which still shows him a basic profit but which is much less profitable, 
if not actually improfitable, to his competitors; or he can (3) set a price below 
his competitors’ cost and though drastically curtailing his own profits, he can, if it 
seems expedient, maintain such ruinous competition for a long time. 

Rapid Technical Advances — ^All elements peculiar to chemical production 
— ^\’ar\*ing \nelds, optional raw materials and processes, the disposal of by- 
products, progress both in products and in processes — condition the chemical 
mdustrj" to a high, swift tempo. They intensifj^ competition. They create 
excessively high rates both of depreciation and obsolescence. They subject any 
chemical-making enterprise to exceptional economic risks. They demand of man- 
agement a clear mind, wade open to progress, backed by financial resources amply 
able to sustain elaborate research programs, to scrap outmoded products or obso- 
lete plant, to undertake new ventures both in manufacturing and in selling.^*^ 

The cohditions governing chemical production are certainly onerous, but 
they are also stimulating. The philosophy of the industry" accepts change as a 


^Elgiii, J. a, Chem. Industries, 24 , 313 (1934). 

** Morgan, D. P., Jr., The Chemist, March, 1932, 170-202. 
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part of progress, and the stubborn inertia which resists any innovation that so 
frequently characterizes older industries, is replaced by an adventurous initiative 
that actively seeks out new things. The energy displayed in installing new 
processes and the courage in marketing new products, are both undoubtedly 
supported by the rather favorable conditions that surround chemical distribu- 
tion. For, if the chemical manufacturer must face distinctly difficult conditions 
in production, compared to many other industrialists he enjoys advantageous 
marketing conditions. 


CHEMICAL. niSTRIBXJTlON 

First, the demand for chemicals is notably stable. This stability is grounded 
upon both multiplicity of products and diversity of demand. Although the 
demand for individual chemicals often varies greatly, the whole chemical market 
rests upon foundations that are at once broad and deep, and correspondingly 
solid. 

Most chemical companies make and sell a wide variety of diverse products. 
The numerous chemical consolidations and mergers which marked the booming 
decade of the twenties were commonly inspired by a desire to broaden the base 
of operations. Throughout the depressed thirties intensified research brought 
to the market an astonishing number of new — many of them very important — 
products. Accordingly, most companies manufacturing the basic chemicals sell 
a long list of well diversified items, the majority of which are consumed in a wide 
variety of industries. Thus the curv^es of seasonal demand and the more serious 
dips of our periodic periods of depression are flattened out. 

This stability of demand is further increased by the role that industrial 
chemicals play in our modern economy. Beginning about 1910, mih the com- 
mercial introduction of synthetic fibres and plastics, a great expansion in the 
consumption of chemicals has sprung from the growing use of chemical substi- 
tutes for natural raw materials. During the last century American chemical 
consumption had increased almost in proportion to the increase in the value of 
all American manufactured wares. Our growing output of glass, soap, paints, 
cloth, paper, leather, rubber, steel, and alloys increased our consumption of chemi- 
cals. (For details of the chemicals and processes employed in these fields see 
respectively Chapters— glass, 20; soap, 42; paints, 25 and 26; paper, 37; leather, 
45; rubber, 39; steel, 23.) This development was more rapid here than in any 
other country. Even prior to the First World War our total chemical production, 
measured in dollars or in tons, was substantially larger than that of either Eng- 
land or Germany. Most of our output was then of the so-called 'ffieavy chemi- 
cals,” chiefly inorganic acids and alkalies. 

Synthetic Chemical Materials— Synthesis has enormously broadened the use 
of chemicals resulting in a corresponding increase in chemical production.' Today 
our national chemical output is greater than the combined productions of England 
and Germany. 

This market opened up slowly. The first rayon plant in the United State? 
came into operation in 1910. Ten years later, from seven plants, the output was 
only a little over 8 million pounds. In another eight years (1928) it reached 
100 million pounds. Five years later (1933, in the depth of the depression) the 
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total reached 215 million pounds; four years later, 340 million pounds; in 1940, 
the volume passed the 500 million pound mark. See Figure 3. 

The growth of the plastics and synthetic resin industry is recorded in a similar, 
steeply ascending curve, which has climbed from less than 5 million pounds in 
1920 to above 200 million pounds in 1940. Substitute rubbers of various types, 
for which there are as yet no reliable statistics, promise after the comparatively 
slow increase of the initial years to expand their output greatly in the years 
before us. 

To supply such chemically made materials has become a chief economic 
function of the American chemical industry, a main cause of its consistent growth, 
one of its principal sources of profit. Whenever one of these synthetics replaces 
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^G. 3. United States and World Annual Rayon Production. [Textile World 
(1920-1929) and Rayon Organon (1930-1938)] 

a natural material, a double gain is scored for the industry. Not only does its 
production involve the consumption of vast quantities of chemicals, but it greatly 
increases the form value of these chemicals. 

Move Toward the Ultimate Consumer — This has been recognized in finan- 
cial circles and well expressed by a banker; "Growth throughout the depression 
has been due chiefly to the enormous increase in the production of rayon, plastics, 
lacquers, and similar chemical substitute materials.” It has also been recog- 
nized by the industty itself and has inspired the expansion of many companies 
from the strictly chemical making group out into the chemical converting groups. 
The du Pont Company has long been selling paints, lacquers, explosives, rayons, 
cellophane, even fabricated plastics. The interest of other large chemical cor- 
porations in similar lines is more recent, but exceedingly significant. The alli- 
ances of Monsanto with Fiberloid and Resinox, Union Carbide with Bakelite, 
American Cyanamid mth Beetle; the internal development of their own plastic 
matenals by Dow; and in the opposite direction, the manufacture of phenol by 
General Plastics forecast that plastic materials are destined to be made by the 
companies which make the chemicaJs out of which these are formulated. Syn- 

10 White, Bert H., Chem. Ind., 45, 658 (1939). 
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thetic rubber displays the same tendency. Synthetic fibres might be reasonably 
cxpcctsd to follow this SEino oconoinic groovG. 

All these, and similar, synthetic raw materials bring the chemical manufacturer 
a long step closer to the ultimate consumer. Selling acids and alkalies, colors 
and solvents, in bulk to industrial purchasing agents to be employed in process- 
ing as chemical tools, is a vastly different merchandizing technique than per- 
suading Mrs. John Doe to buy a dozen plastic cups for her picnic hamper, ^le 
sale of these synthetic materials is a stout bridge over this gulf. Frequently it is 
leading the chemical manufacturer straight to the consumer market. 

Economic Function of Synthetics— While these sjmtlietic materials are 
thus acquiring a new commercial significance in the chemical industry, their 
technical importance has long been appreciated. They began in a serious way 
in 1856 when Perkin’s synthesis of the first aniline color blazed the way to the 
coal-tar dye industry. In this fertile field grew synthetic perfumes, sjmthetic 
flavors, synthetic medicinals. Here were garnered rich sheaves not only of ap- 
plied organic chemistry, but also of practical chemical economics. It was early 
learned, for example, that these synthetic materials made six great eontributions 
to modern industry: 

1. Constant quality that tends continually to improve. 

2. Stable price that tends continually to lower. 

3. Unique chemical and physical properties, not made available for 
hiunan use by any natural product. 

These three direct contributions to modem industry are translated into better 
goods, cheaper goods for the benefit of all mankind. Another three are broader 
contributions to our economic system, often with political implications and fre- 
quently upsetting international trade, but in the long run, distinctly assisting 
general progress and universal well-being. For these synthetic materials are 
able to exert effective force in the following directions: 

4. To control, or even to break, local natural monopolies, long skillfully 
exploited at the expense of the rest of the world; and conversely to enable 
nations lacking certain raw materials to manufacture substitutes for their 
own needs within their own boundaries. 

5. To release land and labor, formerly devoted to producing industrial 
raw materials, for the purpose of growing foodstuffs. 

6. To conserve the resources of certain exhaustible and irreplaceable 
natural raw materials by furnishing acceptable substitutes for their less vital 
uses. 

Synthetic vs. hJatural In the battle between land and laboratory, the syn- 
thetic material always enjoys certain advantages over its natural rival. When 
first a new synthetic appears on the market it comes into direct competition 
rvith some existing material. It may be the chemical twin of its natural competi- 
tor, as indigotin and vanillin are identical with the active coloring and flavoring 
principles of the indigo plant and the vanilla bean. It may be an acceptable 
substitute, as Fabrikoid for leather in automobile upholstery or Thiokol far 
rubber m the gas station’s delivery hose. It may be some unique chemical com- 
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pound, unlcno^^Ti in nature, as glass, ”v\’hich is after all one of our oldest* synthetic 
materials, or the sulfonated higher alcohols, one of our latest. 

One notes too, that aside from these differences in composition, the adjective 
"'synthetic’' is applied to the products of quite distinct types of processes. There 
are synthetics like sulfapyridine and mercurochrome made by building up 
complex organic molecules through an elaborate series of reactions, and thos** 
like so-called synthetic ammonia and synthetic methanol, made by some simplei 
process from chemical materials that replace more complicated chemical treat- 
ments of natural raw materials. 



Fig. 4. Competition of Synthetic vs. Natural Materials. U. S. production and 
price of acetic acid. (Basis of 100 per cent acid.) (Production figures from 
TJ. S. Tariff Commission; prices from Chemical Industries Buyer's Guidebook) 


The buyer of a new material has usually little curiosity about its formula, 
or how it is made, or from what it is made. He is critically interested, however, 
in what it can do and how much it costs. Any newcomer in the market must 
offer him some advantage of value. This is quite as true of a new supplier as of a 
new product. Accordingly, a new material is usually^ cheaper, though sometimes 
a higher quality, or some wanted characteristic, will offset a higher price. 

The result of one battle of synthetic vs. natural materials is shown in Figure 4. 
Synthetic acetic acid has all but replaced the natural product in a little over one 
decade. During the s.ime period, price has been reduced 40 per cent and aver- 
age consumption has Licreased some 70 per cent. 

Advantage of Better Value — ^When symthetic citric acid appeared bn the 
American market in 1919 the price of the acid made from natural lime citrates 
was Sl.lO a pound; a year later the price was 40?^, or actually^ 10<^ a pound less 
than in 1915 before the war inflation. On the other hand, in 1933, when the price 
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Df rubber was 314 a pound, Neoprene was first offered at $1.05, Even this 
high price did not cover the actual cost of manufacture, to say nothing of the six 
years’ research which the du Pont Company had invested in it. Despite price, 
Neoprene found a market because of its superior resistance to oils, benzene, gaso- 
line, and alkalies. As output increased, costs were reduced, and the price was 
lowered to 75^ a pound in 1937 and 60^ in 1940. By this time more than t\\o 
hundred and fifty customers, including practically all the^ rubber companies, 
were buying Neoprene for uses in which its peculiar properties were superior to 
rubber. Hundreds of similar experiences show that the material advantage of 
price invariably rests with the successful synthetic, and as the volume increases, 
the price of the chemicaUy made material is successively reduced. 

Causes of Fluctuating Costs— Because the supply of any manufactured 
commodity is under control and may be adjusted to meet changes in demand, its 
price can more easily be held stable. On the other hand, the price of any natural 
raw material is prey to many powerful influences over which the producers have 
little or no control. Drought or hurricane or insect infestation result in crop 
failures that run prices up. Excessive planting or extraordinarily favorable 
weather conditions bring in a bumper crop that depresses prices. Many impor- 
tant natural materials come to our American factories from the ends of the earth 
— ^gums from Australia and Arabia, oils from China and South Sea Islands, waxes 
from Mexico and West Africa, tin from Bolivia and the Straits Settlements, 
chrome from Turkey, Rhodesia, and the Philippines — and to the acts of God are 
added the deeds of men: wars, revolutions, fluctuations in currencies, speculative 
buying and selling. 

The interplay of these economic forces upon prices is aptly illustrated by 
natural and synthetic vanillin. Chemically the two are identical, but the natural 
material is favored for its natural impurities which impart a superior ‘‘bouquet” 
to the flavor and “fix” that flavor more permanently. Natural vanilla is ex- 
tracted from the beans of a vine that reaches maturity in three years and after 
eight years ceases to yield a profitable crop. Each season the vines must be 
cultivated and trimmed back, and young plants need to be continually brought 
along to replace the outworn stock. Vanilla is native to Mexico, which still 
produces the most favored beans; but its cultivation has spread to many parts 
of the semi-tropics, and the largest commercial center is the Island of Madagascar. 
Prices fluctuated widely. During the nineteen years prior to the end of the First 
World War, 1918, quotations of the Mexican beans in New York ranged from a 
low of $2.50 a pound (1914) to a high of $11 (1900) with an average close to $4, 
while the Bourbon (Madagascar) grade was quoted at a low of $1 a pound (1905- 
06) and a high of $4.75 (1901) with an average price of about $2.25.^» Synthetic 
vanillin appeared on the market in 1876 at $80 a pound. This price was succes- 
sively reduced till in 1924, substantially half a century later, it sold at $S, one 
tenth of the initial price. By 1938 it had been reduced to $2 a pound. 

Prices in a Vicious Circle— Just at this time, 1924, a revolution in Mexico 
and bad weather in other growing centers, gave Madagascar planters a comer 
on supplies and they ran their price from $2.65 up to $9. Their perfectly human 
selfishness had two logical results. Planting of vines was stimulated in all grow- 
ing centers. Substitution of vanillin for vanilla was promoted in all consuming 
Paint and Drug Reptr. Yearbook.” 1918, p. 157. 
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fields By 1927 the world crop of vanilla had nearly doubled. By 1932 the 
price’had sunk to 50^ which hardly paid to pick and cure the beans. Accord- 
jugly, plantations were neglected with the natural result that in 1934 another 
acute shortage arose, thus completing the vicious circle. 

Meanwhile increased consumption of vanillin had enabled American manu- 
facturers to reduce their price from $8 to S3, with the result that the 1934 famine 
price of Bourbon beans rose, not to $9, but to S3.20. Control of fluctuations 
in the price of natural vanilla had plainly become a function of the price of syn- 
thetic vanillin. It is notable, too, that despite these fluctuations the S5mthetic 
price has steadily declined. The end is not yet, for in 1937 the introduction of 
vanillin from wood-pulp waste brought the price down to $2. 

In 1913 we imported 1,049,617 pounds of natural vanilla beans: twenty-five 
years later, 1938, 472,478 pounds.^*' During the same period our production 
of synthetic vanillin has grown from zero to 348,461 pounds, wdiich represents 
chemically the equivalent in flavoring principle of over 139 million pounds of 
beans. In commercial practice about three parts of vanillin replace 500 parts 
of vanilla extract, so that for five parts of natural vanilla flavor w’e are using 
today about 3,000,000 parts of synthetic.^o In industry the use of natural 
vanilla has virtually vanished and what little we import goes into extracts for 
household use in justification of the label '^made of natural vanilla beans, forti- 
fied with vanillin.^' In this delicate matter of the taste of foodstuffs these amaz- 
ing figures show how far we have come from the early prejudice tliat was raised 
by the mere mention of ^^synthetic.” Twenty-five years ago rayon W'as intro- 
duced as ^^artificial silk" and the public regarded it a cheap and nasty substitute. 
In 1939 Nylon was offered as a new, unique synthetic fibre and within six months 
after the first Nylon hosiery was put on sale American women had bought 17 
million pairs at a price above rayon goods but below the best silk, a record for 
“consumer acceptance." In industrial circles acceptance of new chemically made 
materials has progressed till they are sought out by progressive manufacturers 
and welcomed as opportunities not only to lower costs, but also to create new lines. 

Advantage of Uniform Quality — It is said that no ice cream, soft drink, or 
candy maker, no bakery, no chewing tobacco or cigarette manufacturer — these 
are the chief industrial consumers of vanilla — ever makes the substitution of 
vanillin and comes back to the natural extract. None of them is able easily to 
readjust his retail price to offset fluctuations in the costs of raw materials. There- 
fore, a stable price, which means a stable manufacturing cost, is even more im- 
portant than a low price. 

Almost as advantageous is uniformity of quality. The flavor of vaniUa beana 
grown in different localities differs so markedly that well identified grades are 
based on origin. Even at a given growing center, variations in weather condi- 
tions from season to season and the degree of care and skill exercised by different 
planters in cultivating, harvesting, and curing the crop, result in variations in 
quality. The use of the beans as flavoring agents becomes, therefore, an art 
that must be painstakingly practiced if uniform results in the finished product 
are to be maintained. 

Against this, an ounce of vanillin invariably produces the identical flavoring 
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effect. Regardless of when or from whom it was bought, it is always the same 
so that once an industrial recipe is chosen, the result so far as a vanilla flavor 
is concerned, is constantly assured. Such standardization fits modem factory 
methods. Price stability and established quality suit all synthetic products to 
modern streamlined production. 

Chemical Demand— The demands of industrial consumers are continually 
more exact. Greater precision in manufacturing methods and more discriminat- 
ing requirements from their customers alike compel all manufacturers to select 
their materials with great care. Again, the man-made materials enjoy an advan- 
tage. They can be tailor-made to fit the specifications. 

Modern textiles, for example, are woven of many combinations of natural 
fibres and different types of rayons. Thus special fabrics, fitted to particular 
uses from a bathing suit to a tire tread, are created. Modern coatings have be- 
come highly specialized to meet conditions of wear ranging from the wing tip of 
an airplane to the timbers in a mine. 

Chemical Demand Is Always Changing— Chemical demand is not static, 
but dynamic, indeed prompted to change by man^s fondness for novelty and 
under compulsion to change because of constant technological progress. Many 
of these changes are initiated far beyond the control of the chemical maker, but 
he is always stimulating them by his endless search for new products and his 
tireless efforts to win new markets. Often he promotes changes that get out of 
his control, as the expanded demand for chlorine which has not only pushed 
bleaching powder off the market, but also dislocated the supply of caustic soda. 

Producers’ Control over Consumption — Over the intensity of demand 
chemical producers have also little control. Chemicals are used as tools, or as ma- 
terials, by other industries. Their consumption depends, therefore, upon the ac- 
tivity of those industries. Soap and rayon are big consumers of caustic soda; but 
the caustic producers can do little directly to increase the consumption of alkali 
in either goods. Their total sales depend upon the national sales of soap and 
rayon, upon the tons of paper being produced, the barrels of gasoline being 
refined, upon aU sorts of goods which no sales effort of theirs can increase. The 
industrial buyer purchases chemicals “for his requirements,” as so many chemi- 
cal sales contracts read; and he can seldom be tempted to overload his inventory’' 
with stocks of standard chemicals. 

This inflexibility of chemical demand and the inability of chemical makers 
directly to increase consumption, has baneful effects upon the price of any chemi- 
cal the supply of which cannot be quickly adjusted to market conditions. 

The control that price exercises over supply and demand has been so effec- 
tively obscured in our workaday world today that many are tempted to ignore it 
completely. But the maker of basic chemicals is not permitted long to forget 
these fundamental economic principles. The price of chemicals is more promptly 
and delicately responsive to these influences than are the prices of most other 
manufactured goods. 

Control of Supply through Price-White arsenic, As302,is produced in the 
United States solely as a by-product recovered from the flue dust and flumes at 
lead and zinc smelters. Prior to 1915 the price, 3^ a pound or less, did not make 
it profitable to install the necessary equipment, and out of a potential ’ of 
some 15,000 tons, only one thousand was produced. At that time .nl 
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demand of 10 000 tons — 1000 in calcium and lead arsenates, 1500 in sheep dips, 
1200 for weed Idllers, 2000 for plate glass, and 1000 for miscellaneous uses— was 
met by imports chiefly from Mexico, Japan, Spain, and Germany. 

In 1916 war demands, coupled with the high cost and uncertainties of ocean 
transportation, raised the price to 8^ a pound. Then our domestic smelters 
installed recovery plants or enlarged existing operations. The next year a big 
new demand appeared suddenly in our domestic market. The cotton boll weevil 
had become a menacing pest and calcium arsenate was found to be the most 
effective means of its control. So rapidly did this demand grow that in 1922-23 
it far outran supply and the price of white arsenic soared to a peak of 18^?^. 
This high cost for the raw material resulted in a delivered price of calcium 
arsenate to southern planters of from 25 to 30?^, which combined with the low 
price of cotton and light weevil infestation reduced this new demand sharply. By 
the end of 1924, the price of white arsenic had declined to 614?^. 

Since 1916 our domestic consumption of white arsenic has moved up from 
10,000 to 35,000 tons, the insecticide industry alone consuming more than twice 
the total pre-war demand. Half the market is now supplied from domestic 
sources. Legislation has made it compulsorj^ in most states to recover arsenic 
wastes, but the growth of the total demand has created a market that, despite 
the vide fluctuations of sales of insecticide arsenic, is nevertheless stabilized at a 
total requirement comfortably in excess of domestic output. This demand is 
large enough to absorb all domestic arsenic and the Larger tonnage makes the old 
pre-war price of 3^^ profitable. 

Demand for insecticide chemicals is alwa5^s problematical. It is inevitably 
seasonal and generally unpredictable. A year of big insecticide sales, because 
of temporary triumph over the pest, is apt to be followed by a season of small 
demand. A consumption of 20 pounds of calcium arsenate to the acre of cotton 
land throughout the area of wee\dl attack is indicated by average standard prac- 
tice in control. How'ever, effective demand cannot be measured by the degree and 
extent of wee\Tl infestation. The cotton planter is influenced in his arsenate 
purchases: first, by the cash surplus from the sale of last yearis crop; and sec- 
ond, by the prospective price of the cotton in his fields. Furthermore, he \vaits 
till the actual time of application before buying so that a spell of weather either 
especially favorable or unfavorable to the insects will materially affect his pur- 
chases. In recent years the low price of cotton has sharply curtailed the use of 
calcium arsenate even to the extent that many planters favor 'flatting the weevils 
eat up the crop surplus,” 

So capital an author as F. Y, Robertson has estimated the cotton field 
market for calcium arser ' e at “approximately 5000 to 9000 tons a year.” This 
is a gross variation of 40 per cent; plainly, an unsatisfactory figure upon w^hich 
to plan a chemical production program. Available supply can hardly ever 
approximate so uncertain and variable a demand. Since only by violent means 
can price serve to adjust such great variations in requirements, therefore insecti- 
cide prices are infamous for their instability. 

Prices and Price Policies — ^The base line of prices is drawm by the cost of 
production. If there is no profit in producing any goods, the supply will gradu- 
ally dry up. But the base of prices is not set by the most efficient, fortunately 
located^ brilliantly managed plant. Without the output of the higher cost pro- 
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ducers, supply would be inadequate and society must accordingly pay to keep 
them in business. The marginal producers are those whose output is necessary 
to meet the demands of the market. Marginal costs are the costs of those makers 
just able to produce at a profit. In the long run herein lies the base of the mini- 
mum price. 

The costs upon -which chemical prices are predicated are complicated by that 
production of joint products and by-products which chaiacterizes all chemical 
operations. It is necessary to allocate various items of cost over two or more 
products, a practice that depends upon judgment, expediency, or policy rather 
than upon any established and recognized accounting practice. This ob-viously 
introduces a further complication into the variation inherently existing in chemi- 
cal costs due to optional processes and materials or to varying yields. This dis- 
tribution of costs affects not only the direct, but also the indirect costs, as follows: 

Material Costs: Direct, the actual raw materials used in the processes; and 
Indirect, the supplies of coal, water, gas, lubricants, etc. 

Labor Costs: Direct, operators and helpers engaged in operating the processes; 
and Indirect, the superintendents and foreman, maintenance crew, time keepers, 
watchmen, stores clerks, accountants, etc. 

Manufacturing Costs, including General Overhead, which comprise the general 
service costs of power, heat, light, loss and spoilage, general administration, re- 
search, etc., and the General Fixed Charges of rent, interest on investment in 
plant and equipment, depreciation on the same items, insurance, taxes, etc. 

Over and above these costs of production the expenses of containers, of han- 
dling, selling, packing, and of shipping and freight equalization, must all be reck- 
oned with in setting the price of chemicals, and without going into a detailed 
discussion of the theories of cost accounting and the practices of bookkeeping, 
which would be out of place in this survey of the broad economic pattern of the 
chemical industry, it is to be noted again, that what portion of all these charge- 
able expenses shall be allocated to each of the several products of any given 
chemical operation introduces into chemical pricing fluctuating elements wholly 
within the control of management. 

In actual sales practice these voluntary variations in the methods of cost 
finding have aggravated the involuntary variations in chemical costs to exert a 
considerable pressure upon prices. This pressure has undoubtedly influenced the 
pricing and selling policies of all chemical manufacturers who as a group are 
committed to the merchandizing philosophy of increased profits through increased 
volume of sales and who have learned that the only way appreciably to increase 
the demand for chemicals is so to lower the price that new uses as well as in- 
creased use by old customers expand the consumption. The industry’s record 
shows that this is an economically sound theory of abundance. 

While increased volume of output has been reflected in lower costs of pro- 
duction, it has not reduced the costs of distribution. In fact, in common with 
most industries, chemical manufacturers have discovered that since the First 
World War their sales and shipping expenses, as well as their taxes, have been 
increasing. The Robinson-Patman Law, with forced analysis of production and 
distribution costs, emphasized the auxiliary costs of sales. 

Marketing Utilities— As the economic purpose of manufacturing is to in- 
crease the form-utility of goods, so the service of marketing is to enhance the 
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utilities of time and place. Sulfur at the mine in Texas must be brought to the 
factory in Ohio before it can be used in vulcanizing rubber. This involves a 
great deal more than the act of selling to the rubber company's purchasing 
agent, yet this actual sale so arrests the attention that it ovcrshado\vs the other 
services involved in distribution. At a time when the entire distributing system 
is under critical examination it is well to keep in mind all its functions. 

1. Assemblying is *^the seeking out of sources,” the collection of raw mate- 
rials, equipment, and supplies at a plant for use in manufacturing or by a jobber 
at a warehouse for re-sale. 

2. Storing is “the depositing or holding of products in some place where they 
may be obtained at some future time,” which includes stocks held at centers of 
consumption for the convenience of bu3^ei’s, and stock accumulated during off- 
seasons of demand for the benefit of the maker. 

3. Grading is the sorting of products according to trade specifications, a func- 
tion which in the chemical indust rj^ is commonly associated with production, 
where the different grades, based upon chemical content, are a part of the mak- 
ing operation. 

4. Dividing is breaking a commodity up into smaller lots for the convenience 
of the user, as when a jobber sells individual dmms of material that he has taken 
in in carload lots or when a pharmaceutical house sells borax in small containers 
which it has bought in bulk. 

5. Packaging or packing is sometimes akin to dividing, but in no instance can 
a chemical product be sold, as it were, “on the hoof,” it must always be deliv- 
ered in some sort of a container, be it an ounce vial or a tank car. 

6. Transporting as a part of distribution is the physical moving of goods from 
producer to consumer, a complicated and important function in the chemical 
field. 

7. Selling is the actual act of sale which is in turn broken down into four steps: 
(1) creating the demand, (2) informing the buyer of the kind, quality and quan- 
tity of the goods and the source of their supply, (3) determination of the price, 
(4) agreement upon terms. 

8 . Financing is the bearing of all the expenses of all of these different steps 
in marketing. It includes the not inconsiderable element of risk, not only in the 
good faith and ability-to-paj^ of all buyers, but also any chances that may be in- 
curred in a decline in price or in the cancellation of orders. 


THE STRUCTURE OF CHEMICAL INDUSTRY 

Chemical Industry Classified — ^With, the basic conditions which distinguish 
chemical production and distribution clearly before us we can now classify the 
industry and summarize its economic functions. This is the industry which pro- 
duces commodities that differ chemically from the raw material out of which they 
are made. Lest the cook who boils eggs and the mason who slakes lime should 
be tempted to set themselves up as chemical producers, we must add that these 
chemical changes must be wrought by chemical means and under chemical con- 
trol. This definition, borrowed from the late Dr. Teeple, makes the identification 
of a chemical enterprise quite simple. 

Sulfuric acid from brimstone, alcohol from either molasses oi ethylene, alum 
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from bauxite, alizarin or aspirin from coal-tar— all these are plainly chemical 
operations. Moreover, gun cotton and Bordeaux mixture, babng powder and 
straw hat cleaner, tincture of iodine and Eau de Cologne, though not usually 
considered products of the chemical industry, are nevertheless indubitably chemi- 
cal products. Accordingly, the chemical industry divides itself naturally into 
two distmot parts: 

1. The Chemical Producing Industry which manufactures all sorts of cheimcai 
products from superphosphate to plastic molding powder. 

2. The Chemical Converting Industry which makes chemical products into all 
sorts of consumer goods from a mixed fertilizer to an imitation amber cigarette 
holder. 

Beyond these two classes of the chemical industry proper is the great group 
of industrial consumers of chemicals : 

3. The Chemical Processing Industries which employ chemicals as tools to 
change or modify natural raw materials to adapt them better for human use, 
as in the manufacture of leather, rubber, textiles, etc. 

Clear-cut distinctions mark these three groups, and these distinctions are 
important. Chemical products are a vital element in our national industrial 
structure. Notably this is true since sjmthetic materials have invaded big mar- 
kets long securely held by natural products from farm and mine and so disturbed 
the estaWished order in many an old fabricating field. Viewed objectively sodium 
nitrate from Chile and from Hopewell is not the same material, and this distinc- 
tion is quite serious in chemical, or commercial, or political considerations. 

Furthermore, the chemical industrj^ has become a “public industry.” Its key 
position in peace and war is appreciated by statesmen and generals, by econo- 
mists and businessmen. More than this, our leading chemical companies are no 
longer family -owned enterprises. Their shares are freely traded, in and widely 
held. Therefore the “statistical position” of chemicals is today something much 
more than a glib phrase in a trade paper market report, and the lazy habit of 
throwing all the chemical making and converting and processing industries into 
a single group as the so-called “chemical processing industries” becomes danger- 
ously misleading. 

Such a blanket classification smothers fair comparison. It combines not only 
chemical plants and pharmaceutical factories, but also coke ovens and candy 
kitchens, soap works and dairies; industries so distinct in their economic posi- 
tion, in their raw materials and apparatus, in their capital structure, in their 
consuming fields and marketing methods that to regard them as a group is like 
the proverbial comparison of cheese with chalk. If, however, the threefold classi- 
fication above is recognized, it clarifies a complicated economic group since each 
division possesses significant, common characteristics. 

Chemical Producing Industry Defined— The Chemical Producing Indus- 
try is small numerically, but generally composed of large units. It manufactures 
over five thousand distinct chemical items which today include a host of syn- 
thetic raw materials, not only dyes, flavors, medicinal chemicals, but also fibres, 
resins, plastics, rubber substitutes, and what not. Within this group are com- 
monly placed a group of natural raw materials, such as sulfur, salt, naval stores, 
borax, which are not manufactured, though their uses are chemical. 

The basic chemical ptodncts are In the main Industrial raw materials and weil 
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over 90 per cent of the output is consumed by the chemical industry itself in 
further chemical operations and in chemical converting into consumer goods. These 
products are produced by chemical reactions in distinctively chemical equipment, 
often in vast tonnages, and they are shipped in bulk containers. The entire group, 
as we have seen, is characterized in its production operations by varying yields 
and fluctuating costs, bj^’-products and wastes, new processes and new products, 
by high obsolescence and exxessive depreciation; and in its distribution field by 
producing a great number of products, each of which usually has many markets. 
Hence within this group research is a necessity and progress is highly accelerated. 

The Converting Industry— Within the second group, the Chemical Convert- 
ing Industry, are the makers of medicinal and cosmetic preparations, fertilizers 
and insecticides, explosives, coatings, soaps, refrigerants, liquid and gaseous 
fuels, etc. Within this group fall the molders and laminators of plastics. Here, 
too, is found the growing group of chemical specialty manufacturers. 

Upon the basis of their marketing fields the last may be subdivided into the 
makers of industrial, household, and agricultural specialties. For the industries 
they compound wetting-out agents, emulsifiers, driers and solvents, accelerators 
and inhibitors, abrasives, adhesives, and polishes, bates for tanning, special oils to 
soften leather, to pull wire, to dress belting, to make fibres more spinnable, to 
prevent rust; thousands of chemical compounds used by all sorts of factories to 
make goods better and more usable, more durable and less expensive. For the 
public the specialties makers produce polishes for metals, furniture, marble, shoes, 
automobiles; cleaners for drains, for rugs, w’allpapers, clothing, and hats; w’ater 
softeners, insecticides and moth repellents; radiator cleansers, anti-freeze mix- 
tures, top dressings for motor cars. Farmers, orchardists, and gardeners now 
all have their own chemical specialties in fertilizers, insecticides and fungicides, 
even in vitamins, plant hormones, and nutrient solutions. 

This chemical converting group is heterogeneous, wdth many subdivisions, 
composed of big and little units, distinguished by the fact tliat they are prepar- 
ing chemical compounds for the direct use of an ultimate consumer. Outside the 
chemical industry itself they are, as a group, the largest consumers of chemicals 
wdiich they mix, manipulate, and compound. It is significant that chemical pro- 
ducers are invading this converting field and making more and more specialties for 
sale direct not only to the industries and the farms, but also to the general public. 
In itself this is a major commercial revolution in chemical distribution. It be- 
speaks a profound change in the selling point of view", and in the years to come 
wall radically change chemical manufacturing and merchandizing methods. 

What Is a Processing Industry? — The third group, the Chemical Process- 
ing Industries, are chemical only incidentally. Rubber vulcanization, leather 
tanning, the transformation of fibre into cloth, of iron into steel, of silica into 
glass, are all operations involving much chemistry and employing many chemi- 
cals. They are not, however, chemical operations. 

These industries treat their own materials by various chemical processes; but 
both in their purchase of chemical supplies and their use of chemical apparatus, 
this processing is but one step in the series of their distinctive production opera- 
tions. A woolen mill, for example, scours, softens, bleaches, and dyes. For these 
operations it buys chemicals and chemical specialties in considerable quantities. 
Much of the great recent progress in new and improved fabrics has come from 
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new fibres and new chemical treatments introduced by chemical research done 
by the chemical companies. But the chief raw material of the woolen mill is wool 
Its great capital investment is in spinning and weaving machines. Its finished 
product is woolen cloth. Thus the manufacture of rubber, steel and alloys, 
paper, glass and ceramics, textiles, leather, all involve the chemical processing of 
some important natural products: latex, ores, wood-pulp, sand and clay, cotton, 
flax, silk, rayon, or hides, etc. These processing industries, while heavy con- 
sumers of chemicals, are not a part of the chemical producing industry, but its 
customers. They never identify themselves with the problems or interests of 
the chemical manufacturing industry. 

Applied Chemical Economics— In the following pages the materials and 
techniques employed in the chemical producing, converting, and processing in- 
dustries will fill in the foreground of the broad economic pattern we have out- 
lined for the entire group. We have sketched that economic background in a few 
bold strokes, indicating the chief and unique points which distinguish the indus- 
tries employing chemical means to make their products more useful, more durable, 
more beautiful, more adaptable to the use of mankind. The surveys of the more 
important items of the technical picture in each field that comprise the chapters 
of this book are, from this point of view, case studies in applied chemical eco- 
nomics in the department of production. 

Expansion in these chemical industries has been almost explosive. Particu- 
larly in the past twenty years this prodigious growth has brought its troubles to 
those who wish to acquire knowledge of the more important phases of chemical 
industrial activity. The field is now so immense that those closely associated vdth 
it are perforce tending to “learn more and more about less and less.” Such 
specialization has become inevitable. Nevertheless, every alert person has need 
of sources of information which give a broad overview of the entire chemical 
realm and which indicate the sources of specific information which may be con- 
sulted for greater detail. At the very foundation of any industrial operation 
undertaken in expectation of profit are economic considerations which in the last 
• analysis determine the right answers to all the other questions, technical or com- 
mercial, that are daily coming up for decision. By definition, therefore, a thor- 
ough understanding of the principles of chemical economics is the proper intro- 
duction to such a survey of the technique of chemical producing and processing 
as the following chapters present. 
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CHAPTER 2 


THE UNIT OPERATIONS 

C. C. Furnas, Associate Professor of Chemical Engineering, Yale University 

and 

Allen E. Rogers, Chemical Consultant, Brooklyn, N. Y. 

Every long established craft, art or specialized industry employs certain tools 
and certain pieces of equipment which are so characteristic that they may serve 
as trade marks of the calling. But when chemical industry began to come of age 
the pattern of equipment which it used seemed to reflect adolescent confusion. 
The welter of things which were used to promote the various processes, seemed 
to have "just growed.” There was little evident unity of pattern, either in func- 
tion or design. One who studied the ways and means of carrying out the various 
chemical processes was confronted with as much confusion as students of botany 
must have been in those early days before any one had ferreted out the natural 
organization, and devised a rational scheme of classification of living species. 

The more the new developments crowded into the reahn of chemical industry, 
the more necessary it became to put the study of the complicated field on a ra- 
tional and well-organized basis. From this necessity rose the field of knowledge 
which is now designated as "chemical engineering,” which, in essence; is the appli- 
cation of various branches of science to the problems of chemical industry. The 
field can hardly be defined completely or exactly but the frame work of the 
structure has evolved along two main lines: "The Unit Operations” and "The 
Unit Processes.” 

The unit operations are confined to the various physical operations which are 
common to a great variety of chemical processes : evaporation, distillation, filtra- 
tion, heating and cooling, crystallization, gas absorption — operations which are 
encountered in every chemical laboratory and in every chemical manufacture. 
Later, the Unit Processes came into being as a systematic approach to the im- 
portant aspects of particular types of chemical reactions which are industrially 
important. These are discussed in Chapter 3. 

It would be a serious error for anyone to assume that the whole story of 
chemical industry can be told within the quantitative framew^ork of present day 
chemistry, physics, the unit operations and the unit processes. Much of the atti- 
tude and inexact knowledge of the old industrial arts still survives in many 
branches of the industry. Although each year sees more and more exact knowl- 
edge brought .to bear on the problems of the industries based on chemical reac- 
tions, old time craftsmanship, crude empiricism and, unfortunately, secrecy still 
play important roles in many cases. This merely means that chemical industry 
is stillrin its infancy and the field has .the possibilities for tremendous advance- 
ment ior many years' to'^come. The , remarkable progress of the past few decades 
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has been due to a large degree to the application of the systematic knowledge of 
the unit operations to the old fields where crude empiricism and secrecy reigned. 
Hence, it is essential to present, in brief outline, the principal points of the subject. 

Pattern of Presentation— The pattern of presentation of knowledge in the 
field of the unit operations is one of functionalism. The student of apparatus 
centers his attention on the junction of the equipment. The form it takes is 
merely a feasible adaptation of apparatus to certain principles. This has brought 
into clear focus the underlying physical principles which are common to many 
processes and dozens of different types of equipment. There is nothing essen- 
tially new in this approach. It has been applied to many fields of knowledge, 
both in the field of science and elsewhere. It doesn't bring simplicity to a field 
which is so complex that it cannot be simple, but it does substitute order for 
confusion. 

The space which can be allowed for the subject in this book limits the presen- 
tation to something which is not much more than a cataloging of the functions, 
with several illustrations of typical pieces of equipment. 

This chapter will be devoted to the most essential descriptive aspects of the 
following unit operations: 


Fluid Flow 

Heat Transfer 

Evaporation 

Crj^staliization 

Distillation 

Drying 


Air Conditioning 

Gas Absorption and Desorption 

Extraction 

Filtration 

Crushing and Grinding 
Separation of Solid Materials 


For those who are interested in pursumg the quantitative aspects of these 
various operations, there are numerous books and magazine articles which are 
worthy of study. Several of th'^m are found in the Reading List at the end of the 
chapter. 

/ 

^ FLUID FLOW 

i 

Most plants which are coniiected, even remotely, with chemical industry are 
so filled with pipes and valves (that they strike the uninitiated as being the w’ork 
of a plumber gone wild. But Ahe standard plumbing equipment does not fill all 
the requirements. Conduits rjnge in size from tubes of capillary dimensions to 
gas mains ten feet in diameter. They may be standard pipe, seamless tubing, 
rectangular air ducts, or variations or combinations of these. 

The materials of construct ^on show as great a range of variation of size and 
shape. In addition toT ceftmH strength requirements, the need of resistance to 
almost every form of c\j^osioni,must sometimes be met. Though iron and steel, 
of course, account for tl^bulk Af the construction, chemical industry has to use 
a variety of other mateiws. Brass, bronze, stainless steel, a multitude of alloy 
steels and irons, copper, tWtalum, aluminum, silver, zinc, lead, glass, rubber, 
ceramic ware, asbestos, amqphous carbon, graphite, and plastics all have their 
place in conduit conf^'ruction*Vand the list is by no means complete. 

Measurement — ^In earlier i|ays, plant measurement and control of fluid flow 
were left pretty much to guessfes and crude estimates, but now accurate instru- 
ments have aU but completely replaced operators' uncalibrated judgment in the 
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matter of measurement and, to a large extent, in control. The principles and 
types of instrumentation are dealt with in another chapter.^ 

Pumps — ^The fluid pressures encountered in chemical industry may vary by 
a million-fold — from a thousandth of an atmosphere to a thousand atmospheres. 
Fluid temperatures range from those of liquid air to perhaps 1200® F, Corrodi- 
bility may be negligible, or it may be so great that the expression “nothing Avill 
hold it” is almost literally true. Liquids may be as clean as distilled water or 
they may be heavy sludges of highly abrasive grit. But there must be pumping 
devices to meet all these conditions, for wherever a fluid is flowing something must 
have been used to give it the necessary impetus. A book devoted to descriptions 
of all available pumping devices would be as large as the catalog of a mail order 
house. It would have to deal with an almost endless variety of blowers, vacuum 
pumps, ejectors, piston pumps, centrifugals, air lifts, acid eggs, gear pumps, volute 
and turbine pumps, of a variety of sizes and materials of construction. 

These short paragraphs merely catalog the functions which fluid flow devices 
must fulfill. It is not one of the purposes of this book to go into a discussion of 
the laws of fluid flow. Also It would be pointless to present a picture of a piece 
of pipe and of a particular pump, for they would divulge nothing that is typical 
or important to the whole field. So fluid flow is left with this casual treatment but 
that should not be taken as a measure of its importance. It is very important 
and fundamental, and is a basic part of almost every process in the chemical 
industry. 

The great body of qualitative and quantitative information available upon 
the pumping, storage, and transfer of fluids will be found in numerous articles, 
text books, hand books, and manufacturers' catalogs, a number of which are 
listed at the end of the chapter. 

THE FILM CONCEPT 

One of the most useful concepts in chemical engineering is that of the presence 
of a stagnant film at the phase boundary of any moving fluid. Whenever a gas or 
a liquid moves over a solid surface, or a gas moves over a liquid, a static film of 
the moving substance clings to the surface of the stationary one. This film 
greatly slows down the transfer of material or energy from one phase to the 
other, because all transfer of molecules through the stagnant film must be by 
the slow process of molecular diffusion. The transfer of heat through such a 
film is by the relatively slow mechanism of conduction through a fixed body. 

A great deal of academic energy has been expended in the past, arguing about 
the reality of such films; some contending that the stagnant layers are real and 
of finite thickness; others believing that the films are mere convenient hypotheses. 
The truth of the situation seems to have been well established by careful measure- 
ments of fluid flow through conduits.^ The interpretation of the evidence is 
that, at a phase boundary, there is a microscopic film, probably not more than a 
few molecules thick, which is truly stationary. Outside of this the fluid layers 
move along slowly, parallel to the boundary. 

^ See Chapter 5. 

* Stanton, Marshall and Bryant, Proc. Royal Society, Sec. A. 57, 413 (1920), 
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In cases of slow flow, these parallel lines persist throughout the conduit. 
When the overall velocity is great, the parallel flow is broken up a short distance 
from the boundarj^ and the fluid moves fonvard in turbulent swirls. This layer 
of fluid next the wall, moving in slow parallel flow, is the film, which, though not 
quite stagnant, does slow up the transfer of energy or material from one phase 
to another. No matter how great the velocity and turbulence in the main 
stream, this slow moving la 3 'er is always there. Careful measurements have 
shown that in the case of gas flowing rapidly through conduits, this film thick- 
ness is of the order of a relatively few thousandths of an inch. (Th e thic ^ 
this film, the greater its resist ance to the jtraps fer of e ittojaole ciiles nt -energy. 
Where r^id rates of transf er are desire d it is necessar y to cut down the film 
thickness as much as possible. Inc reasing fl uid velocity_P r_ decreasing viscosit y 
nf tlipThn^iTectl ^lhethods of d oing thi^ 

The widespread utility of this film concept will be e\ddent as the different ‘ 
operations and the equipment for carrying them out are discussed. The concept 
is especially useful in considering a great many of the phases of chemical engi- 
neering. It enters with especial prominence into such operations as heat transfer, 
gas absorption, liquid-liquid extraction, dehumidificatiou, etc. 

HEAT TRANSFER 

It is only necessary to compare the efficiency of the cooling system of a modem 
automobile with that of an old Model-T Ford to have an illustration of the 
recent advances in the field of heat transfer. At the time of the first successful 
airplane flight (in 1903) the difficulties of dissipating the heat generated in a 
modern 2000 horsepower air-cooled aviation engine would have seemed insur- 
mountable to even the best engineer. Less spectacular and less known, but 
equally significant, advances have been made in the multifarious pieces of heat 
transfer equipment in chemical indust The transfer of heat from one sub- 
stance to another is of such universal importance in nearly all processes, that 
this subject is one of the basic tools of chemical engineering. 

Functions of Heat Transfer — There are two outstanding functions which 
heat transfer equipment serves: (1) to conserv'e heat energy, (2) to maintain a 
required temperature in a given piece of apparatus. 

An e.xample of the first item is usually found in properly" designed distilla- 
tion equipment. The vapor leavnng the top of a distilling column must be con- 
densed, usually on tubes which are cooled with water flowing through them. 
This water leaves the condenser at an elevated temperature arid is used to pre- 
heat the feed liquid coming to the still. 

An example of important temperature control is found in the nitration ® of 
benzene. Considerable heat is evolved but the temperature of the reacting liquid 
must be kept below 60® C., for safety reasons. Thus, in every nitrator, there is 
a more or less elaborate sj^stem of cooling coils, through which water is circu- 
lated to keep the temperature dorni. 

Every piece of refrigerating apparatus involves heat transfer equipment. 
Chemical industry" uses a multitude of jacketed kettles of various. kinds. A heat 
transfer medium; it may be steam, hot water, hot oil, molten salts, organic 

^See Chapter.3. 
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fiquids, or a refrigerated brine, is circulated through the jacket to maintain a 
desired temperature, either above or below that of the surroundings. 

The United States is a country with unparalleled fuel resources, so energy 
is generally considered an inexpensive commodity. For that reason, the use of 
expensive heat transfer equipment for purposes of conserving energy was rather 
slow to develop here. In earlier years the engineers of some European countries 
studied the problem much more thoroughly than did the Americans, But Ameri- 
can experience finally demonstrated that though energy may be cheap, it is 
often too expensive to be thrown away. Every modern chemical plant has 
become conservation-minded and has gone into the business of saving heat units 
wherever possible. And it pays. 

Films in Heat Transfer by Forced or Natural Convection — The film 



Fig. 1, Cross Section of Oil to Water Shell-and-tube Heat Interchanger. (Courtesy Davis 
Engineering Corp.) 


concept has been of paramount importance in putting the study of heat transfer 
on a scientific basis. In the majority of cases in the chemical industry, the trans- 
fer takes place between two fluids separated by a thin metal wall. One fluid may 
be used to heat another; condensing steam, to heat a gas, water to condense steam, 
etc. In such cases the major resistance to heat transfer usually resides in the 
minute fluid film which clings to the metal walls. The realization of this fact 
brought about great changes and improvements in the design and operation of 
the equipment. 

(The thickness of a fluid film is greatly decreased by increasing the velocity 
of a fluid through a conduit, and to a certain extent by decreasing the conduit 
diamete^ Although the exact relations between variables in heat transfer are 
too complicated to be summarized briefly, it is approximately true that for 
fluids passing through conduits at a fairly rapid rate, the coefficient of heat 
transfer-^ varies as the 0.8 power of the mass rate of flow of fluid, and inversely 
as the 0.2 power of the conduit diameter. Hence, for liquid-liquid heat 
exchangers it has been found advantageous to build the apparatus so the fluids 
will pass rapidly through small-diameter conduits. The compact, modern heat 
interchangers transfer a surprising amount of heat in a small space. The con- 


In the English system the film coefficient of heat transfer is: BTU per 
square foot of heating surface per degree F. temperature difference* 
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struction of a well designed widely used type of "shell and tube” heat exchanger 
is illustrated in Figures 1 and 2. Other types of heat transfer apparatus include 
pipe coils, long double pipe exchangers, a multitude of special conduit shapes, 
jacketed vessels, etc. 

The important factors, other than fluid velocity and conduit diameter, in 
determining the rate of heat transfer in forced convection are the viscosity and 
coefficient of thermal conductivity through the stagnant layer. If the rate of 
fluid flow through a conduit is fairly rapid then the film coefficient of heat trans- 
fer varies approximately as the 0.6 power of the coefficient of thermal conduc- 
tivity and inversely as the 0.4 power of the viscosity, ^ence, for viscous fluid s 



Fig. 2. Cutaway View of Shell-and-tube Heat Exchanger Showing Construc- 
tion. (Courtesy Ross Heater and Mfg, Co., Inc.) 


'With low Jthermal conductivities, such as so me__oil s, much_inore surface must b e 
provided to^transto a given amount of In^t jj^ jsj*eqiiirp d - fnr a l i quid such a s 
water.]) 

The quantitative relations of the important variables in the various cases of 
heat transfer can be found in publications listed in the Reading List at the end 
of this chapter. 

Magnitude of Film Coefficients — ^In engineering practice, film coefficients 
of heat transfer are usually expressed in the units: B.T.U. per hour per squarfe 
foot per degree F. Many things affect the value of these coefficients, such as: 
rate of flow of fluid, physical character of fluid, temperature, etc. But for dif- 
ferent types of fluid there are approximate ranges of values of the transfer coeffi- 
cients. Table 1 gives compilation of these approximate ranges of values as met 
in practice. 


TABLE 1 — RANGE OF VALUES OF MISCELLANEOUS FILM TRANSFER COEFFICIENTS 
AS FOUND IN PRACTICE* 


Type of Fluid 


Kf 

Free Convection 


JTt 

Forced Convection 


Water 

Oil ;;;;;;; 

Boiling Water 

Condensing Steam 

Condensing Organic Vapors 
Gas (atmospheric pressure) 


60- 150 

300-1000 

5- 10 

10- 76 

300-1000 

1000-1500 

800-3000 


50- 600 


0.5- 1.5 

2-10 


reported in Perry, S. H., “Handbook of Chemical 
®d-» Section 7, McGraw-Hill 


T rilrn coemcient of heat transfer. 


Book Co., New York (1934). 

B.T.U. per hour per square foot per degree F. 
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Because of the magnitude of the resistance to heat transfer encountered in 
most fluid films, the presence of a thin metal wall separating two fluid phases has 
but relatively little effect on the overall rate of heat transfer in most equipment. 
This generalization is not true if very thick metal walls or glass or stoneware 
separates the two phases. 

Methods of Providing Maximum Surface— If two fluids are passing through 
a heat transfer apparatus, the resistances of the two films are operating in series, 
exactly analogous to two electrical resistances in series. Inspection of Table 1 
wiU show that any device which is used to heat a gas such as air will have a low 
overall coefficient of heat transfer, no matter what the heating fluid may be. An 
obvious way to partially counteract the low coefficient of a gas film is to pro-. 
vide a large amount of contact surface on the gas side of the apparatus. The 
naturally evolved form of apparatus for this condition, is a tube covered with thin 
metal fins to provide large contact surfaces. This is seen in various modifica- 
tions in automobile radiators and also in a great many pieces of industrial equip- 
ment. A typical air heater which provides large area by metal fins is shown 
in Figure 3. 



Fig. 3. Three-inch Radiafin Tube. (Courtesy Schutte and Koerting Co.) 


Effect of Scale — Just as a very thin stagnant film of fluid offers a great deal 
of resistance to heat transfer, so does any thin layer of scale on a pipe wall greatly 
slow down the rate at which heat may be transferred. It is fruitless to have 
conditions which are conducive to high transfer coefficients through the fluid 
films, if the pipe wall is covered with a substantial layer of scale. As heat trans- 
fer studies have advanced, leading to higher and higher film coefficients of heat 
transfer, the combating of scale formation has taken on new importance. 

Scale is here interpreted in its broadest possible sense and may be a layer of 
rust, a layer of calcium sulfate inside a boiler tube, a coating of oil, or any of a 
large variety of materials which may adhere to tube walls. The more engineers 
have become engrossed in efficient heat transfer equipment the more they have 
had to combat scaling in its various forms. Corrosion resistance has become 
of paramount importance. This has brought a multitude of corrosion resistant 
alloj^s and other materials of construction into use. Cleanliness has taken on 
new meaning. Relatively small amounts of impurities in water or other heat 
transfer media may render heat transfer equipment almost unusable. The com- 
plicated treatment of feed water for modern high pressure boilers illustrates the 
importance of the presence of small amounts of impurities.® 

Dropwise Condensation— If the idea of the desirability of extreme cleanli- 
ness is c^ried over to the phenomenon of condensation an apparent paradox 
appears. Q^t has been found that uncontaminated vapors condensing on a ver y 


® See Chapter 6. 
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clean surface sometimes give very much lower coef!ici ents_QLheat traji ^r than 
Trnpn^nfl j^nriaces are contaminated with certa in organic impuritie^ 
~*This phenomenon has been carefully investigated ® and it has been found that 
the coefficient of heat transfer, and hence the rate of condensation, is greatly 
increased if surface conditions are such that condensation occurs in small drops 
rather than in a thin, uniform film over the whole surface. This type of conden- 
sation is greatly affected by interfacial tension between the solid and condensed 
liquid. It is found that certain organic molecules which orie nt th emselves on 
the metal surface promote dropwise con densation and hence hig h coefficients of 
heat” transfer foj this^a^. Mercaptans for copper, a nd fatty acids for iro n 
Ha^This property to jumaried-degree. Small amounts of lubricating oil in con- 
densing steam tend to cling to the solid surface, and have a beneficial effect in 
promoting dropwise condensation, ^ence, for the phenomenon of condensation, 
the ideal of a perfectly clean and uncontaminated system is not quite vali^ 
Nuclear Boiling — condition somewhat analogous to dropwise condensa- 
tion is encountered in boiling. The familiar phenomenon of a drop of water danc- 
ing on a hot metal plate and evaporating very slowly indicates the effectiveness 
of a stagnant vapor film in sloudng down the rate of heat transfer. T his case 
where a stagnant vapor film, pers ists between a hot metaLsur-fac&^and--flr-boiUng 
liquid is designated as ^ ffilm boiling ^^ an d is definitely undesirable becmi se of Jh e 
low coefficient of hea t, transfe r. (This film boiling will occur,’’ for nearly all 
liquids, if the temperature difference between the metals surface and the liquid 
is greater than about 50*" F Xjf the temperature drop from the tube surface io 
the liqui d is less than this , " nuclea r”_^ihng is maintained, wherein the -vaLBOr 
bubbles rise from nuclei on the surface without the presence of the continuou s 


film w hich blocks r nmid h eat transfer^ Hence, verj^ large temperature-differences 
in apparatus where bmlmg oc curs are unde sirable. It has been found that^J n> 
some casM.-t he boiling of a-liauid is actually sl ower with high steam pressur e 


As in the case of condensation, the manner of boiling is affected to a con- 
siderable degree by the character of the surface.® 

Heat Transfer by Radiation — Heat transfer by radiation is a phenomenon 
which cannot be fitted into the film concept. Radiation is a unique form of 
energy wziich is^rg?<^cs cconverted into heat if it is "absorbed” by a substance; gas, 
solid or liq'^^^t^ Mv. hot gases, solids or liquids, except in a few special 

cases, emit 


It is saf^ "T 

has at some'^^l that p| 
was at one tl^n in thi 


VALUES 


/actically all of the energy we utilize in the world 
form of radiation. All the energy stored in fuel 
y coming from the sun, and the water for hydro- 
electric powef^nt energ\ 1 by the heat which came from the sun^s mys. 

When coal, wdaporat^^i used as fuels they are burned, and a large part 

of the energy ijr gas ar^' radiation to some heat receiving surface, such as 

Vapor B., Trans. Amer. Inst. Chem. Engrs. 80, 217 (1934); 
T pressure .srman, L. M. and Drew, T. B., ibid. 81, 593 (1935); 
® A . W. B., ibid. 31, 605 (1935). 

® Rhodes, P . J heat tran . g ^ Chem. Engrs. 35, 73 (1&40). 
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boiler tubes. As chemical industry has become more widespread it has gone 
into more fields of endeavor and heat transfer by radiation has become an in- 
creasingly important item. Wherever hot fuel beds, electric radiant heaters, 
flames of oil, gas or powdered fuel are used for heating, heat transfer by radia- 
tion is an item of outstanding importance. 

Principles of Heat Transfer by Radiation, The amount of energy which a 
body will emit or receive depends upon the temperature and upon the character 
of the surface, if it is a solid, or the internal condition, if it is a liquid or a gas. 
The temperature effect is summarized by the Stefan-Boltzmann law which states 
that 6he amount of heat radiated is proportional to the f ourth po wer of. the 
ab solute temperature, and that the net amount of interchange of radiant energy 
between^wo^bodies at different temperatures is proportional to the difference 
between the fourth powers of the absolute temperatures of the two bodies^ The 
absorption coefficients of the respective bodies also play a major role in deter- 
mining the amount of energy exchange. In addition, the relative arrangement of 
the surfaces has a large effect, so a problem in radiation necessarily involves 
geometric factors.® 

One unique feature of radiant heat transmission is that the energy can be 
effectively transferred at a distance. The best example of this is seen in the 
fact that the earth's ultimate source of energy, the sun, is about 93,000,000 miles 
away. This ability to transfer energy at a distance is used in the construction 
of boiler furnaces, petroleum cracking units, etc., by providing large combustion 
spaces for release of energy from hot flames, (li high temperature flames imping e 
directly on metal surfaces, the metal is quickly melted or oxidized an d rend ered 
useles s^(lBut if the h ot flames are kept som e dis^tan ce away, by being released in a 
large combustion space, the heat is transferred from the flame to the wall at a 
moderate rate and the metal does not become overheated Hence, in contrast 
to the compact construction of convective heat interchangers (see Figures 1 and 
2), apparatus for radiant transmission is built with large open spaces, as shown 
by the diagram of the combustion space in Figure 4. 

Radiation Plus Convection, In industrial equipment heat transmission by 
radiation seldom, if ever, functions alone. In apparatus in which a gas or liquid 
is present there is necessarily some transmission by convection and conduction 
as well. In general, apparatus is usually built so most of the transmissions at very 
high temperatures will be by radiation, while the bulk of the transfer at moderate 
or low temperature will be by convection and conduction. In a furnace, such as a 
powdered coal boiler furnace, where heat is being transferred from a flame, the 
apparatus is usually arranged so 40 to 50 per cent of the energy released will be 
transmitted to the apparatus by radiation, the remaining recoverable heat being 
picked up in a convection section of boiler tubes. 

The Use of Regenerators— In the case of such pieces of apparatus as by- 
product c oke ovens or open hearth steel furnaces it is necessary to obtain hig h 
flamejbe mperatures by pre-heating the air whi A is used for combust ion. The 
pre-heating of the air is commonly accomplish^by passing it throi^ n. 
ge nerator ” m ade ^f ^ checkeT^ork of brick The brick are &st heated by 


World Power Conference,” 18, Sec. 32, No. 243 (1930V 
ech. Eng. 62, 699 (1932); Trans. Amer. Soc. Mech. Eng. FB.P. 6S, 19b, 265 (1931)! 
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passing hot flue gases through the checker work for a certain period of time. 
Then the cycle of operation is changed; the air for combustion is pulled through 
the hot checker Tvork and the flue gases leave through another regenerator sec- 
tion.^® (Jhe length of the cycle for satisfactory operation depends primarily on 
the size of the regenerator and the rate of driving the fumac^ 

(This meth od of h eat recover}^ not only permits the attainment of much 
higher flame temperatures but also effects major heat economj^.J It was first 



Fig. 4. Powdered Coal Boiler Furnace. Note large combustion space where 
heat is transferred to tube surfaces, largely by radiation, and the large number 
of tubes provided for transfer by convection in those parts of the furnace where 
the tubes cannot “see^^ the flame. (Courtesy Babcock and Wilcox Co.) 

developed for use in connection with steel furnaces and has foimd numerous 
applications in other branches of industry. 
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industries discussed in this book, the reader will repeatedly see the results of 
the application of this fundamental knowledge. 


EVAPORATION 


The evaporator is essentially a device for increasing the concentration of a 
solution by the evaporation of water. It finds its largest use in such industries 
as sugar, salV^ and caustic,^^ 

Reduced to its fundamentals, the problem of evaporation is one of finding 
the mechanically best and most efficient means of transferring approximately 
1000 B.T.U. per pound of water evaporated and disposing of the water vapor 
which has been released. 

The simplest form of evaporator is an open pan filled with solution, with a 
fire under it, such as is still often used for making maple synip. Such a device 
is inefficient and difficult to control. The direct fired open pan was once used 
extensively for salt production. It is now practically extinct in this count 
but is still employed to a considerable extent abroad.^^ Besides being inefficient 
and hard to control, a direct fired pan operates with high surface temperatures 
which can lead to the destruction of organic compounds present in the solution — 
due to overheating. 

The evolution of the modern efficient evaporator is marked with at least three 
major and a number of minor improvements. 

The Steam-Heated Open Vessel — ^The first of these improvements was the 
use of steam, in coils or jackets, as a heating medium. Despite the fact that this 
required separate boiler equipment, it improved efficiency and promoted accurate 
control of the evaporation operation. 

Many chemical plants have numerous, small-scale evaporating jobs that can 
most feasibly be carried out in steam jacketed kettles, even though the steam 
economy may not be great. Although jacketed kettles are commonly constructed 
of iron or copper they are obtainable with corrosion resistant lining, such as 
nickel, stainless steel or enamels (glass lined). Whenever agitation is called for, 
this may be easily provided by an appropriate stirrer or agitator. In any case, 
agitation of the liquid increases the liquid velocity over the heated surface and 
thus increases the rate of heat transfer to the boiling solution; which increases 
the capacity of the apparatus. 

An effective evaporator of this type may consist merely of an open tank with 
a submerged steam coil. 

The most common large-scale, open-pan type of evaporator in use today is 
probably the salt "grainer.” This consists of a large flat pan with submerged 
steam pipes into which saturated salt solution is fed. As evaporation proceeds, 
salt crystals separate and these are raked out, along with a certain amount 
of the mother liquor. The mother liquor is drained off and returned to the pan. 
The chief advantage of such an outfit is simplicity of apparatus and operation. 
It also produces a type of salt grain which is particularly desirable for some 
purposes. 


See Chapter 35. 
See Chapter 9. 
^®See Chapter 10. 


See Chapter 9. 
^®See Chapter 11 
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Evaporation in Closed Vessels Under Reduced Pressure— The next step 
in the evolution of the modern evaporator was the enclosing of the vapor space 
above the boiling solution and removal of vapor by condensing it on an adjacent 
cold surface, either a tubular water-cooled or a >vater jet condenser. This results 
in evaporation under reduced pressure and hence at lonered temperature. The 
removal of vapor by a separate condenser necessitated the introduction of a 
means of removing the non-condensable gases from the system. This is accom-- 

plished by a vacuum pump or b}^ the 
barometric leg or certain types of jet 
condensers. The principal result of 
these developments was to greatly in- 
crease the capacity of evaporators. 

The essential features of such a 
single effect evaporator are shown in 
the vacuum pan, such as is used in the 
sugar industry.^® (See Figure 5.) 

The vacuum or strike pan is a 
cylindrical vessel. A, usually of cast 
iron, having a dome-shaped top with 
vapor pipe, B, and a conical bottom 
provided w'ith a strike or discharge 
valve, C. It is equipped with large 
heating coils of copper, and steam 
vacuum gauges, also sight glasses, D, 
for watching the progress of work, 
and proofstick for drawing test sam- 
ples. The steam enters a manifold, E, 
from which it is distributed to the 
coils; each of the latter has a stop 
Fig. 5. Vacuum Pan, One type of for steam, and drainage connec- 

single effect evaporator. tions for condensation water. The 

vapors from the boiling solution pass 
through a save-all, F, connection at the bottom of the pan, where they expand 
and meet baffle plates, so that material entrained witli tlie vapor ma)^ be re- 
turned to the apparatus. The vapors from the evaporating liquor pass into a 
condenser, G, in which they meet a shower of water. The non-condensable 
gases are led off through a pipe, K, to a vacuum pump. The condensing water 
and water of condensation are carried off through the barometric leg or tor- 
ricellian tube, H. The foot of the leg pipe is sealed with water in the hot well, 
J, One common type of barometric condenser is shown in Figure 6. 

^ \jrhe removal of non-condensable gases, such as air dissolved in the water, is a 
most essential feature of such an evaporator. If they are not removed by some 
t>pe of vacuiun pump they quickly accumulate in the evaporator body and 
practically stop all evaporatioi^ A reciprocating vacuum pump or a high velocity 
steam ejector is commonly used for this purpose. 

One design of barometric leg acts as an effective ejector and 'removes the 

^®For details of vacuum pan. operation see Chapter 35. 
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non-condensable gases without the use of a mechanical vacuum pump. (See 
Figure 7.) Where the amount of non-condensable gases is small such a jet 
condenser will maintain a vacuum of 26 to 27 inches of mercury. The amount of 
water required for condensation of the vapors from an evaporator of course 


A\H OUTLET 



Fig. 6. Cross Section of Barometric 
Condenser. (Courtesy Struthers-Wells 
Co.) 



Fig. 7. Jet Condenser. 


depends upon its temperature, but in practice an average of about 25 pounds of 
condenser water is required per pound of water evaporated. 

The arrangement described above mixes the condensate with the cooling 
water. In cases where it is desirable to save the condensed vapors, for instance 
in locations where fresh water is scarce, it is desirable to use a shell and tube- 
type of condenser. (See Figures 1 and 2.) The non-condensable gases are re- 
moved by a vacuum pump attached to the shell side of the condenser. 

Although the vacuum pan described above is used primarily in the sugar 
industry, single effect evaporators which are the same in all essentials are used in 
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other industries, particular!}'’ salt,^" A diagram of a basket type evaporator 
with arrangement for removal of salt produced by evaporation is shown in Fig- 
ure 8. 


Multiple Effect Evaporators — ^The greatest improvement in the economy 
of evaporation came with the introduction of the “multiple effect” wherein the 

vapors leaving one evaporator body 



are used as steam to evaporate water 
in a second body, and so on, with some- 
times as many as six effects operating 
in series. This requires that the pres- 
sure shall be successively lower in each 
succeeding effect. Although this calls 
for more equipment for a given capac- 
ity, as compared to a simple single 
effect evaporator, it greatly decreases 
steam consumption; as several pounds 
of water can be evaporated per pound 
of boiler steam used. 

A diagram of the arrangement of 
the essential equipment for a triple 
effect evaporator is shown in Figure 9. 
Live steam, usually exhaust steam from 
some high pressure operation, is put 
into the heating element of bod}^ I. 
The vapors arising in the first effect 
then go to the steam chest of body II 
and are condensed and removed by a 
condensate pump. The vapors rising 
from the second effect in turn go into 
the steam chest of body III. Then the 
vapors leading this last effect are con- 
densed as indicated in the barometric 
leg condenser. 

In this case the second effect acts as 


the condenser for the vapors from the 
Fig. S Vertical Tube Basket Type effect and the third effect in turn 

orator ^C(?) uenson nap- condenser for the second effect. 

Thus it is only necessary to put in one 
pound of steam to evaporate approximately three pounds of water. 


In such an evaporator system the vapor and steam pressures and temperatures 
will automatically adjust themselves to about the same amount of evaporation 
in each effect. An ideal distribution might be as follows: temperature of steam 
entering steam chest for first effect 225° F. (about 4.2 pounds gauge pressure), 
vapor leaving first effect 195° F. This is steam at a pressure below atmospheric 
and it Js condensed in the steam chest of the second effect which gives off vapor 
at 165° F. This vapor passes to the steam chest as a third effect which boils the 
water, giving off vapor at 125° F. which is equivalent to a steam pressure of 


See Chapter 9. 
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about 26 inches of vacuum. Such a temperature and pressure distribution gives 
a temperature drop across the fluid films in each effect of about SO'* F. 

All cases where the pressure of the vapor condensing in the steam chest of an 
effect is below atmospheric it must be removed by a condensate pump rather than 
by means of a simple steam trap. It is also necessary that the upper part of the 
steam chest of each 'effect shall be connected to a vacuum line in some way so 
that the non-condensable gases may be removed from each steam chest. 



Charactemtics of Multiple Effect Evaporation. There are three important 
items which are distinctive of multiple effect evaporation. 

1. If there were no heat or temperature losses, as many pounds of water would 
be evaporated per pound of steam used as there are effects. Por instance a 
triple effect evaporator should evaporate three pounds of water per pound of 
steam used. Actual performance is of the order of 2% to 2% pounds evaporated 
per pound of steam. This represents a great heat economy. 

2. Increasing the number of effects does not increase the capacity of the evap- 
orator unit, because the total temperature drop available for heat transfer is 
the same whether one or a dozen effects are used. For instance, if a single 
effect evaporator 100 square feet of heating surface using steam at 5 pounds 
gauge operating under 26 inches of vacuum evaporates 2000 pounds of water 
then three such evaporator bodies, each having 100 square feet of heating sur- 
face, connected in series in multiple effect, with the same overall conditions 
will still evaporate but 2000 pounds of water per hour. Hence, greater steam 
economy of multiple effect operation is partially counterbalanced by greater 
equipment cost and maintenance. 

3. Since only a portion of the total vapor produced in a multiple effect unit goes 
to the condenser on the final effect, the amount of cooling water required for a 
multiple effect evaporator is only a fraction of that required for a single effect 
evaporator. A single effect uses about 25 pounds of condenser water per pound 
evaporated but a triple effect requires only SVz to 9 pounds. Where water cost<= 
are high this item may represent a very substantial saving. 
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This brief discussion covers the most essential features of multiple effect 
evaporation, but there is a great number of pieces and kinds of accessorj^ equip- 
ment viiich are necessaT>^ for the operation of an evaporator plant. The details 
of such equipment can be studied from some of the items of the Reading List at 
the end of the chapter and a good deal of information can also be gathered 
from the descriptive catalogs of equipment manufacturers. 

There are many variations in the construction of different types of evaporators 
some of which are merely minor developments of different manufacturers and 
others being adaptations to take care of various conditions. Some are designed 
to eliminate scaling, others are particularly adapted to combat foaming, others 
are designed to promote very high coefficients of heat transfer and thus get a 
large capacity evaporator in a small space. But whatever the details of design 
and construction the principles of operation are essentially as outlined above. 


CRYSTALLIZATION 

The unit operation of cr>’stallization is very often closely associated with, or 
is an integral part of evaporation. On the surface it would seem as if the opera- 
tion of crystallization should bo ver^^ simple because it is merely that of allowing 
crystals to form and removing them from the saturated solution of the material 
in question. However, there are a number of complications which commonly 
call for a great deal of empirical work, and a good deal of research is neces- 
sary" before crystallization will be on a truly scientific basis. 

The Role of Solubility — Obviously, all crystallization operations must be 
based upon the solubility of the desired substance in water or -whatever solvent 
is being used. The second important aspect of crystallization is that when 
material comes out of solution slowly it will almost exclusively crystallize on 
crystals which are already" present, rather than form new ones. A third important 
factor is that many" substances, particularly organic compounds, tend to form 
strongly" super-saturated solutions if no seed cry"stals are present. The various 
types of crystallization apparatus are built around these phenomena. Many" 
compounds, particularly inorganic ones such as copper sulfate, are very much 
more soluble in hot solutions than in cold. If a hot, saturated solution is cooled, 
cry"stals vill form and can be separated from the mother liquor. Hence, after an 
initial concentration of the solution, usually" by evaporation, the cry’stallization 
operation for such materials is primarily one of cooling. 

On the other hand, some compounds, such as sodium chloride, are but slightly 
more soluble in hot solutions than in cold. Hence, cooling is largely ineffective 
in promoting cry"stallization. In that case the cry"stals are formed as an integral 
part of the evaporation operation by" the continuous removal of water from a 
hot solution maintaining a slightly super-saturated condition. The same method 
of approach is essentially employ"ed in the cry"stallization of sugar, though in this 
case the cry’stals are formed in a separate evaporator known as the vacuum pan 
after the principal evaporation has taken place. 

details of the operation of the multiple effect evaporators ip 
p 36^V^d (^apter^35 other chapters in this book, particularly Chapter 9, 

^^See Figure 8. 
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The Use of Agitation — As was pointed out above, the formation of crystals is 
largely by the precipitation of molecules on crystal faces which are already pres- 
ent. This necessarily means that the liquid in the immediate neighborhood of a 
crystal can become depleted in the soluble material and, for crystallization to 
proceed, there must be molecular diffusion through the stagnant liquid film sur- 
rounding each particle. This indicates that anything which nill effectively cut 
down the thickness of this film will promote rapidity of crystallization. (Motion 

, very marke d effect in decreasing film t^ ck- 
shouid be an ini^rtan^a^unct mTs^ ediDg 
up~Ihe formation of crystal^ in nearly all modern apparatus, agitatt^, either 
means of pad'3les’"oF"pi^peller agitators or blo'wing of air or live steam 
through the solution is quite widely used. The role of this film resistance aroimd 
the particles has been carefully studied and the use of agitation is being put 
progressively on a more scientific basis.^°' 

Separating Crystals from Mother Liauoi :— ^ter crystals are formed they 
must be separated from the mother liquor, C nhis may be done by settUneLj ^ 
filtration o r centrifuging operations which snW be discussed later . ^ After the 
mother liquor has been separatedTrbm the crystals it is usually returned to the 
process for further cr 3 ’'stalIization.\ 

Selective Crystallization and'T^urification — ^Almost all crystallization opera- 
tions, if more than one soluble substance is present, inadvertently involve a process 
of purification, provided one of the constituents has greater solubility than the 
other. Obviously the less soluble substance tends to crystallize out first and it is 
a fortunate feature of this phenomenon that, except in a relatively few cases, 
the crystals which are formed, tend to be those of a pure substance, A familiar 
example of this is found in the freezing of sea ice. In that case the crystals .which 
form first upon cooling are those of ice. The remaining salt solution is more 
concentrated than the original liquor so that a concentrated salt solution is pushed 
out to the boundaries of the crystals. Eventually the concentration of the solu- 
tion between the ice crystals becomes so great that the salt crystallizes out, but it 
tends to be segregated at the crystal boundaries. Hence, if the ice has been 
formed slowly there will be very large crystals of relatively pure ice surrounded 
by layers of salt. Advantage has been taken of this by explorers in ^arctic seas 
to obtain relatively pure water by melting up large crystals of sea ice. 

This phenomenon of the segregation of pure crystals is used industrially in a 
large number of cases for purification. For instance, in the recovery of potassium 
chloride from a solution containing many other salts and potassium chloride 
crystals themselves \rill be relatively pure. Impure solutions clinging to 'the 
crystals after they have been separated can be washed off leaving behind a com- 
mercial product of high purity . 2 ^' 

Atmospheric Cooling with No Stirring— The time honored method of bring- 
ing about crystallization, for those substances which show a large change of solu- 
bility with temperature, is to put a hot, saturated solution into an open tank 


^fjAe liquid past the surfaces has i 
Es indicat 


Chem. 19, 809 (1927). 

^^4 Eng. Chem. 21, 113 (1929). 

(1941) Conklin, L. H. and Sauer, T. C., Ind. and Eng. Chem. 33, 453 

^^4 Eng. Chem. 30, 867 (1938). 

‘Mumford, R. W., Ind. and Eng. Chem. SO, 872 (1938). 
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and to allow it to cool. Ordinarily no seed crystals are put into the tank, as a 
certain number of small crystals will begin to grow as the cooling proceeds after 
the solution has reached a certain point of super-saturation. After a number of 
small crystals have been formed, most of the subsequent crystallization wll 
occur by building up on the small crystals. 

This type of operation is very slow as, usually, several days are required for 
complete crystallization to take place in a large tank. A great deal of floor 
space is required for any operation of substantial magnitude. Also a great deal 
of hand labor is called for, because the crj^stals must be shoveled out by hand 
after the solution is removed. Moreover, the crystals tend to be mixed with any 
sediment or impurities which settle to the bottom of the tank. Sometimes rods 
or strings are suspended in the solution from the top, on which crj^stals will 
grow. This tends to give large and relatively pure cr>'stals in the upper part of 

the tank. 

The only advantage to this type 
of operation is that which might be 
associated with tradition in an old 
industry and the fact that a rela- 
tively small initial investment is 
required. 

Agitated Batch Crystallizers 
— ^A great improvement on the old 
batch crystallizer was made with 
the introduction of the agitated and 
artificially cooled crystallizer, a sim- 
ple form of which is shown in Figure 
10. A more modern type of batch 

Fig. 10. Water Jacketed Crystallizer Pan. crystallizer has water circulated 

through cooling coils, in place of a 
jacket. The solution is agitated b}^ two propellers operating on a single shaft. 
The use of cooling water in coils inside the tank, plus the agitation, greatly in- 
creases the rate of cooling in accordance with the principles outlined in the pren- 
ous section on Heat Transfer. Further, the agitation of the solution keeps the crys- 
tals in motion which tends to cut down the magnitude of the stagnant liquid film 
around the crystals through which the molecules must diffuse. This speeds up the 
rate of crystallization and brings about the growth of more nearly uniform crystals. 

The principal drawback of this type of apparatus is that it is still batch equip- 
ment and hence its production is small and its upkeep is greater than a corre- 
sponding continuous apparatus would be. Another slight drawback is occa- 
sioned by the fact that, even with good agitation, the coolest solution will be next 
to the cooling coils, which tends to bring about a building up of crystals upon 
those surfaces; which acts like scale on a piece of heat transfer apparatus and 
cuts down on the rate of cooling. However, this is a much more satisfactory 
type of apparatus than the old style open tank. 

The Swenson-Walker Crystallizer — ^This type of cr 5 ’’stallizer is the most 
successful and most widely used continuous apparatus in use in the United States. 
(See Figure 11.) It consists essentially of an open trough with a semi-cylindrical 
bottom, on which a water jacket is welded, and through which a long slow speed 
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spiral agitator set close to the bottom is running. This agitator not only tends to 
keep the solution in motion but also feeds the crystals which have been formed 
out to the end of the apparatus. This crystallizer is usually built up in unit 
lengths of ten feet and can be made as many units long as desired. 

The hot, concentrated solution to be crystallized is fed in at one end of the 
trough and the cooling water flows in the jackets, usually countercurrent to the 
motion of the solution. The rate of cooling and of crystal size can be controlled 
by the temperature and rate of flow of the cooling water as well as the rate of 



Fig. 11 . Swenson-Walker Continuous Crystallizer Handling Tn-sodium-phos- 
pliate. (Courtesy Swenson Evaporator Co.) 


flow of the hot solution. An overflow gate is provided at the end of the cr>'stal- 
lizer where the mother liquor and the suspended crystals flow out. The mother 
liquor is drained off and the wet crystals are raked out to be sent to a centrifuge 
or other dewatering device. 

This type of crystallizer has a very high capacity per square foot of floor 
space and it requires but very little labor or maintenance costs. 

Grainer Pans — All of the crystallizers discussed thus far have been for those 
types of solutions where the solubility changes markedly with temperature, 
hence the only operation required to promote crystallization is that of cooling. 

In the case of material, such as sodium chloride, which does not change 
solubility appreciably Avith temperature, crystallization must be promoted by the 
continuous evaporation of water. The simplest type of operation for this is 
essentially an open evaporator known as the grainer. The construction and " 
operation of this is adequately described in another chapter in the book.25 

See Chapter 9. 
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Vacuum Crystallizer — ^The vacuum crystallizer is another type of apparatus 
which is used for those substances which do not change solubility appreciably 
with temperature. It is really a single effect evaporator with provision for han- 
dling the crystals which are produced as evaporation proceeds. The principal 
features of its construction are described in the previous section under evapo- 
rators.26 More of the details and the description of the operation will be found 
in the chapters on salt,^^ and sugar.^s 

DISTILLATION 

As this discussion proceeds, the reader uill notice that the majority of the 
unit operations involve the separation of one substance from another, based on 
variation in the physical properties of the various chemical compounds involved. 
Distillation is used for the separation of different compounds which have a suffi- 
ciently high pressure to be vaporized at temperatures and pressures which it is 
feasible to use. Ordinarily, the term is confined to those cases -where two or 
more volatile components are present in a liquid. But it is also common usage to 
speak of the distillation of water to obtain pure water from a more or less impure 
solution. That operation is more properly evaporation but usage has com- 
pletely over-ridden the logic of the names in this case. 

Distillation is the most widely used of all of the imit operations in industrial 
chemistry. Almost all of the billion and a half barrels of petroleum produced 
annually in this country goes through one or more distillation operations before 
it appears on the market as a final product. Literall}'- hundreds of different 
organic compounds arc recovered or purified by means of distillation. Going 
down to low temperature activities, we find that oxygen is largely produced by the 
liquefaction of air, followed b}^ distillation to separate the oxj^gen from the nitro- 
gen. At the other end of the scale it is found that such metals as zinc and 
magnesium are separated from their impurities by means of distillation under 
low pressure.29 

The term “distillation” is also usually extended to include the boiling off of 
the volatile constituents of such solid materials as coal and wood,^° though the 
apparatus used in these cases is very different indeed from the distillation appa- 
ratus which is used for the separation of those materials w^hich are liquid at ordi- 
nar}'- temperatures. 

The Role of Vapor Pressure — If a dilute solution of ethyl-alcohol and water 
is boiled, the vapor rising from the solution will be richer in alcohol than w^as 
the liquid. The experimentally determined relationship between the composi- 
tion of the vapor rising from a boiling solution is shown in Figure 12 where the 
abscissa is the composition of the liquid in mol per cent and the ordinate is the 
composition of the vapor in mol per cent. Throughout most the composition 
range the percentage of alcohol is higher in the vapor than in the liquid. The 
reason for this is that tlie alcohol is a more volatile substance than water and 
hence it has a higher vapor pressure than does w'ater at the same molecular 
concentration. Thus if a solution of alcohol and water is partially vaporized, the 

f See Fipre 8. 20 See Cliapter 24. 

Zo 9. 30 See Chapters 14 and 17. 

See Chapter 35. 
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condensed vapors will be considerably more concentrated in alcohol than tlie 
original solution. 

Batch Distillation Apparatus — It is quite likely that the first use of the 
operation of distillation was for the making of distilled liquors, an activity which 
dates very far back indeed. Hence, the first distillation apparatus was probably 
very simple. Undoubtedly it merely consisted of a vessel closed on top vdth an 



Fig. 12. Equilibrium Diagram for the Distillation of Ethyl Alcohol and Water. 

outlet leading to some sort of air condenser. Strch apparatus is crude but it is 
essentially the same in principle as the batch distillation apparatus which is in 
use today. M | 

A diagram of a batch vacuum still is shown in Figure 13. The still body, A, 
contains the liquid to be distilled and it is heated by a steam coil in the bottom. 
This still pot is surmounted by a vapor bonnet, B, which acts as a baffle to catch 
spray that goes up with the vapor. The vapors which pass out go to the 
water condenser, C, which is most commonly of the shell and tube type with the 
water on the outside of the tubes and the vapor on the inside. If the still is 
operated under a vacuum the condensed vapors would then be caught in 
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the small receiver, D, and pass through the pipe, E, into the vacuum receiver, i. 
The vacuum is maintained on a system by the vacuum pump, G. 

If such a still is to operate at atmospheric pressure, then the vacuum equip- 
ment can be dispensed vnth and the condensed vapors can be discharged into 
any sort of convenient receiver. 

Although a simple still of this type might conceivably be operated continu- 
ously, that is a continuous stream of feed into the still pot with a continuous 
stream of the unvaporized material leaving the bottom, in most cases this would 
be an impractical procedure because all of the volatile material would not be 
removed from the liquid in the still pot. Hence, in nearly all cases, such simple 
stills are operated batchwise. As the distillation proceeds the material in the 



still pot becomes more and more depleted in the more volatile component. How- 
ever, it works quite satisfactorily for the separation of the material which has a 
high vapor pressure compared to the vapor pressures of the materials with which 
it is associated. 

Rectification — It will be seen from Figure 12 that if a solution containing 
10 mol per cent of ethyl alcohol in water (point A) is vaporized, the vapor will 
contain about 44 mol per cent of alcohol (point B) , If this vapor were condensed 
it would obviously yield a liquid containing 44 mol per cent of alcohol (point C). 
If this liquid product were again vaporized the composition of the vapor in the 
second distillation step w^ould be about 62 mol per cent alcohol (point D). This 
illustrates how it is possible, by means of successive batch distillations, to get 
higher purity of one of the constituents. Conversely, the material which is not 
vaporized and is left behind in the still pot is correspondingly enriched in the less 
volatile constituent. 

If there are very great differences in the volatilities of the components of the 
solution a satisfactory separation may be made by a single step (simple distilla- 
tion) but for materials having more nearly the same vapor pressures it is neces- 
sary to make successive distillation steps as W’as illustrated in the discussion of the 
alcohol-water diagram. Obviously it would be advantageous to have an appara- 
tus where the vapor from one distillation unit could be continuously condensed 
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and used as the feed for a second enriching unit. If such an apparatus consisted 
of a number of still pots, with a vapor line and a condenser for each unit, it wodd 
be very cumbersome and would consume a great deal of energy for vaporization 
and a great deal of cooling water for condensing. However, these successive 
distillations are very nicely taken care of by means of the rectification colunms. 

Rectification Columns — In rectification, the vapor from the still pots passes 
up through a column, the construction of which will be discussed later. Part of 
the vapor emerging from the top is condensed and sent back through the column 
as reflux. Such an apparatus, in effect, operates as a number of separate distil- 
lation units; one on top of the other. The development of this device represented 
one of the most important steps in the progress of this particular unit operation. 

As was mentioned above, rectification consists of allo^ving a liquid to flow 
do^vnwards through a set of contacting units, countercurrent to a stream of vapor 
flowing upward. The apparatus which is most commonly used for this is the 
bubble cap column on top of a still pot. Details of one type of such a bubble 
cap colunrn are shown in Figure 14. Each of the xmits of this rectifying column 
consists of a deck, or tray, on which are set a number of bubble caps which are 
similar to inverted jars with slots cut in the edges. As may be seen by the detailed 
drawings, the arrangement of liquid overflows for each deck are such that the caps 
are submerged and the vapor passing up through the column must bubble out 
through the slots of the cap. This brings it in intimate contact with the liquid 
so the liquid and vapor tend to come to equilibrium. This necessarily means 
that, as the two fluid streams progress through the column, the liquid becomes 
depleted in the more volatile constituents and the vapor becomes enriched. 
Commonly, the material to be distilled is fed to some plate or deck part way up 
the column. As the liquid passes downward from this feed plate it becomes less 
and less rich in the more volatile component and if the apparatus is properly 
proportioned and operated the liquid will be almost depleted of the more vola- 
tile component by the time it reaches the still pot. 

Steam coils in a still pot keep a continuous stream of vapor rising up through 
the column. Part of the vapor which passes out of the top is condensed and 
returned to the top of the column, as reflux. This keeps the plates full to the 
overflow level at all times and hence each one of the bubble cap sections in the 
rectifying column acts essentially as a separate distillation imit. 

The part of the column below the feed plate is ordinarily called the ^'stripping 
section” because the liquid is there being stripped of its more volatile components. 
The part above the plate is ordinarily called the '^enriching section” because it is 
there that most of the enriching of the vapor takes place. 

If one constituent is much more volatile than any of the other materials in 
the liquid, the feed may be put in at the top of the column and the whole recti- 
f}dng section then acts merely as a stripping section. On the other hand, if the 
material which is to be recovered is not much more volatile than the other con- 
stituents then the feed may be very close to the bottom of the rectifying column. 
The number of decks or bubble cap plates which are required for a given sepa- 
ration depends upon the relative volatility of the constituents which are to be 
separated, the amount of material which is condensed and sent back as reflux and 
the efficiency of the bubble cap unit. The relationships between the various vari- 
ables involved in this apparatus have been worked out very satisfactorily. Their 
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treatment is adequately handled in some of the references in the Reading List at 
the end of the chapter. 

Packed Columns— Instead of being equipped with decks of bubble caps the 
rectification column may be filled with any of various kinds of packing material 
over which the descending liquid will trickle, affording a large amount of inter- 
facial area. The packing is most commonly some form of short stoneware hollow 
cylinders (Raschig rings) or of some special shapes such as Berl saddles. This 
makes a simple and relatively inexpensive but, at the same time, an effective 
rectification device. 

Operation of Rectification Apparatus— The rectification column is most 
commonly operated continuously ; the feed coming in at some intermediate point 
in the column, the volatile product passing out as vapor at the top, the less 
volatile constituents leaving the bottom of the still pot. In the petroleum indus- 
try®^ it is common practice to take off intermediate products as side streams 
from the column. However, it is often advisable to provide the column with a 
large still pot and operate it batchwise. The presence of the rectifying column 
on the batch still makes it possible to obtain very much sharper separations of 
the components than is the case if the column is not used. 

DRYING 

The unit operation of drying is usually considered to consist of the removal 
jf a relatively small amount of water from a solid material by bringing unsatu- 
rated air in contact with it. This definition is by no means rigid or all-inclusive 
but it will cover most of the material discussed in this section. 

Drying Theory — ^AVhen a wet surface, whether it be pure water or merely a 
moist solid, is dried by an air stream, molecules of water vapor must move out 
from the liquid surface into the air and heat must move in to the liquid to supply 
the heat of vaporization. Obviously, then, drying involves both mass transfer 
and heat transfer between a gas and a liquid (or solid) phase. As in all such 
operations an inert gas film is present next the phase boundary, offering resistance 
to the transfer of both heat energy and water molecules. The film concept 
necessarily plaj^s an important part in the theory of drying. 

If a solid with a very wet surface is held in an air stream of constant tem- 
perature and constant humidity, then the rate of moisture removal will be con- 
stant for a considerable time until the surface becomes relatively dry. This is, 
not unexpectedly, called the “constant rate period'^ and it holds during that time 
when the solid surface is so wet that it presents practically a continuous sheet of 
water to the air stream. During this period, practically all the resistance to 
transfer is in the surface film of air. Hence, increased air velocity markedly 
increases the rate of drying, since it cuts down the thickness of the surface film. 
The rate of drying is also approximately directly proportional to the difference 
between the humidity (measured in pounds of moisture per pound of bone dry 
air) in the saturated air at the interface and the humidity in the main body of 
the air stream. 

After the surface of such a solid material has become relatively dry the 

“See Chapter 14. '' ' ", 
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moisture must diffuse from the inside of the piece out to the surface. This is a 
relatively slow process, so as drjung proceeds beyond the constant rate period, 
the rate falls off, going into what is commonly known as the ‘ffalling rate period ” 
In general, it is approximately true that the time required to transfer a given 
amount of moisture through a solid by diffusion is proportional to the square of 
the thickness of the piece. It is obvious, then, that there is a distinct advantage 
in keeping the solid pieces to be dried as thin as possible. On the other hand, 
increased air velocity has relatively little effect on the rate of drying during the 
falling rate period. 

Equilibrium Moisture — Solid material of given moisture content exerts a 
definite water vapor pressure. This relation between the moisture content and 
its equilibrium water vapor pressure can be determined only by experiment. 
This equilibrium water vapor pressure naturally increases with temperature. 

Important Variables in Drying — ^The foregoing discussion of the theor}^ 
indicates that to promote the most rapid drying it is necessary to have: (1) a 
rapid movement of air past the solid, particularly during the constant rate 
period, (2) low humidity in the drying air, (3) high temperature, and (4) the 
solid material in pieces of thin cross-section, to diminish the length of the falling 
rate period. For practical reasons, a balance is usually struck between these 
various factors to give the best performance within economical limits. 

One factor of importance, particularly udth organic materials, is often the 
limiting temperature to which a material may be heated without injury. If the 
solid is easily injured by heat it is often advantageous to resort to drying under a 
vacuum, at relatively low temperatures. The reduction of pressure diminishes 
the back pressure of water vapor in the air stream and thus speeds up the drying 
operation. 

Classification of Drying Apparatus — ^Any rigid classification of drying ap- 
paratus is impossible, largely because the equipment has evolved along empirical 
lines without a common background and has followed no uniform pattern. How- 
ever, one type of classification, based on the form of the material to be handled 
gives a fairly cleanout picture. The important points of this classification are 
shown in Table 2. 

It will be noticed that class V in Table 2 does not fit in exactly with the 
definition of drying as given at the beginning of this section, since no solid phase 
is present at the beginning of the operation. However, a solid phase is present 
before the operation is complete so it can logically be classed as drying. 

Equipment for Drying Continuous Sheets — ^The equipment for tliis type 
of drying has been brought to its highest state of perfection in the paper indust^J^ 
It is amply illustrated in another chapter.^ ^ The paper is passed over rapidly 
rotating rolls, which are internally heated with steam. In this case, the operation 
is concerned almost entirely with raising the temperature of the stock, and prac- 
tically not at all with controlling the air stream which removes the water. The 
speed of travel of the paper through the machine is sufficiently high to cut down 
the thickness of the air film on the surface to a very low figure. Natural circu- 
lation in the vicinity of the machines is sufficient to carry off the water vapor. 

Drying Machines,’^ Ernest Bern, London (1926). 

S3 bee Chapter 37. 
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This is an extremely rapid' type of drying as it is completed in a matter of 
seconds rather than hours or days required for some other materials, Such speed 
is possible only because thin sheets can be heated very rapidly. 

Dryers for Granular or Loose Material— The simplest form of dryer for 
this class of material is an adaptation of the rotary kiln. Such a dryer consists 
of a revolving shell into which the material is fed. See Figure 15, Hot air or 
hot flue gases are mechanically circulated through the dryer. It is built in a 
direct heat and indirect heat types. In the former, air, mixed with the products 

TABLE 2 — CLASSIFICATION OF DRYING EQUIPMENT 

Material to Be Dried Type of Dryer Equipment Commonly Used 

I. Continuous sheets, e.g. paper. Rotating cylinders, 

material outside cylinders. 

II. Granular or loose. (a) Rotary— material inside rotating cyl- 

inder. 

(b) Continuous moving mesh belt in 
tunnel. 

(a) Batch, 

(1) Atmospheric. 

(2) Vacuum. 

(b) Continuous. 

(1) Tunnel, 

(a) Agitated driers. 

(1) Atmospheric. 

(2) Vacuum. 

(a) Rotating drums. 

(1) Atmospheric, 

(2) Vacuum, 

(b) Spray driers, 

(1) Air. 

(2) Superheated steam. 

of combustion, is used as the heating medium. In the indirect heat type, the air 
is heated either by a steam coil or by passing through a heater in which the prod- 
ucts of combustion do not come in contact with the air, Higher operating tem- 
peratures and greater capacities are obtainable where the material is suited to 
this type of drying. The shell can be constructed of any suitable material. 

Contact between the air and granular material is sometimes improved by 
internal spiral agitators (see Figure 16) or by flanges welded to the inside of 
the shell. 

This type of dryer is usable for such diverse materials as aluminum hydrate, 
ammonium sulfate, com germ, lime, sewage sludge, tobacco stems, and zinc oxide. 
It is not satisfactory for very fine dusty materials such as starch. In such cases 
it is necessary to use some form of tray dryer where there is no agitation of the 
solid and where air velocities are low. 

For relatively coarse granular material, tunnel dryers which carry the solid 
through continuously on wire mesh belts are sometimes used. This makes it 
possible to send the drying air not only over, but through, the bed, thus affording 
intimate contact and rapid drying. 


III. Cut sheets or masses placed on 
conveyors or trays. 


IV. Pastes or sludges. 


V. Materials in suspension or so- 
lution. 
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Machine Agitator for Rotary Dryer. (Courtesy Buffalo Eoundry and 
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Dryers for Materials on Trays—For batch operations, this dryer consists' 
merely of a closed compartment in which the material is placed on trays and 

warm or hot air circulated. 

In many cases, particularly for 
organic materials injured by high 
temperatures, it is advantageous to 
dry under a vacuum. Such appa- 
ratus usually consists of a heavy 
vacuum compartment with shelves 
consisting of steam jackets, the en- 
tire enclosure being attached to a 
dry vacuum pump. See Figure 17. 

Tunnel Dryer — ^For the drying 
of pigments, textiles, leather, glue, 
and many other materials, the tim- 
nel dryer is emploj'ed. The length 
of the tunnel depends upon the ma- 
terial to be dried and it may be 

Fig. 19. Vacuum Pan Dr3'^er. (Courtesy from 20 to 100 feet or more in 
Buffalo Foundr}^ and Machine Co.) length. The material to be dried is 

placed on racks, shelves, bars, or 
hooks, which, by mechanical means, are caused to pass slo wl}’’ through the drying 
chamber. In tunnel drjdng, it is usually the practice to introduce the goods at 



^^^osphoric Double Drum Dryer. (Courtesy Buffalo Foundry and 
Machine Co.) 


the cool end and deliver at the hot end of the tunnel. See Figure IS. Such tunnel 
dryers are also sometimes adapted to vacuum operations. 
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Dryers for Pastes or Sludges— For drying sticky pastes or sludges or 
granular material, some sort of agitated pan dryer, where heat is supplied by a 
steam jacket, is commonly used. See Figure 19. If the vessel is completely en- 
closed it can be operated under a vacuum. 

The particular virtue of this type of apparatus is that the agitation keeps 
breaking up the solid material, exposing new surfaces, thus accelerating the dry- 
ing operation. It is suited for handling comparatively small batches of materials 
or for combining a number of operations in succession, such as heating, cooling, 
distilling under reflux, evaporating, extracting and drying, without having to 
transfer the material. The cover is provided with observation glasses, vapor 



Fig. 21. Types of Feed Used for Drum Dryers. (Courtesy Buffalo Foundry 
and Machine Co.) 


connections, and charging doors. A discharge door is conveniently located at the 
side of the dryer. An extension ring can be placed between the body and the 
cover .to increase the holding capacity. Arms can be added to the agitator to 
break up the material and prevent lumping. 

Such an apparatus can be operated at atmospheric pressure or under vacuum. 
Similar apparatus is available without the enclosed tops, for atmospheric drying. 

Dryers for Materials in Suspension or Solution — ^Drum drying is an eco- 
nomical and continuous method for producing dry materials at low operating 
cost, directly from liquids containing solids in solution or suspension. This 
process is applicable to a wide variety of materials including chemicals, dyes, 
pharmaceuticals, and food products. 

The process of drum drying consists of applying the liquid material to a re- 
volving heated drum, where the moisture is quickly evaporated during a partial 
revolution. Then the dry material is removed by a stationary knife. This basic 
operation principle is used with various modifications on all types of drum dryers. 
To successfully meet these widely differing requirements, dryers are built for 
vacuum and atmospheric operations; in single, double drum, twin drum, and 
multiple stage types. An atmospheric double drum dryer is shown in Figure 20. 

The principal difficulties attending the development of this type of dryer 
were concerned with feeding arrangements. It was found to be necessary to use 
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different types of feeds for different materials, depending on the viscosity, spe- 
cific gravity, and such characteristics as the stickiness of the partially dried 
material. These different types of feeder mechanisms which have been developed 
are shown in Figure 21. 

Such drum dryers are readily adaptable to vacuum operation, if adequate 
apparatus is provided for continuously maintaining feed and dried product re- 
moval. A diagram of such a typical apparatus is shown 
in Figure 22. 

Spray Dryers — One way of promoting rapid drying 
of materials in solution or suspension is to spray it, in fine 
droplets, into a stream of hot air or flue gas. Such dryers 
are used more or less extensively abroad but only to a 
limited extent in the United States, 

The solution to be dried is sprayed into a chamber, 
through a nozzle, or by depositing it on a rapidly rotating 
disk. Hot air or flue gases are sent through the apparatus, 
either in countercurrent or cross flow to the stream of 
Fig. 22. Cross Sec- droplets. The material dries very quickly in the form of 
tion of Vacuum small pellets or powder. The finer particles are carried 
^um Dryer. the exit gas and caught in a dust catcher. The 

Foundr^^and^Ma- ones fall to the bottom of the apparatus and must 

chine Co.) removed by a mechanical discharge arrangement. 

The principal difficulties in construction and operation 
are found in preventing the droplets from arriving at the walls of the chamber 
in a partially dried condition. If they are not completely dried by the time they 
come to the wall, the product adheres as a sticky, partly dried coating. 

For materials that are not injured by heat, such a dryer can be directly fired, 
thus promoting high capacity. For organic materials which are easily injured, 
such as soap, or more especially milk, warm air must be used as the drying 
medium. 

AIR C01>miTI0NING 

Air conditioning is a term of rather loose definition but, in general, it is taken 
to mean the simultaneous control of the temperature and the humidity of air to 
some prescribed values. The largest application in recent years has been foimd 
in the improvements of comfort conditions, particularly in summer, for offices, 
stores, factories, and residences. However, the control of both humiditj^ and 
temperature is having increasing importance in various manufacturing processes. 
For instance, there is a great advantage in maintaining the proper humidity in 
many of the textile spinning and wea\dng operations. Formerly, where such 
conditions were highly desirable it was customar}^ to have the plant located in 
areas where the humidity was approximately that desired, but in more recent 
times the practice is sometimes followed of conditioning the factories in which 
the work is taking place. Much of the work in plastics and surface coatings calls 
for control of humidity to some more or less constant figure. One of the largest 
scale operations now in the process of development is that of reducing the hu- 
midity or amount of water vapor going into the air blown into iron blast furnaces 
This makes for smoother and more efficient operation. 
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towers or atmospheric cooling towers. See Figure 23. Such devices are widely 
used for the cooling of condenser water from power plants as well as for bringbg 
down the temperature of water used in chemical processes, particularly in the 
arid coimtries. This operation is not air conditioning but it operates on the same 
principles. 

Obviously, by controlling water temperatures and flows in a spray tower or 
similar apparatus, it is possible to add humidity to the air rather than subtract 
it. Hence, a spray tower, or similar apparatus can be used for humidifying 
atmospheres where that is desirable, by simply adjusting conditions. 
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tion. The maintenance of vacuums of this order is usually accomplished by 
steam-jet ejectors. 

Use of Adsorbents — ^The use of adsorbents such as silica or alumina gel is 
another method used for the dehumidification of air. The adsorption capacity 
of these materials for water is quite high, hence a relatively small volume of the 
bed may be used for treating large quantities of air. 

It is necessary to have two or more beds of this material, operated batch- 
wise. After the bed becomes saturated with moisture it must be dehydrated by 
heating to a high temperature, usually by means of flue gases. Then it is ready 
to go through the adsorption cycle again. 

In this kind of a system, since the solid alumina or silica gel offers no means 
of cooling, the temperature of the air will rise as it is dehumidified because of the 
release of the latent heat of condensation. So, if it is desired to have both cool 
and dehumidified air, it is necessary to institute some sort of cooling arrangement 
using either cold water or refrigeration. 

Use of Hygroscopic Salts — Similar action may be obtained by passing air 
over or through beds of material such as calcium chloride which readily absorb 
water of hydration even from air of quite low humidity. As the salt becomes 
hydrated it first forms the usual dihydrate CaCb * 2H2O but it continues to 
absorb moisture until it drips away as a strong solution of calcium chloride. 
This offers a means of dehumidifjnng air with a low equipment cost installation, 
although the maintenance cost of supplying calcium chloride without reuse is 
rather high. 

The next obvious step along this line, which is now being more widely used, 
is to dehumidify air by bringing it in intimate contact either with sprays or sur- 
faces moistened with strong solutions of a hj^groscopic salt such as calcium 
chloride. This will pick up moisture from the air, and the water condensed 
dilutes the solution. This solution can then be concentrated hy means of simple 
atmospheric evaporators and the reconcentrated solution sent back into the 
dehumidification cycle. In this case, as in that of the adsorbents, it is necessary 
to cool the air after it has been dehumidified, if it is desired to have both cool 
and dry air. 

In these operations of air conditioning it is obvious that there is a transfer 
of heat as well as materials between two phases, hence the film concept previously 
outlined is entirely applicable. The correlation of information on the basis of 
film coefficients of heat and material transfer has been of paramount importance 
in the design and operation of the modem air conditioning equipment. The 
engineering principles upon which these designs are based can be found in some 
of the references at the end of this chapter. 

GAS ABSORPTION AND DESORPTION 

The unit operation of gas absorption usually refers to the dissolving of a gas 
m a liquid. This operation is very widely used for the recovery of various ma- 
terials. For instance, in the absorption of sulfur trioxide, SO3, in sulfuric acid 
to make stronger sulfuric acid or the absorption of nitric oxide in water for the 
See Chapter 7 , 
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production of nitric acid or the absorption of carbon dioxide, CO 2 , from flue 
gases in ethanol amines for the making of solid carbon dioxide. These materials 
which have just been mentioned are gases at ordinar>^ temperatures and pressures 
but the operation of gas absorption also applies to the recover}^ of vapors from 
dilute gaseous solutions. For instance, benzene, toluene, and xylene are recovered 
from manufactured gas^^ by absorbing them in a non-volatile 'hvash oil.” A 
very similar operation is involved in the production of natural or casing head 
gasoline by the absorption of such hydro-carbon constituents as propane and 
butane from “wet” natural gas for the production of gasoline. Gas absorption is 
also frequently used for a straight purification operation such as the removal of 
odors from certain organic vapors. Another large scale application of purification 
by gas absorption is found in the preparation of gaseous reactants for the making 
of synthetic methanol.^® In this case carbon dioxide, CO 2 , carbon monoxide, CO, 
and hydrogen, H 2 , come from the gas producers as a mixture. Before the syn- 
thesis of methanol it is necessary to remove the CO 2 from the other gases. Carbon 
dioxide is much more soluble in water than either CO or H 2 so that purification 
is usually carried out by passing the gases through an absorption tower, counter- 
current to a stream of water under high pressure. The CO 2 is absorbed while 
the other gases pass on through, with practically all the CO 2 removed. 

Desorption or Stripping — The opposite of absorption is desorption, or the 
removal of gases from solutions. An example of this is found in connection ivith 
small units for the oxidation of ammonia to produce nitric o^des.^^ The source 
of ammonia is often aqua ammonia. This solution is passed down a tower counter- 
current to a stream of air passing upward. The air stream desorbs, or strips, the 
ammonia from the solution. A large-scale example of desorption is found in 
modern manufactured gas**® plants. Hydrogen sulfide is removed from gas by 
sodium carbonate solution. This solution containing H 2 S in loose chemical com- 
bination is passed down a tower through which air is blovm. The air stream 
desorbs, or strips out, the H 2 S. 

In practically all cases where absorption is employed, some desorption opera- 
tion follows, so the absorbing liquid may be re-used. However, this frequently 
employs high temperatures and often is more of a distillation operation than a 
mere reversal of absorption. 

Films in Gas Absorption — ^The film theory pre\dousty discussed is completely 
applicable to the operation of gas absorption or desorption. In this case, there 
are two fluids involved so it is logical to assume that there are two inert films, 
one on the gas side of the interface and one on the liquid side. The application 
of this two-film theory to gas absorption represented a great step forward, in 
quantitative applications. The major resistance to transfer of gas into a liquid 
may reside in the gas film or in the liquid film, depending to a considerable 
extent upon the solubility of the gas. For instance, a higlily soluble gas like 
ammonia, when it once gets to the liquid interface, will readil}^ dissolve, so there 
is relatively little resistance in the liquid film. Most of the resistance in the ab- 
sorption of ammonia from an air stream mil be in the gas film. On the other 

See Chapter 8. so ggp Chapter 8 

37 See Chapter 15. ^0 gee Chapter 15. 

38 See Chapter 4. 4i Whitman. W. G.. Chem. and Met. Eng. 29 , 147 (1923). 
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hand, a very insoluble gas, such as oxygen, will have most of the resistance in 
the liquid film. 

Apparatus for Gas Absorption — As is the case in neaily all the unit opera- 
tions, the apparatus must be adapted to provide a maximum of intimate contact 
between two phases. The apparatus most common!}^ used for this is a simple 
tower which is filled with some sort of packing to afford a large amount of con- 
tact surface. These packings may be wooden grids, stoneware rings, coke, stone, 
or steel turnings, or any of a variety of special stoneware shapes which are used 
to provide a maximum of surface. In all cases the liquid which is the absorbent 
passes down the tower and the gas passes countercurrently upward. 

In some cases it has been found advantageous to use bubble cap towers such 
as are more commonly employed in distillation. In some cases, for very soluble 



Fig. 24. Unassembled Parts of Chemical Stoneware HCL Absorption Tower. 
(Courtesy Maurice A. Knight Co.) 

gases such as ammonia in sulfuric acid for the recovery of ammonium sulfate in 
gas works, it is only necessary to have a large bubbler where the gas bubbles 
through a layer of sulfuiic acid. 

In cases where there are very high heats of absorption, special apparatus must 
be used. The outstanding example of this is found in the absorption of HCl in 
water for the production of hj^drochlonc acid.^^ heat of absorption in this 
case is so great that a large amount of cooling surface must be provided. This 
is accomplished by passing the gas in a small stream over practically stationary 
water surfaces. The gas-liquid contact is not very extensive, so the rate of absorp- 
tion is cut down and the heat dissipation is taken care of by natural convection 
and radiation from the apparatus. The equipment usually consists of horizontal 
fused quartz or stoneware vessels, arranged m series so the liquid slowly cascades 
from one to another. Elongated S-bends are often used or, perhaps more com- 
monly, special shapes knorni as “tounlls '' More recently, the absorption of HCl 
has been successfully carried out in packed stoneware towers containing a series 
of perforated plates with a stoneware cooling coil provided at each plate. (See 
Figure 24 ) The necessity for water coohng is obvious if one considers the fact 
that the solubility of HCl decreases very markedly with increase in temperature, 
so in order to get concentrated solutions it is necessary to keep the temperature 
of the liquid down. 

The use of the corrosion-resistant metal tantalum results in liigh coefficients 
See Chapter 9 
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of heat transfer and has resulted in tlie use of specially designed, compact HGl 
absorbers of high capacity 

Adsorption — A related operation is that of gas adsorption, where the gas is 
adsorbed on or in a solid material. This is widely used in volatile solvent recovery 
from air streams, such as is found in printing establishments and for the recover^' 
of solvents from plastics, rubber, and dry cleaning industries. In those cases a 
relatively small percentage of organic vapor passes out with an air stream. It 
is passed through a bed of activated carbon which readily absorbs the organic 
vapors, allowing the air to pass through. (See Figure 25.) 



BLOWER 

Fig. 25. Diagram of an Activated Carbon Solvent Recovery System. (Cour- 
tesy Carbide and Carbon Chemicals Corp.) 


This is a batch apparatus and at least two units must be used, for after the 
activated carbon has become saturated with the organic vapors it must be taken 
off the line and the organic vapors removed, usually by passing steam through 
the bed. This removes the vapors and the mixture of condensed steam and or- 
ganic vapors is usually distilled so that the solvent can be used over in the process. 
After the bed has been thoroughly activated in this way, it can be put back on 
the line for re-use in the absorption cycle. 

EXTRACTION 

Extraction might be described as the operation wherein the soluble constituent 
is removed from a solid or a liquid by the use of a solvent, which, in a great many 

Chapter 9, p. 378. See also Hunter, F. L., Trans. Amer. Inst. Chem. Engrs. 

741 (1941). 

See Chapter 18. 
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cases, is water. The most commonly observed example of this operation is the 
making of coffee by pouring hot water through a granular bed of ground coffee, 
in the common percolator. The soluble materials are rapidly extracted from the 
surface and interior of the pieces of the coffee bean. A similar apparatus is used 
industrially for making coffee extracts. (See Figure 26.) A large scale example 
of this type of extraction can be found in the beet sugar industry, in the diffusion 
batter 3 ^ The operation of the diffusion battery is quite completely described else- 
where.^ The equipment is so arranged, that the operation proceeds in a semi- 
continuous fashion, the percolation of solution through each bed of the shredded 
beets going continuously until the bed is exhausted. But the removal of the solid 
material is a discontinuous operation. 

Returning to the analogy of making coffee, the older and perhaps more widely 
used method is that of boiling coffee and then pouring off the liquid at the desired 



Fig. 26. Jacketed Coffee Extractor. (Courtesy Blaw-Knox Co.) 


time. This would be the operation of extraction followed by decantation and is 
still very widely used, particularly for small batches of material. It is applied 
in the making of logwood extracts for dyeing and tanning extracts and in a large 
number of places in the pharmaceutical industry 

Extraction from Sludges — If the solid material from which material is to be 
dissolved, or extracted, is in the form of a finely divided sludge, then the opera- 
tion is somewhat more complicated, but it offers the opportunity for truly con- 
tinuous operation, for a sludge is a more or less viscous fluid and can be pumped. 
For the extraction of this type of solid, ingenious devices for affording good 
contact between solids and liquids, as well as opportunity for settling and hence 
separation, have been devised. The most common of this type of apparatus is 
the Dorr Thickener. A diagram is shown in Figure 27. In this apparatus the 
sludge is sent in at a central do^vntake and agitators keep the material stirred up 
and in intimate contact with wash water which is fed in \rith the sludge. The 
sludge slowly settles to the bottom and is taken out by means of a sludge pump. 
The wash water, which has removed the soluble materials, slowly flows to the 
edge and out through an overflow trough. In order to remove completely all of 
the soluble material and to concentrate it as much as possible, this apparatus is 
usually arranged countercurrently in multi-stage, that is, the wash water from 
the first unit will go for extraction of still further material from the solid in the 

See Chapter 35. 

See Chapter 34. 
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second unit and so forth. This arrangement of apparatus is showm bj' the flow- 
sheet for the aluminum sulfate manufacture shown in Figure 28. 

Another widely used application of this is the making of caustic soda from 
lime and soda ash wherein calcium carbonate is precipitnted and sodium hydroxide 





Fig, 27. Dorr Thickener. (Courtesy Dorr Co.) 


washed from the sludge Vanous modifications and adaptations have been 
worked out for li quid-solid extractions, but they all operate on the essential 
principles as outlined above. 



AUUM SQL 


Fig. 2S. Flow Diagram for Aluminum Plant. (Courtesy Dorr Co.) 

Liquid-Liquid Extraction — ^Another type of extraction is liquid-liquid ex- 
traction, sometimes called solvent extraction. This operation is illustrated b}^ a 
common experiment of physical cheniistr>' showing the distribution ratio of cer- 
tain materials between solvents. If bromine water is brought in contact ^dth 
chloroform and thoroughly shaken, two liquid layers will separate and, by observa- 

See Chapter 10. 
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tioH of color, it can be seen that a large part of the bromine has left the water 
and gone into the chloroform layer* This is a simple case of liquid-liquid extrac- 
tion. It is based on the transfer of a soluble substance from one liquid to 
another, the two liquids being mutually insoluble. 

Applications of Liquid-Liquid Extraction — ^This type of extraction has a 
number of applications. For instance, acetic acid from wood distillation^’' is 
sometimes removed from water solution by extraction with ether or isopropyl 
ether. This concentration can be effective despite the fact that acetic acid is 
completely soluble in water. Acetic acid so removed from a water layer and dis- 
solved in an organic liquid must then be recovered, usually by a distillation 
process. The manufacture of aniline from nitrobenzene produces a quantity of 
water which contains a few per cent of aniline. This aniline is often recovered 
by liquid-liquid extraction with nitrobenzene.^^ 

Probably the largest scale operation of extraction at the present time is found 
in the refining of petroleum products, particularly lubricating oils. It has been 
found that some organic materials have a greater affinity for some of the unde- 
sirable compounds in lubricating oil stock, hence, countercurrent, liquid-liquid 
extraction towers are used in which the solution is sprayed through the lubricat- 
ing oil, removing the undesired materials. One common system uses furfural 
for this purification process. Another extracting material is a solution of phenol. 
The active material of the extract is recovered by distillation and decantation 
operations and sent back to the extraction operation.*^® 

Liquid-Liquid Extraction Equipment — ^Liquid-liquid extractions are usu- 
ally performed in continuous, countercurrent equipment. As is true in many 
cases in the chemical industry, the apparatus for bringing about efficient contact 
between two fluid phases is a simple tower. In the case of liquid-liquid extrac- 
tion, it is quite frequently an open tower which is filled with one of the immiscible 
liquids while the other is sprayed up, or down, through it. Thus the tower might 
be filled with the liquid of lower specific gravity. The heavier liquid would be 
allowed to settle in droplets down through the other, and would be removed from 
the bottom by means of appropriate pumps or overflow devices. A continuous 
inflow of the lighter liquid would be maintained at the bottom of the tower, and 
it would overflow at the top. The procedure might be reversed and the tower 
filled with the liquid of greater specific gravity and the lighter liquid would be 
allowed to rise in drops through it. Sometimes the tower is filled with packing, 
which slows the passage of the drops and affords increased interfacial contact. 

It is common practice to fill the tower with the so-called '^continuous phase” 
of that liquid which is in greatest quantity and to send the other, either up or 
down the tower, in the form of drops or the "discontinuous phase.” The ma- 
terial from which the soluble substance is being removed is the "raffinate” and 
the liquid phase which has picked up the soluble material is usually called the 
"extract.” 

Theory of Liquid-Liquid Extraction — As in all cases where there is a 
transfer of material from one fluid phase to another, the presence of the inert 
films at the interface are very important in the operation. Although liquid- 


See Chapter 17. Sgg Chapter 14, 

See Chapter 28 
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liquid extraction has only recently been put on a quantitative basis the research 
work on the character of the films and their resistance to the transfer of material 
has been very fruitful. The prediction of performance for this operation tends 
to be rather complicated, because the solubility, or equilibrium, relations between 
the two phases are seldom simple. The situation is further complicated when 
the extract and raffinate are partially soluble in each other. Nevertheless, the 
study of this operation is now on a fairly satisfactory quantitative basis. 


riLTRATION 

The problem of removing finely divided solids from a solution by the operation 
of filtration has brought more or less grief to almost every student of elementary 



Fig. 29. Constiuction of Filter Plates. 


chemistry. If solid materials arc relatively coarse, the problem of separation is 
one of simple settling followed perhaps by draining. Fine materials maj'’ some- 
times be effectively separated from most of the water hy means of ^^thickeners” 
described in a pre\'ious section.^® The solid material in such cases, however, still 
contains considerable water in the interstices of the solids so that it is not suffi- 
ciently dried for many industrial operations. Whether or not a thickener is used, 
in order to remove the bulk of the water from a suspension of fine materials, it is 
almost always necessary to resort to filtration. 

Types of Filtration Apparatus — ^The types of industrial apparatus which 
are used for this operation logically fall into five different classes. (1) The sand 
filter which is described in a later chapter,®^ (2) Filter Presses, (3) Leaf Filters, 

See p. 69, 

See Chapter 6. 
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(4) Continuous Rotary Filters, and (5) Centrifuges wliich, though tndy not 
filters, may serve the same function. 

Filter Presses — ^The filter press was one of the first de\nces used for filtration 
on a large scale. Although the different presses vary quite markedly in in- 
dividual construction, they all operate on the same principle. The essential 
element of the filter press is a corrugated plate over which is stretched a filtering 
membrane, usually a close-knit cotton cloth, which serves the purpose of the filter 
paper in the ordinary chemical laboratory. These plates are arranged in series 
on a long frame and are alternated with open frames which afford space for the 
flow of the filtiate and for building up of the filter cake. The details of one type 
of plate construction are shown in Figure 29. These plates and frames rest on a 
pair of parallel bars and are held in position by lugs projecting from each side. 



Fig. 30. Large Plate and Frame Filter Press. (Courtesy D. R. Speiry Co.) 


A large number of them are arranged in senes on the apparatus, the whole 
assembly being forced against the adjacent frame by means of a screw or hydraulic 
pressure. The assembly of a very large press is shown in Figure 30. 

The material to be filtered is forced through a channel, usually along the top 
of the press, and into the frame. The solid material is held back by the filtering 
medium and gradually fills the chamber, producing a solid cake. The liquid 
which passes through the filter is allowed to discharge into this channel along the 
lower part of the press w^here it may be recovered or discarded, as desired. 

After the cake has more or less completely filled the frame, it may be washed, 
either by sending water through in the same direction as that which the sludge 
entered, or in the opposite direction. 

Filter presses are obviously usable only for batch operations and the labor 
costs are quite high, hence, except for the more expensive materials, their use 
can be hardly justified, and they are being quite generally replaced by other 
types of filters. 

Leaf Filters — ^The so-called Sweetland self-dumping leaf filter is shown in 
Figure 31. The filter body comprises two semi-cylindrical castings of high tensile 
strength, which are tightly bolted together during operation. The filtering me- 
dium is made up of the series of pancake leaves covered with filter cloth. The 
material to be filtered is forced into the filter body by gravity pressure or by 
means of a pump. As soon as the filter body is filled, the pressure rises, causing 
the liquid portion to pass through the filter cloth while the solid material k 
deposited on the leaf in a compact form. When the filter is full, the bottom 
half of the body is unbolted and lowered. Then by reversing the hydraulic 
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pressure, the cflke is reudily pushed off the leaves and dropped into a container 
below. 

Rotary Filter— This type of filter owes its wide use and success largely to 
the fact that it can be operated continuously and can handle large volumes of 

material at low cost. A type 
which is widely used is the Oliver 
Continuous Filter, an illustration 
of which is shovTi in Figure 32. 
Essentially, this filter consists 
of an open container in which 
is suspended a drum with the 
periphery composed of a num- 
ber of shallow compartments 
covered with filter cloth or 
screen. Each compartment, by 
means of indiAudual pipe line, 
is connected to a perforated 
trunnion which turns against 
Fig. 31. Sweetland Self-dumping Filter. a. stationarj^ valve cap attached 

to suction and Llow lines. Tlie 
arrangement is such that suction and air pressure may be applied at 
different points to each of the compartments during each revolution of the 
drum. In operation, the liquid is kept at a constant level in the container 
and thoroughly mixed by agitation. As the drum slowly rotates, suction is 



Fig. 32. Rotary Continuous Filter. (Courtesy Oliver United Filters, Inc.) 

applied to the several compartments while they pass through the liquid to be 
filtered. The clear filtrate is drawn through the filtering cloth, leaving the solid 
deposited on the surface of the drum in the form of a cake. As the compart-/ i;- 
ments emerge from the container (suction being continued), the cake is sul 
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jected to a wash by means of a sprinkler equipment. Just before the compart- 
ments re-enter the container, suction is automatically cut off and air under 
pressure is apphed causing the cake to discharge over an apron or ^'doctor in 
the form of continuous ribbons. > 

This type of filter is extensively used for handling various kinds of chemicals, 
metallurgical products, beet sugar solutions, etc. 

A modification of the continuous filter which bears some resemblance to the 
leaf filter is the so-called ^'American,” shown in Figure 33. This is a disc type 



Fig. 33. American Continuous Filter. (Courtesy Oliver United Filters, Inc.) 

which operates by vacuum, each disc being made up of individual removable 
sections to facilitate filter cloth changes. It is used extensively for dewatering 
cement slurr}^, certain grades of coal, etc. A clever adaptation of the type of 
filter is found in the fairly recent string discharge mechanism illustrated in 
Figure 34. This mechanism makes it possible to convey the cake from the filter 
surface around a steam drum before discharging it, in order to perform a certain 
amount of drying in addition to the dewatering effect of the filtration. It is 
particularly applicable to relatively coarse materials or those which form fibrous 
cakes such as food products, paper pulp, sewage sludges, etc. 

Centrifuges — ^The centrifuge is especially adaptable for the separation of 
water from more or less coarse crystalline materials such as sugar, or ammonium 
sulfate, but since it offers the advantage of rapid operation and large production 
in small floor space, it is being improved and adapted to the use of finer and 
finer materials. An illustration of the bottom discharge centrifugal is shown in 
Figure 35. The principle of operation is that the mother liquor, with the crystals, 
is thrown out against the surfece of the basket by centrifugal force. The cylin^ 
drical basket is perforated or lined with a fine wire gauze and rotates at a speed 
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of 900 to 1200 revolutions per minute. Because of the large centrifugal force 
generated, the liquid is violently forced through the perforated basket and the 
crystals are left behind. This gives a definite dr>dng effect in addition to the 
filtering operation. In addition to the use in the chemical field for sugar starch, 
wood pulp, etc., it is quite widely used for the dewatering of more bulky ma- 
terials such as yarns, textiles, etc., and finds very wide use in the laundering field. 

Filtration Theory — Filtration is certainly one of the older unit operations, 
but its quantitative theoretical consideration has been very sadly neglected until 



Fig 34. Continuous Rotary Filter Avith String Discharge Mechanism. (Cour- 
tesy Filtration Engineers, Inc.) 

quite recently The apparatus and methods largely evolved by rule of thumb 
methods, and as long as these worked satisfactonly there seemed to be but little 
call for fundamental theoretical developments. However, in recent years there 
has been considerable development along this line so that it is now possible to 
make fairly accurate predictions for the design and operation of a given type of 
filtering equipment, provided a very small amount of data is available from 
simple filtration experiments upon a laboratory sample. 

In its simplest fundamentals, the filtration problem is merely that of fluid 
flow, that IS, the flow of the liquid through a cake of the material which has 
been separated, A complicating feature is brought about by the fact that as the 
filtering cake builds up, it not only increases in thickness but also, quite fre- 
quently, in compactness. This means an ever-increasing resistance to fluid flow 
Despite the complexities of the case, fairly satisfactory semi-empirical relations 
ha%^e been Avorked out, and further advances may very well be expected along 
this line. 
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Filter-Aids— A common and irritating phenomenon in the chemical labora- 
tory is that of a colloidal suspension of solid material which passes through any 
filter paper or filter cloth. If the solid material which is to be removed is of 
no value, such as is usually the case in the purification of sugar, chemicals, oils, 
fruit juices, varnish, etc., then these colloidal particles can usually be filtered out 
by means of the use of filter-cel or other types of filter aids. Filter-cel is a 
diatomaceous earth or kieselguhr, relatively finely divided siliceous material which 
has high absorptive capacity for colloidal properties. This granular material is 



Fig. 35. Bottom Discharge Suspended Centrifugal. (Courtesy American Laun- 
dry Machinery Co.) 

itself incompressible and if it is mixed with the solution to be filtered it very 
effectively adsorbs the colloidal materials and permits both the filter aid and the 
finely divided solids to be separated from the liquid. In many cases precipitated 
calcium carbonate or other granular crystals may be used as filter aids. 


CRUSHING AND GRINDING 

Wherever solid materials are used in chemical industry, there is almost always 
some application of the operation of crushing and grinding to reduce the size of 
the material so it may be more readily used for chemical reaction or for me- 
chanical handling or for separation operations. 

This operation arose from the background of one of the older mechanical 
arts and has practically no integrated theoretical background. The evolution of 
the equipment came from many isolated points of development and, just as there 
IS very little in common in the evolution of language between isolated groups, 
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there is relatively little unity between different types of crushing and grinding 
equipment. However, there is a certain common basis of operation which affords 
a fairly satisfactory means of classification and discussion. 

In general, crushing refers to the breaking-up of solids into coarse materials. 
It might apply to the disintegration of natural ores from very large pieces dowm 
to particles of the order of one-quarter to two inches in diameter. Grinding in 
general refers to the finer pulverization of materials, say to sizes less than one- 
quarter of an inch, on down to fine dust a few microns in diameter. 

Although the types of physical operations involved are not entirely clean-cut, 
it may be said that there are three methods by which crushing and grinding is 
carried out. First is the matter of the mechanical squeezing, so that the material 



Fig. 36. Cross Section of Jaw Crusher. 


fails in compressive stresses. A second pulverization mechanism is that of im- 
pact, where kinetic energy is used to bring about disintegration of the particles. 
A third rough classification is that of applying sheer stresses, giving the general 
effect of literally pulling apart the different particles of a solid body. 

Coarse Crushing — A rapid glance at a catalogue ol crushing equipment would 
leave one with the impression that there is almost no unanimity of opinion among 
different equipment manufacturers as to what the best devices are. However, 
there are some half a dozen standard forms which are now most widely used. 

The jaw crusher is the simplest and least expensive device. It is a very 
heavy machine and consists essentially of a stationary steel plate against which 
a corresponding steel jaw works on a cam, imparting a reciprocating or a combi^ 
nation or a reciprocating and sliding motion. This machine will crush the hardest 
materials^ provided the steel plates have sufiBcient harduess and strength to with- 
stand the work. The working parts may be regulated by means of an adjusting 
screw, to give a fine or coarse product. It is applied to very large extent in metal- 
lurgical operations for ore crushing and for such more purely chemical operations 
as the crushing of pyrites for sulfuric acid manufacture. A cross-section diagram 
of a jaw crusher is shown in Figure 36. 

Crushing Rolls, Two hard steel rolls running in opposite directions and set 
close together make a very effective device for crushing to intermediate size. The 
rolls may be either plain or corrugated, either one or both of which may be posi- 
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tively driven. The latter is usually the case. They consist of two heavy cylinders 
on a horizontal plane and the clearance may be so adjusted as to reduce to any 
intermediate size. The best results are obtained when the rolls travel at moderate 
speed. A cross section oi a roller crusher is shown in Figure 37. 



Fig. 37. Cross Section of Roll Crusher. 


The gyratory mtsher consists essentially of a conical vertical shaft which 
operates on an eccentric bearing at the bottom. This motion squeezes the ma« 
terial between the shaft and the side wall. The shaft is fixed at the top, and the 
eccentric bearing at the bottom causes the lower part of the shaft to wobble, not 
to rotate. This gyration promotes crushing by the alternate advance and reces- 
sion of the shaft. This crusher reduces rock in 
successive stages, in that the larger pieces are 
first broken and each succeeding nip reduces the 
fragment to a still smaller size. 

Hammer Alills, The swing hammer crusher 
is used on soft rock, lime, and other material 
which is easily broken. It consists essentially 
of a central shaft to which are attached a num- 
ber of heavy hammers so pivoted as to swing 
freely. As the shaft revolves at a high speed the 
hammers swing out by centrifugal force and come 
in contact with the rock which is being fed over 
the breaker plates. On the under part of the 
machine is a grid of steel bars through which the 
crushed rock can pass only when it has been 
sufficiently reduced by the revolving hammers. 

The size of the delivered material is regulated 
by the spaces between the grid. See Figure 38. 

The rotary crusher consists of a corrugated 
metal cone revolving with small clearance between it and corrugated side plates 
It will handle rocks of moderate hardness. The crusher is provided with double 
doors, carrying the grinding plates, which can swing open easily, thus exposing 
every part for inspection and cleaning. The capacity of the rt>o-*hipe and " 



Fig. 38. Swing Hammer 
Crusher. (Courtesy Greund- 
ler Crusher and Pulverizer 
Co.) 
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size of the broken material can be adjusted by a screw which regulates the clear- 
ance between the revolving cone and the plates. This type of crusher is illus- 
trated in Figure 39. 

Fine Grinding— The disintegrator is a very simple machine consisting of 
steel cages which nm at a high speed in opposite directions, thus driving the ma- 
terial through the steel bars by centrifugal force and pounding it into a powder. 
An illustration of this type of machine is given in Figure 40, which shows the cas- 
ing of the mill removed and the revolving cages pulled apart for inspection. This 
machine must be strongly built but it can easily be taken apart and easily and 

quickly cleaned by taking off the top 
half of the casing. It is mostly used for 
materials of a lumpy nature, like dry 
colors, soft pigments, borax, sulfur, 
starch, etc., and it also serves as an 
effective means of simultaneously mixing 
and grinding dry materials, like ferti- 
lizer. 

•The buhr-stone mill is probably the 
oldest type of grinding machine which 
is still in use. It survives in some places 
despite the many changes and improve- 
ments that have been made in other 
types of equipment. It consists, essen- 
tially, of two horizontal stone pancakes 
which are corrugated, with one stone 
revolving wliile the other is fixed. At 
one time it was universally used for the 

Fig. 39. Rotary Crusher. grinding of flour, and is still used in the 

disintegration of products for making 
corn products.®- In addition, it is used in the making of paints, printer's ink, 
cosmetics, and pharmacentical preparations. An underdriven mill is shown in 
Figure 41. The material is fed m through a hopper and is carried by centrifugal 
force to the grinding parts of the first set of stones, from which it then passes to 
a second step for finer grinding. Buhr-stone mills may be operated either wet 
or dry. 

The disc mill might be considered to be a modification of the buhr-stone mill. 
It consists of two iron discs set close together, one of which rotates. They may be 
plain or corrugated. Usually the shaft carrying the discs is set in a horizontal 
plane. The shaft of the moving disc is set with a slight eccentricity, so the 
grinding discs approach one another at one part of the periphery and separate 
at another part. This gives a combination of squeezing and shearing action. By 
adjusting the clearance this device may be used for either fairly coarse crushing 
or relatively fine grinding. 

The pan mill, or as it is sometimes called, the edge runner or chaser, is used 
for breaking relatively soft materials up into fine powders. It is widely used in 
the clay industry for preparation of clay for w'orking.®® It is also used for the 

See Chapter 36. 

See Chapter 21. 
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preparation of printing inks and pharmaceuticals. This mill consists of a steel 
bed built with sloping sides to form a pan on which rotate one or two '^edge 
runners” or ^^travelers.” An arm, with a scraper attached, travels just in front 
of the runners and brings the material under the heavy rolls. As they travel 
around the pan this gives a com- 
bined crushing and shearing action 
which is very effective in produc- 
ing fine states of subdivision. It 
is also an effective mixing device, 
where it is desired to make a fine 
paste. 

Ball mills grind principally by 
the impact and shear produced by 
the sliding, tumbling, and rolling 
of a large number of steel or flint 
balls or pebbles which are mixed 
with the substance to be ground, 
the movement being caused by re- 
volving the mill at a regulated 
speed. This type of apparatus which is very common in chemical laboratories 
is shown in an enlarged scale in Figure 42. This is a batch device and must be 
stopped and discharged after the grinding has been carried to the desired point. 

The tube mill is essentially the same as the ball mill except that it is arranged 

so that it can operate continuously. The 
material to be ground is fed in at one end 
and it is delivered as a finished product at the 
other. The fineness of the materials is regu- 
lated by the speed at which the material is 
fed. The slower the feeding, the longer the 
material receives the impacts of the pebbles 
and the finer the discharged product. An 
adaptation of this mill is the so-called 
Hardinge conical mill which is shown in Fig- 
ure 43. This mill contains pebbles or balls 
of several different sizes. The large crushing 
bodies arrange themselves in the largest di- 
ameter and decrease in size toward the outlet 
of the cone. The coarse material entering 
the mill is immediately subjected to the im- 
pacts of the largest grinding bodies, is sub- 
divided, and, according to the division, is 
passed along to the next zone of smaller 
grinders and so on until the discharge end is 
reached. This makes ideal equipment for 
taking large material and grinding it to very small size. 

The rod mill is essentially the same type of apparatus as the tube mill except 
that long steel rods lying horizontally are used for the crushing mechanism. 

The colloid mill may be considered an ultra-fine grinding device, but it may 



Fig. 41. Buhr-stone Mill. 



Fig. 40. Disintegrator, or Pulverizing Mill, 
with Cover Removed, 
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serve one of t.vo different functions: first, the grinding of solid materials to very 
fine state of subdivision and to a high degree of dispersion; second, the homogeni- 
zation of a liquid. In a ^liomogenizer,^^ immiscible liquids pass simultaneously at 
high pressures through specially designed valves and produce a very fine emul- 
sion due to the shearing action. 

The apparatus which is commonly kno\\m as a colloid mill operates with two 
controlling factors, speed of rotation and grinding area. One type of mill has 





Fig. 42 Ball IMill. 


two smooth rotors revolving in opposite directions, thus giving a maximum of 
sheanng stress. In the colloid mill it is essential that the gap between the rotating 
plates, or a rotating plate and its containing surface wall, shall be very small 
and the speed of rotation shall be very high. Some mills rotate as high as 
20,000 revolutions per minute. Because of the small clearances involved, such a 

mill mil handle onl}^ pastes where the solid 
material is alieady quite finely dnided. One 
type of colloid mill is shown in Figure 44. 

Among the many operations for which 
the colloid mill is well adapted are the emul- 
sification of vegetable, animal, and mineral 
oils, resins, waxes, etc., incorporation of pig- 
ments in the more fluid enamels, preparation 
of calcimines, extractions of oil, fats, juices, 
etc., from vegetable or animal tissues, ex- 
traction of fibrous material, intimate mixing 
of various food products, increasing the solubility and surface aiea of insoluble 
products through fine dispersion, blendings of creams, sauces, and other food 
products, dispersions of solids and liamds such as the preparation of vat dye 
paste and a number of other product? 



Fig 43. Hardmge Conical Mill. 
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SEPARATION OF SOLID MATERIALS 

One of the most common operations in chemical as well as metallurgical indus- 
tries is the separation of solid particles from one another. This separation may be 
for differences in size or it may be for differences in kind of materials, or both. 
For instance, if the hard part of a natural ore is a valuable and desired con- 
stituent, and the other one is soft, crushing will grind up the undesirable material 
finer than the other and hence a simple 
screening operation after grinding will largely 
separate the two materials. 

Screens — ^The commonest method of size 
separation is that of screening, which consists 
simply of passing material through an open 
mesh udre screen by the means of some sort 
of agitation. The larger material stays on 
the screen and the finer goes through. 

. The types of screens are as follows: Griz- 
zlies, which are a set of rods or screens set on 
an angle with the material to be separated 
rolling down over it. Trommels are rotating 
screens used for fairly large particles. Shak- 
ing screens are used for minor sizing. Vibrat- 
ing screens which have a vertical, rapid vi- 
bration of small amplitude are used for quite 
fine sizing. The smallest common commer- 
cial screens will separate particles down to 
about 200 mesh. If the separation of finer 
particles is necessary, then other devices 
must be used, and for most fine particle separations it is usually much more eco- 
nomical to use methods other than screening. 

Air Separations — Separation of solid particles from an air stream is some- 
times known as air filtration but this is more or less of a misnomer. 

The commonest type of air separation device is the cyclone separator wliich 
depends upon the well-known principle that solid particles, due to their inertia, 
will drop out of an air stream if the direction of flow is suddenly changed. There 
is also a similar effect of the centrifugal force: throwing particles out to the 
outside wall of the container. Another common device is the bag filter where 
the air is forced through a fine-mesh cloth in the form of a cylindrical bag. The 
various mechanical air separators on the market are usually modifications of 
these two devices. The diagram of an air separation circuit in connection with 
the grinding mill is shoum in Figure 45. 

Electrical Precipitation— The Cottrell apparatus is one of the most widely 
used devices for removing very fine particles from an air stream. The operation 
consists of passing gases through conduits of relatively small cross sections each 
having a central electrode which carries a uni-directional, high voltage usually 
about 50,000 to 60,000 volts. 

Solid particles passing through the tubes become electrified and attach them- 



Fig. 44, Cross Section of Paste 
Type Colloid Mill. (Courtesy 
Premier Mill Corp.) 
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selves to the electrodes. A mechanical tapping arrangement jars the electrode 
and the accumulated dust falls into a hopper below. If it is used to collect liquid 
nust, the liquid layer will drain down the tube. Tlie Cottrell apparatus has been 
succMsfuUy used for the removal of fine dust from all kinds of waste gases, for 
example, the precipitation of fine copper or arsenic oxides from smelter gases 
and the precipitation of potash bearing dust from cement kilns are common 



Fig. 45. Gnnding Mill with Air Separation System. (Courtesy Williams Pat- 
ent Crusher and Puh^erizer Co.) 

applications. These precipitators are also used for the removal of acid mists in 
many processes. They find extensive application of removal of particles of tar 
and water from manufactured gas. 

Hindered Settling in Liquids — In the separation of solid materials extensive 
use is made of the fact that large particles settle through a liquid faster than 
small ones, also, the greater the specific gravity, the faster the rate of settling. A 
good example of this is seen in a small settling pond where a muddy stream 
comes in at one end and the larger particles settle to the bottom and the water 
leaves partially clarified at the other. The simplest tj^pe of liindered settling 
consists of running a sludge cf solid materials into a large container and then 
allowing the liquid to overflow at an appropriate rate. The water stream carries 
out the fine particles and leaves the large ones behind. IBy combining the effect 
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of the lifting component of a fluid stream plus mechanical rakes, it is possible to 
devise ‘^classifiers” which can be very efficient in separating sizes. The more 
common type Dorr classifier is showm in Figure 46. The Dorr classifier is a 
reciprocating rake machine for separating coarse or heavy particles from fine 
ones. The critical size at which separation is made can range from 10 to 325 
mesh, depending on the tank slope, rake speed, and feed dilutions. 

All these devices for hindered settling also serve to effect separations between 
particles that have different specific giavity. 

In the metallurgical field, one of the most common devices for h 3 ^draulic 
classification is the jig, in which an alternating motion is given to the suspending 


3 
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Fig. 46. Dorr Classifier. (Courtesy Dorr Co.) 

water, which gives a particularly good separation between fine or hght materials 
and heavier ones which settle to the bottom of the apparatus For small particles, 
the Wilfley table combines cross washing with a longitudinal jerking motion in a 
thin liquid layer flowing over a corrugated table. 

Flotation — Manj^ materials, particularly metallic ores, can be separated by 
the method of flotation, which is based upon the selective whetting of different 
solid particles by various organic substances. For instance, sulfide ores are not 
wetted with water, if certain of the flotation agents such as xantliates are present, 
while silicate and oxide particles are wetted. If the liquid is agitated with air, a 
froth is formed and the unwetted particles rise with the foam, while the wetted 
particles sink. Thus the sulfide ore particles contained in the froth can be scraped 
off by a suitable mechanical device. This operation of flotation has very wide 
use in the non-ferrous metallurgical field. It is coming more and more into use 
in the separation of different kinds of non-metallic mineials, particularly in the 
cement industry Experimentation along this line involves a special branch of 
physical chemistry and undoubtedly there will be much more development in 

See Chapter 24 

®^Englehart, G. K., Ind. and Eng. Chem, 32 , 645 (1940), 
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the future for this type of mechanical separation, as research work leads to a 
more complete understanding of the phenomena. 


MISCELLANEOUS CONSIDERATIONS OF THE UNIT OPERATIONS 

The foregoing verj^ sketchy descriptions in this chapter are intended to fur- 
nish the reader with the most essential points of the background of the physical 
operations which are an integral part of the processes of chemical industry''. The 
list of the subjects considered is not necessarily complete, for there are other 
physical operations which might logically fall in the field of the unit operations. 
As is the case in the study of any extensive field, the subdmsions might be greatly 
increased in number and the discussion of details could go on endlessly, so the 
reader certainly should not consider that this presentation has been an exhaustive 
survey of the subject. He will also notice that there have been no quantitative 
engineering considerations in the treatment. For actual application of the knowl- 
edge involved, it is necessary to go in for a program of very serious study in the 
particular field of interest. But the authors feel that the treatment has been suffi- 
ciently exhaustive to give one a general understanding of the most important 
aspects of the subject. 

Energy for the Chemical Industry — ^It may have been noted throughout 
the discussions of the various operations that almost all of them call for the use 
and control of a considerable amount of energy. The description of the workings 
of the various indi\idual chemical industries will also bring out that energy is of 
extreme importance, as a matter of fact, an absolute essential in almost every- 
thing that is done. The more one investigates the field of chemical industry, the 
more is he impressed of the importance of a completely adequate suppty of fuels, 
mechanical and electrical energy for the successful operation of the industry. In 
order to maintain a proper balance of the consideration of the importance of 
the field, it is necessary that one keep in mind this item of the paramount im- 
portance of the energy supply. 

Undoubtedly it would be desirable to have a lengthy chapter devoted to the 
consideration of the uses of fuels and the generation and control of energy in the 
chemical industry, but limitations of space would make it necessary to confine 
such a discussion to an exi;remely sketchy treatment and such casual handling of 
the matter would serve no useful purpose. Hence, the energy considerations 
have been left to the incidental treatment in the chapters which discuss the indi- 
vidual industries. 

Materials of Construction — Proper materials of construction of the equip- 
ment for the chemical industry fall in the same categorj^ of importance as fuel; 
that is, absolutely essential. The chemical engineer is faced vith a doubly 
difficult problem when it comes to selection of materials. In general, it may be 
said that a mechanical engineer, for instance, is concerned almost entirely with 
the materials which \rill live up to certain expectations of strength, which in 
itself leads to a number of complications and difficulties. The chemical engineer, 
on the other hand, must not only consider strength but he is continually con- 
fronted with the bugbear of corrosion. The very nature of the materials wffiich 
he handles makes it unavoidable that corrosion is one of the items which wiU 
always be \rith him. The balancing of items of strength requirements, corrosion 
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resistance, and economic consideration is one of the most important functions of 
a chemical engineer. The items involved are so many and the field is so com- 
plicated that here, again, a very brief treatment such as might be allowed in the 
space available in this volume, would be of but little utility ; hence, it seems best 
to leave the subject here with bare mention of its importance. Frequent mention 
and some discussion of the materials of construction will be found in the chapters 
dealing with the individual industries. 
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THE ORGANIC UNIT PROCESSES 

J. A. Johnston 

Department of Chemical Engineering, Yale University, 
New Haven, Connecticut 


INTRODUCTION ^ 


Organic chemistry or the chemistry of carbon compounds deals with more 
than 250,000 compounds. While at the present time many of these compounds 
are merely scientific or laboratory curiosities, a very large number of them find 
various applications in our industries and in our daily life. The production of 
dyes, dye intermediates, fuels, solvents, explosives, disinfectants, insecticides, 
antiseptics, drugs, perfume materials, flavoring substances, food preservatives, 
synthetic resins, plastics, rubber accelerators, flotation agents, synthetic tannins, 
synthetic rubber, synthetic fabrics, lacquers, photographic chemicals, soaps, phar- 
maceuticals, poison gases, sweetening agents and various other topics mentioned 
m this volume belong to the realm of industrial organic chemistry. 

For a number of years the term 'industrial organic chemistry” referred to a 
large amount of information of a descriptive or qualitative nature concerning the 
industrial preparation of various organic compounds and compositions. Though 
this information was valuable, it could not be used as a basis for the scientific 
design of process equipment or for the industrial preparation of these chemicals as 
the quantitative aspects were lacking. Hence, the design of equipment and the 
selection of operating conditions were largely effected by rule-of-thumb methods. 
A few years ago, however, this situation was remedied somewhat by the intro- 
duction of the idea of "unit processes” ^ as a basis for correlating the available 
information concerning industrial organic chemistry into a more useful form. 
With the unit processes as a framework, hundreds of isolated facts and principles 
were classified under a few main headings. This classification has been of great 
value to manufacturers, to research workers, and to designers as it has empha- 
sized the wide applicability and utility of the fundamental principles underlying 
each of the unit processes. It has stimulated much valuable research which has 
resulted in technological advances in all phases of the industry. In spite of 
the advances that have been made, much remains to be done before the unit 


^ ^ Some of the material in this introduction was borrowed, with the authoris per- 
mission, from Dr. Alexander Lo^vy’s chapter on Industrial Organic Chemicals and 
iJye Intermediates published in the Fifth Edition of this Manual. 

2 processes' is used here to represent the embodiment of all the 

tutors in the technical application of an individual reaction in organic synthesis ” 
' preface to the first edition of "Unit Processes in Organic Synthesis” 

by P. H. Groggins. McGraw-Hill Book Co.. Inc., New York.] oyni^nesis 
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those discussed below ^ for which quantitative calculations can be made. This 
principle has been a very useful generalization to guide research work even 
though the quantitative aspects are lacking for many cases. 

Quantitative information on the effect of changing one of the important 
variables on a system in equilibrium is highly desirable wherever it is possible 
to obtain it. For many systems it is possible to make such calculations \vith a 
reasonable degree of accuracy by means of the equilibrium constant for the 
reaction. The equilibrium constant is a number characteristic of a given reaction 
at a given temperature and is independent of pressure or concentration. The 
familiar mass-action law expresses the relation between the ''active-masses” of 
materials present in a system and the equilibrium constant for the reaction 
taking place. For reactions taking place under conditions such that the 
reactants may be considered as ideal gases, partial pressures may be used as 
active masses, while in dilute solutions of non-ionized substances concentra- 
tions can be used. For other homogeneous systems the activity function can 
be used.® Hence, the equilibrium constant makes it possible to calculate 
the quantitative yields that can be expected from a given reaction if sufficient 
dftia, available to evalviate tbe eowstawt, Equilibrium eoustarvta may be 
evaluated from direct experimental methods or by calculation by thermo- 
dynamics using the free energy concept.®* ® The experimental method is 

laborious and in many cases may not be reliable unless extreme precautions are 
taken. The thermodynamic method is also limited by the lack of accurate 
thermal data but even where accurate data are lacking, approximate data are 
useful for indicating trends and tendencies. 

Once the equilibrium constants at various temperatures are known, it is 
possible to calculate the effect of the principal variables on the equilibrium con- 
version^® under various conditions provided the necessary data are available. 
Methods of carrying out such calculations have been clearly explained in the 
literature ® and need no further discussion here. From such calculations 
and the Principle of LeChatelier certain generalizations are evident and are 
worthy of consideration. These are as follows: 

1. The equilibrium conversion of an endothermic reaction is increased by a 
rise in temperature, while the equilibrium conversion is decreased by a 
rise in temperature in the case of an exothermic reaction. 

2. Pressure affects the equilibrium conversion of a gaseous reaction in which 
there is a change in volume due to a change in the total number of moles 
of gaseous components. If a reaction produces a decrease in volume, the 
equilibrium conversion will be increased by an increase in pressure. If 

^See p. 105 . 

f Hougen, 0. A., and Watson, K. M., ‘"Industrial Chemical Calculations,^^ Second 
rjQition, John Wiley & Sons, Inc., New York, 1936. Especially pp. 438-466. 

® Ewell, R. H., Ind. and Eng. Chem., 32 , 147-53 (1940). 

^ Bodge, B. F., Trans. A, I. Ch. E., 34 , 529-67 (1938). 

s Lewis, G. N., and Randall, M., "Thermodynamics and the Free Energy of 
t^hemical Substances,” McGraw-Hill Book Co., Inc., New York (1923), 

®MacBougall, F. H., “Thermodynamics and Chemistry,” Third Edition, John 
'^ney & Sons, Inc., New York (1939). 

The term “equilibrium conversion” as used here refers to the fraction of the 
jimmng reactant present initially which is converted to products when equilibrium 
nas been established under the given conditions. 
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there is no change in volume, pressure is without appreciable effect. If a 
reaction produces an increase in the number of moles of gaseous components, 
the equilibrium conversion will be decreased by an increase in the total 
pressure on the system. 

3. The presence of an excess of one reactant tends to increase the equilibrium 
conversion of the other reactants present. 

4. The addition of one of the reaction products to the initial reacting system 
will decrease the equilibrium conversion of the reaction. Likewise, removal 
of one of the reaction products as soon as formed ^\ill increase the equi- 
librium conversion of the reaction. 

5. Dilution of a reacting system vith an inert gas has the same qualitative 
effect as decreasing the total pressure on the sj^stem. If the reaction 
produces an increase in the total number of moles of gaseous components, 
dilution with an inert gas will increase the equilibrium conversion. If there 
is no change in the total number of moles of gaseous components, dilution 
^rith an inert gas wiU have no effect on the equilibrium conversion. 

In making and interpreting calculations of the equilibrium conversion for a 
given system, the limitations of such calculations should always be borne in mind. 
Equilibrium calculations are made for a single reaction, though it is possible to 
calculate the equilibrium conversion for certain cases where more than one reac- 
tion takes place. Many organic reactions involve a complex mechanism and are 
complicated by side reactions to an extent which cannot be predicted by theoreti- 
cal considerations alone. Equilibriiun calculations for such systems are of no 
value in predicting what will happen when the reaction is carried out experi- 
mentally. However, if the reaction can be carried out in a manner to give prima- 
rily one product, equilibrium calculations can be of great value. Reactions of 
carbon monoxide and h 3 'drogen furnish examples of both tj-pes of reactions. By 
the proper selection of catalj^sts and operating conditions, it is possible to carry 
out the reaction between CO and H 2 to give primarilj’' methanol. Under these 
conditions calculated equilibrium conversions agree quite well with those obtained 
in commercial practice, and such calculations have been of great value in the 
development of sjmthetic methanol. On the other hand, in the Fisher-Tropsch 
synthesis, the same materials are reacted in the presence of a different type of 
catalyst under operating conditions but slightly different from those emploj’ed 
in the methanol sjmthesis, and a whole series of complex liquid products are 
obtained.^^ Obviously in cases of tliis sort where it is impossible to predict 
what products will be obtained, equilibrium calculations are of no value. 

It should be emphasized also that the equilibrium conversion is the limiting 
condition toward which the reaction is directed and beyond which it cannot go. 
Industrial reactions, however, usually" are not allowed to reach equilibrium but are 
stopped at some intermediate point because of economic considerations. Hence, 
the actual extent to which a reaction will proceed depends upon the rate of reac- 
tion, and the time allowed for it to proceed, as well as on the limiting equilibrium 
composition. 

Underwood, A. J. V., Ind. and Eng. Chem., 32, 449-54 (1940). 



THE ORGANIC UNIT PROCESSES 


99 


REACTION RATE 

The rate at which a reaction proceeds is determined by a number of factors: 
the order and mechanism of the reaction, the active masses present, the character 
of the system, the temperature, the presence of catalysts, the pressure, the energy 
of activation, side reactions, successive reactions, reverse reactions, etc., all affect 
the rate to a certain extent. Although no general procedure has been developed 
for weighing the effect of each of these factors on a given reaction for the purpose 
of exactly predicting the reaction rate, certain principles have been developed 
which are useful in a qualitative or semi-quantitative way. 

Order of Reactions — ^The relation existing between the concentration of the 
reactants and the rate of reaction determines the order of a reaction. If the rate 
of reaction is directly proportional to the first power of the concentration of a 
single reactant, the reaction is said to be a first order one. Second order reac- 
tions are those in which the rate of reaction is proportional to the product of 
the concentration of two reacting molecules, while third order reactions are those 
in which the rate of reaction is proportional to the product of the concentrations 
of three reacting molecules. The probability of reactions of an order higher than 
third order is so remote that they are given no further consideration. It should 
be pointed out at this point that it is not possible to predict the order of reac- 
tion by merely writing down the equation for the reaction. The order of reaction 
does not necessarily bear any relation to the ordinary equation used to represent 
the reaction, but it must be determined experimentally. Reaction rates do not 
necessarily fit in with any ''order” as defined above. On the other hand, cer- 
tain reactions do approximate first order reactions even when heterogeneous. 

First order reactions ordinarily involve a single reactant molecule A, which 
decomposes into products as follows: 


A-^B-f-C + D 


If 71 a = moles of A per unit mass of reacting system, t = time, and is a 
constant (reaction velocity constant) a first order reaction can be expressed by 
the equation 


which on integration gives 


—driA 

dt 


— kriA 


j uao 
In — ' 
riA 


Jci 


where tiao = moles of A present in a unit mass of system when i = 0. 

Analogous equations for second and third order reactions may be formu* 
lated.^ 2 , 13, 14 jj^ q£ homogeneous gaseous reactions carried out undei 

conditions such that the ideal gas laws apply, such equations show that the ratea 


York^ 93 ?°^®^ 399 ^ 43 ^*’ Chemistry.’’ The Macmillan Company, New 

Daniels, F. "Outlines of Theoretical Chemistry.” McGraw- 
-book Company, Inc,, New York. 

A M Watson on "Chemical Kinetics” in Monograph published by 

A. i, L/h. E. on "Teaching of Chemical Engineering.” New York. 1940. ^ 



100 


INDUSTRIAL CHEMISTRY 


t)f second order reactions are directly proportional to pressure while third order 
reactions are proportional to the square of the pressure. Under the same con- 
ditions first order reactions are independent of pressure. 

The majority of industrial organic processes are so complicated by the 
existence of side reactions, existence of more than one phase, consecutive reac- 
tions, reversible reactions, and complex compositions of the original reactants 
that they do not behave as first, second, or third order reactions. Hence, no wide 
use of mathematical formulations for predicting reaction rates has been made. 
Such equations that have been developed are empirical in origin and in general 
prove to be merely approximations applicable only over limited ranges of condi- 
tions. Complex systems, however, sometimes may be handled satisfactorily by 
methods of approximations analogous to those found satisfactory for simple 
cases.^^* Even in cases where mathematical expression proves inadequate some 
information of a semi-quantitative nature can be predicted from the kinetics 
of similar reactions. 

Effect of Temperature on Rate of Reaction — ^It is well known that tem- 
perature has a marked effect on the rate of reaction. For some time the state- 
ment that the rate of reaction is doubled by increasing the temperature 10 or 
16® C. has been known to be inaccurate. In some cases it takes 50° C. or more to 
double the speed of a reaction. The most satisfactory mathematical relationship 
expressing the temperature effect on reaction velocity for a homogeneous system 
is the empirical equation developed by Arrhenius: 


d{ln h) _ E 
dT “ 


which on integration gives: 


lnk = ^ + C 


where E = “energy of activation” per mol 

h = reaction velocity constant at temperature T 
R = the gas law constant 
T = the absolute temperature 
and C = a constant of integration. 


In order to carry out the integration it was necessarj'' to assume E to be con- 
stant. Since this assumption only holds for a limited temperature range, use of 
the Arrhenius equation should be restricted to temperatures in the neighborhood 
of those for which the values of E are knovm. From th^ integrated equation 
above it is evident that the limiting value of the reaction velocity constant, k, is 
determined by the value of C. This means that under conditions such that the 
E . 

quantity is very small as compared to C, the rate of reaction is practically 

independent of temperature changes, which is in direct contradiction to the usual 
effect of temperature on reaction rate. These remarks should be sufficient to 
emphasize the necessity of making certain that the Arrhenius equation holds for 
the conditions under consideration before using it to predict the effect of tempera- 
ture on reaction rate. 


Kassel, L. S., ^‘Kinetics of Homogeneous Gas Reactions.” Reinhold Publishing 
Corp., New York. 1932. 
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For the majority of homogeneous reactions the Arrhenius equation is found to 
be relatively satisfactory over considerable changes of temperature. In our 
present state of knowledge the energy of activation E must be measured experi- 
mentally. Hence, if rate data are available at two different temperatures to 
permit E and C to be evaluated, it is possible to predict the velocity of a homo- 
geneous reaction over the temperature range for which the equation holds. 

The effect of temperature on the reaction rate of a homogeneous reaction 
is readily apparent from the integrated form of the Arrhenius equation. Since 
the reaction velocity constant, k, depends upon the difference between the values 

E E 

of C and — , an increase in the value of T decreases the value of -—which is 
BT RT 


subtracted from (7, and hence the rate of reaction increases because the reaction 
velocity constant, k^ increases in value. 

The marked effect of temperature changes on reaction rates can be used to 
explain one of the difficulties encountered in carrying out exothermic reactions 
under adiabatic conditions. If a large quantity of heat is liberated by the reac- 
tion, the reaction mass will increase in temperature which in turn increases 
the reaction rate. If this continuous building up of the reaction rate is allowed 
to proceed unchecked the reaction will soon reach explosive violence. However, 
the equilibrium conversion decreases, for this type of reaction, with an increase in 
temperature and this tends to act as a safety valve by decreasing the amount 
of heat liberated due to the lower conversion. Hence, all exothermic reactions 
cannot be expected to reach explosive violence if carried out under adiabatic 
conditions, but this explanation should be sufficient to account for the necessity 
of controlling the temperature in many reactions. 

In this discussion of rates of reaction no consideration has been given to the 
effect of reverse reactions, side reactions, successive reactions, temperature 
gradients and the like on the speed of reaction. Many cases of industrial im- 
portance are known in which it is not possible to neglect such effects. Other 
reactions are so complicated that a complete and rigorous analysis would be 
impracticable even though the basic theory were available. However, it should 
be emphasized again that in certain cases satisfactory methods of approxima- 
tion have been developed whereby complex systems may be treated by relatively 
simple methods.^*^* 


Heterogeneous Reactions — Heterogeneous reactions, particularly those in- 
volving catalysts, make up many of the most important industrial reactions of 
the present day. Unfortunately, on the basis of published data at least, it is 
impossible to make generalizations regarding the kinetics of such systems. The 
rates at which such reactions proceed is determined by a number of factors, such 
as type and condition of catalyst if present, rate of diffusion, type of reaction, 
character of reacting molecules, rate of heat transfer, etc., in addition to those 
already mentioned. Correlations based on imit processes have brought out cer- 
tam qualitative factors regarding the reaction rates of such systems but the 
quantitative aspects are lacking. Much work has recently been done on this 
type of reaction, and it is hoped that an early release of such information will 
permit a quantitative treatment in the near future. 


Sherman, J., Ind. and Eng. Chem., ^ 8 , 1026-31 (1936) 
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All of these general principles have been known for some time, but few appli- 
cations to industrial technology were made before the "'unit processes'' empha- 
sized their wide applicability and utility. The limitations of our present knowl- 
edge of equilibria and reaction rates have become manifest and work is being 
carried out to bridge the gaps in our knowledge in this important field. 

Function of the Pilot Plant — ^From a casual reading of the preceding dis- 
cussion on equilibria and reaction rates one might conclude that such studies are 
interesting but of no practical value. Such a conclusion is far from the truth. 
The chemical industry spends millions of dollars annually for research in pilot 
plant equipment to obtain information on reaction rates and equilibrium con- 
ditions, as well as to test various arrangements of experimental equipment. In 
these studies, the fullest use of the available information is made in order to cut 
down the experimental work to a minimum. The principles just discussed are 
used as a basis for deciding what experimental 'work shall be done and in extrapo- 
lating and interpreting the data to get the most information from a minimum of 
experimental work. Though the equilibrium and kinetic considerations are not 
yet quantitative they are definitely not a waste of time as they sen^e as a frame- 
work for correlations which eventually will bring order out of chaos, just as 
similar work did for the imit operations. 


THE ORGANIC UNIT PROCESSES 

Since the unit processes arc based on chemical reactions, unit process equip- 
ment is essentially apparatus in wdiich the chemicals are brought together under 
the proper conditions and allowed to react. In many cases the equipment 
can be quite simple but in others it needs to be very elaborate W’ith very careful 
control of operating conditions provided. For example, some reactions can be 
carried out in open vessels by simply mixing the materials together w’ith very 
little heating or cooling. In other cases high-pressure equipment built of special 
corrosion-resistant materials and controlled by elaborate automatic devices is 
necessa^3^ In this connection it should be pointed out that once the chemicals 
are brought together, the operator has no control over the chemical reactions that 
take place. All that he can do is to control the physical factors affecting the 
reaction so that the optimum yield of the desired product is obtained. Hence, 
the principal concerns of the equipment designer are to select the materials most 
suitable for the apparatus, and to get an arrangement of apparatus which will 
permit the necessary control of the principal factors affecting the reaction, such 
as temperature, pressure, concentration, time of contact, homogeneity of reaction 
mass, presence or absence of light or catalysts, etc. In the following pages a brief 
discussion of a number of organic unit processes is given. Applications of the 
fundamental principles already discussed are pointed out and the types of equip- 
ment used for the various unit processes are illustrated. 

Halogenation — Halogenation may be defined as a process in wliich a halogen 
atom is introduced into an organic compound. Halogenation may occur by (1) 
addition; (2) substitution for an element; or (3) replacement of a group such as 
the hydroxyl or sulfonic acid group. 



Examples: 

Substitution: 
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CS2 CCI4 
s 

Carbon Carbon 

Disulfide Tetrachloride 


Cl 


Cl 


Cl 


CI2 (Fe catalyst) 


C12 


+ 


y 


> 

V > 



Benzene 


Chlorobenzene Cl o-Di chlorobenzene 

p-Di chlorobenzene 


CH2C1 CHCI2 CCI3 



o-Chlorotoluene Cl 


p-Chlorotoluene 


C5H12 C5H11CI + HCl 

Pentane Amyl Chloride • 


Addition: 

HOCl 

H2C==CH2 > CH2OH— CH2CI 

Ethylene Ethylene Chlorhydrin 

Replacement: 

C2H6OH C2H6C1 + H20 

FeClg 

Ethyl Ethyl 

Alcohol Chloride 


(18) 


(18) 


Because of the difficulty of adequately representing many of the organic 
reactions by a simple balanced equation, many of the equations used as illustrations 
la balanced but show only the principal reactants and products 

. ine examples marked with this number were taken, with the author’s ner’ 
^sion from Dr. Alexander Lowy’s chapter on Industrial Organic ChSfs and 
Dye Intermediates published in the Fifth Edition of this Manual 



INDUSTRIAL CHEMISTRY 


104 

Organic halogen compounds are prepared by halogenation reactions on a large 
scale and are widely used industrially. Halogen derivatives are used to a con- 
siderable extent directly as cleaning fluids (CHCl^CCk, CCU) ; plant stimulants 
(CH 2 CI • CH 2 CI) ; refrigerants (CF 2 CI 2 , CH 3 CI) ; moth repellant and deodorant 
(p-C1-CcH4 -C1) ; anesthetics (CHCI 3 ) ; general solvents (GCU) ; etc. The greater 
proportion of these compounds, however, is used as raw materials for a very 
large number of syntheses, e.g., in the preparation of alcohols, phenols, amines, 
alkylene oxides, ethers, d 5 'es, acids, synthetic rubbers, hydrocarbons, alkaryl com- 
pounds, etc}^ The importance of the unit process of halogenation is further 
emphasized by citing the fact that in 1936 the production of halogenated paraffins 
in the United States exceeded the total production of all aromatic compounds, 
including dyestuff's, by more than 110,000,000 pounds. 

Of the halogen derivatives the chlorine compounds are the most important 
because they can be prepared cheaply. This discussion will deal almost exclu- 
sively with chlorine compounds, but it should be remembered that bromine, 
iodine, and fluorine derivatives have some advantages which make their use 
desirable in certain cases. The most important halogenation agents are as fol- 
lows: CI 2 (inth or without catalyst), HCl, HOCl, SO 2 CI 2 COCI 2 , PCIg, Br 2 , and 
I 2 and SbFs. 

Character of Reactions. Halogenation reactions are carried out in both liquid 
and vapor phases. Both thermal and catalytic reactions are employed. In the 
catalytic reactions, the halides of iron, antimony, phosphorus, and sulfur as well 
as actinic light serv^e as important catalysts. In the preparation of halogenated 
aromatic compounds, the catalysts not only speed up the reactions, but also influ- 
ence the point at which the halogen enters the aromatic compound. 

Hass and co-workers have postulated a number of rules regarding the 
chlorination of paraffin hydrocarbons which should be of great value in predict- 
ing yields and rates of reaction in both liquid and vapor phase syntheses employ- 
ing these materials. 

Controlling Homogeneous Chlorinaiions. The reaction of chlorine with vapors 
of a paraffin hydrocarbon is exothermic and so vigorous in a homogeneous sys- 
tem that precautions must be taken to prevent it from reaching explosive vio- 
lence,^^ Hence, numerous procedures have been devised to control the reaction 
rate and to avoid undesirable reactions which result in diminished yields. Such 
methods as the following are used: 

Employing an excess of the hydrocarbon so that only a limited amount 
/ can react per C 3 ^cle. The excess hj^drocarbon is recovered and recycled. 

2. Reacting the materials in the presence of a diluent gas, such as steam, 
nitrogen, or HCl. 

i^> For a discussion of the details of preparation and uses of a large number of 
chlorine derivatives see Chapters 13, 15 and 46. See also the discussion of the unit 
precedes of amination by ammonolysis, hydrolysis, alkylation and condensation. 
tt ^ X Marshall, J. R., Ind. and Eng. Chem., 23, 352 (1931); Hass, 

^^ee, E. T., and Weber, P., Ind. and Eng. Chem., 27, 1190 (1935) ; 28, 333 
Weber, P., Ind. Eng. Chem. Anal. Ed. 7, 231 (1935); Hass, 
H. B., MoBee, E. T., and Hatch, L. F., Ind. and Eng. Chem., 29, 1335 (1937). Sum- 
marized in Groggins, P. H., ^‘Unit Processes in Organic Synthesis,” McGrftW-Hill Book 
Co., Inc., New York, 1938. pp. 165-171. 

See p. 101. 
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3. Reacting the hydrocarbon with a halogen gas that reacts mildly and then 
replacing the combined halogen with chlorine. 

4. Employing a liquid solvent in which the hydrocarbon is soluble. 

5. Carrying out the reaction in successive stages by mixing only part of the 
chlorine with the hydrocarbon and cooling between stages. 

6. '^Hot chlorination” of olefins; at temperatures above 500® C. the chlo- 
rine substitution reaction predominates over the addition reaction.^^ 

7. Use of an excess of chlorine under high pressure.^^* 24 case the 

excess chlorine serves as the diluent gas and helps to keep the reaction 
temperature down. 

8. Employing a molten salt bath in contact with the reagent The tem- 
perature of the bath can be maintained at the desired temperature by 
cooling and salts can be used wliich serve as catalysts for the desired re- 
action. 

A study of the above methods shows that they are really applications of the 
Mass Action Law and the Le Chatelier Principle. For example, the use of a dilu- 
ent gas, a liquid solvent, a molten salt bath, or an excess of hydrocarbon or 
chlorine assists in controlling the reaction temperature by increasing the heat 
capacity of the system and hence prevents large increases in temperature due 
to the exothermic reaction. In addition, the use of an excess of chlorine or hydro- 
carbon tends to increase the degree of completion of the reaction, while the use 
of a diluent decreases the reaction rate not only by making it more difficult 
for the reacting molecules to get together but also because the added heat capacity 
of the diluent tends to keep the temperature of the system down. In the case 
of the liquid solvent and molten salt bath, the inert material serves both as a 
diluent and as a medium for removing the heat of reaction. 

Chlorination of Aliphatic Compounds. Because of the variety of products 
made by chlorinating aliphatic compounds, it is difficult to generalize on the con- 
ditions for chlorination of these materials. Reactions are carried out using both 
batch or continuous processes and reacting the materials in either liquid or vapor 
phase. The temperatures usually employed in liquid phase reactions range from 
about 30 to 200° C., and in vapor phase reactions from 200 to 500° C. Atmos- 
pheric or moderate pressures are commonly used but recent work indicates that 
high pressures may be desirable in certain cases.^^ The chlorination of aliphatic 
compounds other than hydrocarbons usually takes place at temperatures lower 
than are necessary for the paraffins. 

The chlorination of aromatic compounds is generally carried out in the liquid 
phase, though the more volatile compounds are sometimes chlorinated in the 
vapor phase. Since chlorine may enter either the side chain or the ring, condi- 
tions must be properly selected in order to obtain the maximum yield of the 
desired compounds. In general, hot chlorination in the absence of a catalyst 

H. P. A., and Hearne, G., Ind. and Eng, Chem., 31, 1530-7 (1939) 

T., Hass, H. B., and Pierson, E., Ind. and Eng. Chem., 33, 181-5 

(1941)^^^^^' T., Hass, H. B., and Pianfetti, J. A., Ind. and Eng. Chem., 33, 185-88 

ciaUy^palifg 



106 


INDUSTRIAL CHEMISTRY 


favors introduction of chlorine in the side chain, vdiile chlorination at a lower 
temperature in the presence of a catalyst, such as iron, favors the replacement 
of nuclear hydrogen.^^" In certain halogenations, because of the orienting influ- 
ence of groups already present, it is necessarj^ to employ two or more chlorina- 
tion methods to get the desired chlorine compoimd. In the chlorination of 
aromatic materials which are normally solids at ordinar>’ temperatures it is 
frequently necessar}’ to employ solvents. Inert solvents, or solvents such as ben- 
zene and nitrobenzene, which ordinarily react readily with chlorine, can be used 
in cases where chlorine reacts much more readily with the solute than with the 
solvent. 

Apparatus for Chlorination. The conditions for carrying out halogenations 
vary so widely that no general rules for the design and constniction of equipment 
can be formulated. For example, chlorinations are carried out in jacketed ves- 
sels, in packed towers, in molten salt baths, and in tubular equipment. Both 
continuous and batch processes are used. Due to the corrosive action of the 
reagents and the acids formed by the reactions, the materials of construction 
must be careful!}' selected. With non-aqueous media, the usual materials are iron, 
alloys, copper, or lead though vitreous silica,-' glass or glass-lined equipment 
may be utilized. Tantalum seems to be the best material for use when both H 2 O 
and HCl are present, but because of cost its use is limited. Lead-lined steel re- 
actors are used where aqueous HCI ma}' be present and lead coils are used for 
temperature control. 

In addition to corrosion resistance, chlorination equipment should have the 
following features: (1) Pro\ision must be made for dissipating the heat of reac- 
tion. In liquid phase reactions carried out in autoclaves, this is usually accom- 
plished by circulating a cooling medium through the jacket of the clilorinator, or 
through coils suspended in the reaction vessel. (2) Agitation must be pro\nded 
for heterogeneous s 3 ’steras. This may be accomplished by outside circulation 
^nth a pump or by pro\'iding a mechanical stirrer in the reaction mass. (3) Pro- 
vision must be made for getting the reacting materials into the clilorinator and 
for remonng the products of the reaction. (4) Careful control of the concen- 
trations must be pro\dded in order to prevent undesirable side reactions and 
explosions. (5) Sight glasses should be proidded for obser\’’ation of the reaction 
and to detect the escape of unreacted chlorine. In case the reaction is photo- 
catalytic, prolusion should be made for exposing the reaction mass to light. A 
variety of methods have been developed for commercial chlorinations embod\ung 
these features.^® 

Hydrolysis (including alkali fusion) — Hydrolysis may be defined as a proc- 
ess in which a double decomposition reaction is carried out with water as one 
of the reactants. In this discussion the meaning of the terra has been extended 
to cover also the alkali fusion reactions which are very similar to hydrolysis 
reactions. This process is used principally for the conversion of — to — OH; 

^®See Example 3, Chlorination of Toluene, p. 103. 

;! Ind. and Eng. Chem., 83, 143-14S (1941). 

TT-n Groggms, P. H., *‘Unit Processes in Organic Synthesis,'* 2nd. ed., McGraw- 
Hill Book Co., Inc., New York, 1938. Especially pp. 174-231. 
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ester to alcohol and acid or alcohol and soap; — CN to — CONH2 to — COOH; 
— OSO 2 H to —OH; and for cleavage of C— C linkages in large molecules, such as 
those of proteins and carbohydrates. 


Examples: 


CH20H-CH2G1 - 

Ethylene Chlorhydrin 


H 2 O 


GHsOH-CHiOH 

Ethylene Glycol 


(G6Hio06)x + XH2O 
Starch 

CitHsbGOO— GH2 


HC! 


CijHssGOO— GH + 3H2O - 

I 

C17H35GOO— GH2 

(Stearin) 

GsHuGl - 

Amyl Chloride 

CH 3 — GH 2 OSO 3 H + H 2 O - 

Ethyl Sulfuric Acid 


H 2 O 


Twitchell 


Reagent 


H 2 O 


-> XC 6 H 12 O 6 
Glucose 


SGnHasGOOH + G3H6(OH)3 
Stearic Acid Glycerol 


NaOH 


GjHiiOH 
Amyl Alcohol 

-> GH3— GH2OH + H2SO4 

Ethyl Alcohol 


/X/\ 


|S 03 Na NaOH (alkali 


/"V\ 


Sodium Naphthalene-2 Sulfonate 


fusion) 


lONa 


\/\/ 

Sodium ^‘Naphtholate 


/\ 


iGl 


H 2 O 


/\. 


Chlorobenzene 


Catalyst 


lOH 


Phenol 


Uses oj Hydrolysis. Hydrolj^sis reactions are widely employed for splitting 
fats and oils to form glycerol and fatty acids or soaps.-®^ All carbohydrates, 
including sugars, cellulose, starch, and other polysaccharides can be hydrolyzed. 
The hydrolysis of starch is the basis of a large industry Corn sirup for con- 
fectionery trade or table use and corn sugar (glucose) are the principal products 
from the hydrolysis of corn starch. In Europe the hydrolysis of wood cellulose 
to glucose is being carried out on an industrial scale Two processes have been 
reported, one employing dilute sulfuric acid (0.2 to 0.1% by weight) and the 
other fuming hydrochloric acid as the hydrolysis reagent. The hydrolysis of 
organic halides and alkyl esters of sulfuric acid (prepared from unsaturated 
hydrocarbons and sulfuric acid) are widely used methods for the preparation of 
alcohols and phenols such as amyl alcohol, ethyl alcohol, ethylene glycol, iso- 

The preparation of soaps from fats or oils with an alkali solution is usually 
called ^‘saponification.” 

For details of preparation and uses sec Chapters 32 and 42. 

See Chapter 36. 

32Bergius, F., Ind. and Eng. Chem., 29 , 247-53 (1937). 
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propyl alcohol, and phenol. The latter material is in great demand for use in 
plastics 

Conditions for Hydrolysis. In practically all cases of industrial importance 
hydrolysis reactions are carried out in the presence of either acids or bases as 
catalysts. Dilute hydrochloric acid and sulfuric acid are the most commonly used 
acids and caustic soda, sodium carbonate, and sodium bicarbonate are the most 
common alkalies used. Enzjmies are used as catalysts for hydrol 3 ^sis reactions in 
the brewing industry. 

Most hydrolysis reactions are carried out in the liquid phase and the tem- 
peratures are usually in the range of 80 to 220° C. The pressures used vary from 
one to 200 atmospheres. Though the use of a high temperature may affect the 
equilibrium point adversely, in commercial practice the highest temperature 
practicable is employed in order to complete the reaction in the minimum time. 
Several methods of increasing the rate of hydrolysis are worthy of mention. Since 
many of the organic compoimds which are h 3 ^drolyzed are insoluble in water, 
efficient agitation, by means of an agitator or recirculation by means of a pump, 
in conjunction with an emulsifying agent markedly increases the rate of hj^drolysis. 
Other methods include pressure percolation followed by immediate cooling (wood 
hydrolysis), carrying out the reaction in successive stages with removal of part 
of the products between stages (soap making) , and recirculation of an equilibrium 
mixture of by-products to prevent further formation of these materials (recir- 
culation of diphenyl oxide in the preparation of phenol). Though increasing the 
concentration of hydrolyzing reagent tends to increase the rate of reaction, in 
several cases it has been found that such high concentrations result in unde- 
sirable by-products and are therefore avoided in these instances. 

Vapor-phase hydrolj'sis reactions and alkali fusions are carried out at tem- 
peratures ranging from 300 to 500 C. Only a few vapor phase hydrolytic 
reactions are used commercial!}’’, wdiile alkali fusion is limited essentially to the 
replacement of — SOsH by OH. 

Hydrolysis Eqidpjneni. In the matter of equipment design, alkaline processes 
in general have the great advantage over acidic processes since they can usually 
be carried out in steel or iron reaction vessels. Such vessels are simple in design, 
usually requiring only some method for heating and agitating the reaction mass. 
Even the severe conditions of caustic fusion do not seem to greatly shorten the 
life of cast iron pots in which they are carried out. Both batch and continuous 
processes are used. 

Acid processes, on the other hand, present a difficult problem in equipment 
design. Duriron or lead-lined equipment is necessary for processes in 'which 
sulfuric acid is used. In addition to the lead-lining, acid-resisting brick or Pyrex 
glass brick can be employed for additional protection. With hydrochloric acid, 
corrosion is even more severe unless the reaction is carried out with dilute acid 
(less than 1% HCl by weight) and at low temperatures, in which cases bronze 
and copper suffice. For higher concentrations, especially at higher temperatures, 
stoneware, or iron, lined with an acid-resisting tile joined with a special cement, 
is necessary. Rubber-lined iron is used to some extent and tantalum is finding 
favor in continuous large-scale processes where HCl is used as the catalyst. 

®^See Chapter 31. 
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Esterification — The process of preparing an ester is called '^esterification/' 
Esters of organic acids can be represented by the general type formula RCOOR', 
when R and U' represent hydrocarbon or substituted hydrocarbon radicals. 
Esters of inorganic acids can be represented by the formula ROA', where R 
represents a hydrocarbon or substituted hydrocarbon radical and — OA' repre- 
sents an inorganic acid radical (such as — ONO2, — OSO3H, etc.). A variety of 
reagents can be used for the preparation of esters but the usual reagents are 
alcohols or phenols with acids or their anhydrides in the presence of dehydrating 
agents (HCl, H2SO4, etc.). 


Examples : 

CH3COOH + C4H9OH - 

Acetic Acid Butyl Alcohol 




.0 


0 + 2CjHbOH 

Ethyl Alcohol 

Phthalic Anhydride 


OH 

/\ 


iCOOH 


V 

Salicylic Acid 


+ CH3OH 

Methanol 


CH3COOC4H9 + H2O 

Butyl Acetate 

^ ^ -C^OCaH 6 


^0 4- 2 H 2 O 

C^OCsHb 


Diethyl Phthalato 


-C^OCHa 


Methyl Salicylate 


+ H20 


(18) 


CH2=CH2 + HiSOi ^ CHa— CH4OSO3H 


Ethylene 


Ethyl Sulfuric Acid 

CHj— OH 

1 

CH— OH 

1 

+ 3 HONO 2 — 

CH 2 — ONO 2 

1 

— > CH— ONO 2 + 3 H 2 O 

CH 2 — OH 


1 

CH 2 — ONO 2 

Glycerol 

CH2=C0 + CzHbOH — 

Glycerol 

Trinitrate 

(Nitroglycerin) 

— > CH 3 COOC 2 H 5 

Ketene 

Ethyl Alcohol 

Ethyl Acetate 


(CeHioOB)^ + 32/(CH3C0)20 [C6H,02(CH3C00)3]v + By CH 3 COOH 

Cellulose Acetic Anhydride Cellulose Acetate Acetic Acid 


Esters have several important properties which make them of great value 
as industrial chemicals. Large quantities of acetates, such as butyl acetate, ethyl 
acetate, amyl acetate, are used as solvents, especially in the lacquer industry 
Because of their pleasant odor and taste quite a large number of esters find use in 
perfumes, flavors, and perfumed soaps. Several of the esters have valuable plasti- 
cizing properties, e.g., dibutyl phthalate and diethyl phthalate.^s Esters of nitric 

f See Chapter 30 . 

See Chapter 31 . 
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acid, such as glycerol trinitrate, glycol dinitrate, and cellulose nitrate, have valu- 
able explosive properties Cellulose nitrate (called nitrocellulose) and cellulose 
acetate are valuable as plastics, while the latter is also used in large quantities 
as synthetic fabrics,^" 

The operating conditions for industrial esterification reactions are mild in 
comparison with most of the other unit processes. The temperatures range from 
about 10 to 200° C. Atmospheric pressure or slightl}'” above is commonly used. 
Though an increased temperature speeds up esterification, the use of this method 
for the volatile esters makes it necessary to use pressure vessels. Fortunately, 
by the use of catalysts, esterification reactions can be carried out in a reasonable 
time at relatively low temperatures, and tliis is the method employed industrially. 
Sulfuric acid and hydrochloric acid are the most common catalysts used. Esterifi- 
cation reactions are reversible and the equilibrium conditions are such that a 
considerable proportion of the original reactants are present when equilibrium is 
established. Hence, it is usually necessarj^ to employ some method to increase 
the degree of completion of the desired reaction. The following methods have 
been used successfully: continuous removal by distillation of water or ester as it 
is formed in the reaction; passing a gas slowly through the reaction mass to 
remove H 2 O; addition of liquids, such as benzene, ethylene chloride, and carbon 
tetrachloride to assist in bringing over the water in a constant-boiling mixture. 

Equipment for Esterification. The simple esters are prepared in standard 
distillation apparatus, the ester being formed either in the still body or in the 
fractionating column itself. Copper apparatus is generally used for this type of 
esterification. Both batch and continuous processes are employed. Illustrations 
of esterification equipment may be found in other chapters of this book.®®- 
Nitration — ^Nitration is the process by which the union of the — ^NOa group 
directly to a carbon atom is effected. In organic nitro compounds the nitrogen 
in the — ^NOa group is united directly to a carbon atom. In organic nitrates 
the nitrogen of the — NO 2 group is united to a carbon by means of an interme- 
diate ox 3 "gen atom. The organic nitrates are really esters of nitric acid and 
they are discussed under the unit process of esterification.^® 

In most cases nitration is carried out b\^ the use of mixed acids; for example, 
HNO3 admixed with a dehydrating agent, such as oleum, sulfuric acid, acetic 
anhydride, or acetic acid. Other nitrating agents are HNO3 alone, NaNOa + 
H2SO4, N2O4, nitrosulfonic acid (HSO3NO2) and organic nitrates, such as 
acetyl and benzoyl nitrate. 

See Chapter 32. 

See Chapters 38, 32 and 31. 

See Chapter 2 for illustrations of distillation apparatus. 

See Chapters 38, 32 and 30. 

40 See p. 109. 
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Examples: 


NO2 


NO2 



H0N02^ 


HON02 



H2S04 

^ J 

H2S04 







SNOi 


Benzene 


Nitrobenzene m-Dinitrobeniene 


NHC0CH3 

/\ 


V. 

Acetanilide 


OH 

/\ 


Phenol 


/V^ 


Naphthalene 


HONO2 


NHCOCH3 

/\ 


H2SO4 

3°to5°C. 


dil. HONO2 


NO2 

p-Nitro acetanilide 

OH 

r"^\-N02 


OH 


+ 


0-NitrophenoI 


NO2 

p-Nitrophenol 


H0N02-I-H2S04 


NO2 


a'Nitronaphthalene 


(18) 


(18) 


(18) 


C3H8 HONO2 j 

Propane Vapor Phase 


1 nitropropane, 2 nitropropane, 
nitromethane, nitroethane. 


Uses of Nitro Compounds, The nitro compounds prepared by nitration reac- 
tions are used principally as intermediates for organic syntheses, dye manufac- 
ture, and for explosives. Nitrobenzene, dinitrobenzene, nitronaphthalene, dinit ro- 
chlorobenzene, p-nitrotoluene-o-sulfonic acid, and m-nitro-p-toluidine are some 
of the important nitro compounds. 

Nitration of an aromatic compound is usually a liquid phase reaction in 
which a mixture of nitric acid and sulfuric acid is the nitrating agent. The 
concentration of both the nitric acid and sulfuric acid, as well as the proportion 
of mixed acid to compound being nitrated, are important variables to consider 
when nitration conditions are chosen. Since the nitration reaction is highly 
exothermic, some method of controlling the temperature must be provided to 
prevent the formation of undesirable oxidation products and to keep the reaction 
from reaching explosive violence. Nitration temperatures range from 0 to 
about 90° C., with temperatures in the neighborhood of 40 to 50° C. being com- 
Daonly used. Nitrators usually have internal cooling coils to remove the heat of 
reaction and keep the temperature at the desired level. Agitation is also pro- 
vided to avoid local super-heating, to prevent the formation of more highly 
lutrated products, and to increase the speed of the reaction. 



THE ORGANIC UNIT PROCESSES 113 

aromatic amines. Amination by reduction mil be discussed in this section and 
animation by ammonolysis in the next section.^^ 

The discussion of amination by reduction is limited to the reduction of nitro 
compounds. Many reducing agents axe resorted to under variable conditions. 
The following are used industrially; Fe and HCl; tin and zinc with acids, or 
alkali or metal sulfides, such as Na 2 S and (NH4)2S, in solution or suspension; 
gaseous hydrogen or CO; FeS04; Na2S204; and Fe or Zn in alkaline solution. 

Examples: 


NO2 NH2 



Nitrobenzene Aniline 


NO2 NH2 



.71-Dinitrobenzene m-Nitroaniline 


0 0 



0 0 

1,6 Dinitroantbra quin one 1,5 Diaminoanthraquinone 


Aromatic amines are used principally for the preparation of synthetic organic 
chemicals and dye intermediates'*^ but they also find some use as solvents, 
emulsifying agents, insecticides, rubber accelerators, antiseptics, and medicinals. 

Conditions for Reduction. In technical aminations nascent hydrogen is com- 
monly produced from the reaction of finely divided iron with dilute hydrochloric 
acid. The reactions are carried out at the boiling point of the solution at atmos- 
pheric pressure. The iron not only provides active hydrogen by reacting with 
the acid present but also furnishes the metal adsorption surface for the reaction. 
It also enters into the reaction by regeneration of ferrous chloride (catalyst) and 
acts as an oxygen carrier. Hence, it is necessary to use a finely divided iron and 

^®See p, 114. 

Chapter 28. 
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Nitration of Thougli long thought to be impossible, methods of 

nitrating paraffin hydfocarbons with nitric acid at high temperatures have been 
discovered and already commercial developments are under way.^^ The nitro- 
paraffins are excellent solvents for many of the synthetic resins such as cellulose 
acetate, cellulose nitr^^te, and vinylite^^ In addition, they are quite reactive 
chemically and may sOon become important as intermediates in the preparation 
of chemicals. In contrast to the low temperatures and high acid concentrations 
used for the preparation of aromatic nltro compounds, nitrations of paraffin 
hydrocarbons are carried out at higher temperatures (130 to 140° C.) with rela- 
tively dilute acids. Vapor phase nitrations are performed at much higher tem- 
peratures (390 to 450° C.). An 



Fig. 1. Cast Iron Nitrator. 


excess of hydrocarbon is employed 
to prevent explosions, and the reac- 
tions arc performed in stainless 
steel tubular apparatus. 

Although continuous nitration 
apparah/s has been developed, 
batch processes are used in most 
cases. Fig. 1 shows a jacketed c}’- 
lindrical type of nitrator equipped 
with internal acid-resisting iron 
cooling tubes and a marine type 
propeller for agitation. The cooling 
tubes are of the closed end type and 
are designed for close temperature 
control by circulating brine or cold 
water. The propeller operates in a 
draft tube, nntli vanes arranged to 
counteract swirl, and provides posi- 

bottom of the nitrator slopes to a 
sump to permit complete discharge 


through the blow pipe. The outside 


cooling jacket is of welded steel construction. Connections for installing tem- 


perature indicating devices are provided so that the operator can keep a close 
check on the tempera Uite of the reaction mass at all times. 

Amination by Raduction — Amin a ti on is a process in which an amine is 


formed by the production of tbp linkage — C — NHa. Two methods of amination 

are commonly used: namely, Amination by reduction, and amination by am- 
monolysis. Amination by reduction of nitro compounds is the usual method 
employed in the industrial prep oration of aromatic amines, -while ammonolysis 
is commonly used for the prept ration of aliphatic amines and can be used for 

McCleary^, R. F., and Degerii E. F., Ind. and Eng. Chem., 80, 64 (1938) ; Hass, 
H. B., and Hoi^ge, U. S. 1,969,667 (1934); U. S. 2,071,122 (1937); Hass, H. B., and 
Batterson, J. A., Ind, and Eng. CJ^em., SO, 67 (1938). Gabriel, C. L., Ind. and Eng. 
Chem., SS, 887-92 (1940). 

^2 See Chapter 30. 
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aromatic amines. Amination by reduction will be discussed in this section and 
amination by ammonolysis in the next section.^® 

The discussion of amination by reduction is limited to the reduction of nitro 
compounds. Many reducing agents are resorted to cmder variable conditions. 
The following are used industrially: Ee and HCl; tin and zinc with acids, or 
allrnli or metal sulfides, such as NaaS and (NH4)2S, in solution or suspension; 
gaseous hydrogen or CO; EeSOi; NaaSaOr; and Fe or Zn in alkaUne solution. 

Examples: 


NO2 NHa 



Nitrobenzene Aniline 


NO2 NH2 



m-Dinitrobenzene m-Nitroaniline 


0 0 



0 0 

1,6 Dinitroanthraquinone 1,6 Diaminoanthraquinone 


Aromatic amines are used principally for the preparation of synthetic organic 
chemicals and dye intermediates^^ but they also find some use as solvents, 
emulsifying agents, insecticides, rubber accelerators, antiseptics, and medicinals. 

Conditions for Reduction, In technical aminations nascent hydrogen is com- 
monly produced from the reaction of finely divided iron with dilute hydrochloric 
acid. The reactions are carried out at the boiling point of the solution at atmos- 
pheric pressure. The iron not only provides active hydrogen by reacting with 
the acid present but also furnishes the metal adsorption surface for the reaction. 
It also enters into the reaction by regeneration of ferrous chloride (catalyst) and 
as an oxygen carrier. Hence, it is necessary to use a finely divided iron and 

^^See p. 114. 

^^See Chapter 28. 
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to keep it thorougliJy mixed with the rest of the reaction mass. This requires 
the use of efficient, sturdy agitators. Sleeve and propeller or double-impeller 
type agitators have been found satisfactory for this purpose. As the reaction 
is distinctly exothermic, the heat of reaction is sufficient to maintain the material 
at the reaction temperature as long as iron is being added. Most reducers are 
steam jacketed, however, in order to permit the charge to be heated initiallj’', and 
to supply the necessar}’' heat to complete the reaction after all of the iron has been 

added. This procedure results in 
considerable saving in overall time 
required for the reaction. 

Equi'pment for Reduction, Fig- 
ure 2 shows a 1600-gallon cast iron 
jacketed reducer. The cast iron 
jacket is integral with the side vail 
and covers the lover part of the 
body. This jacketing permits very 
uniform heating of the areas adjacent 
to the reactants and prevents dilu- 
tion due to the introduction of live 
steam into the reducer when heating 
is necessary. This reducer is 
equipped with cast iron liner plates 
to protect the body against abrasive 
action of the iron borings in the 
reducer charge. These removable 
liners may be taken out and replaced 
through the door on the side. The 
charge and sludge can be removed 
from the reducer by a quick-acting 
valve faced with a wooden plug. A 
plow type of rabble is used in the 
above reducer. This type of rabble 
IS necessarj^ to lift the heavy iron 
borings from the bottom of the re- 
ducer to give a homogeneous reaction mass. A simple form of lifting de\ace is 
also provided which permits raising the rabble out of the sludge in an emergency 
or for cleanmg. 

Amination by Ammonolysis — Amination by ammonolysis refers to those 
reactions wherein an amino compmmd is formed as a result of the action of 
ammonia. This process is utilized mainly for the substitution of the — Cl, — OH, 
and — SOjH groups by the — NH 2 group, but some reactions involving simple 
addition and the replacement of oxygen are also of industrial importance: 
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Examples: 


Cu Catalyst 


Chlorobenzene 


CH2C1-CH2C1 

Ethylene Dichloride 


CH3CHO - 

Acetaldehyde 


iSOaNa 


CH2NH2-CH2NH2 

” Ethylene Diamine 

''nH2CH2-CH2\ 


NH2CH2-CH2/ 

Diethylenetriamine 

H 

I 

> CHy-G— OH 

i 

NH2 

Aldehyde Ammonia 

0 


II 

/S 


Sodium Anthraquinone-2-SulfonBte 2-Aininoanthraquinone 

CH20H-CH2NH2 

Ethanolamine 

NH, X CH2OHCH2V 

H2C CH2 ^ ^ 

\ CH2OHCH2/ 

Ethylene Oxide \ Diethanolamine 

CH20HCH2\ 

CH20HCH24N 

CH20HCH2/ 

Triethanolamine 

Conditions for Ammonolysis. Though the great majority of aminations are 
carried out in the liquid phase using aqueous ammonia, anhydrous ammonia can 
be used, and the ammonolysis of alcohols, oxides, and aldehydes may often be 
carried out most advantageously in the vapor phase. Ammonolysis reactions 
are usually carried out at temperatures ranging from about 165 to 210® C. With 
the solutions ordinarily used this requires pressures of 500 to 950 lb. per square 
inch, but in some cases pressures as high as 3,000 pounds per square inch are 
employed.'^^ If the compound being aminated is insoluble in aqueous ammonia, 

See Chapter 4 for a discussion of high pressure equipment. 
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it is necessary to provide efficient agitation to create a homogeneous reaction 
mass. In agreement with Le Chatelier's principle, the use of a high ratio of 
concentrated ammonia to compound being aminated promotes ammonolysis. 
Because of the high vapor pressure of ammonia at the amination temperatures 
commonly used, it is necessary to limit the free space above the solution. (See 
Figure 3.) If this is not done, enough ammonia will enter this vapor space to 
materially reduce the concentration of ammonia in the liquid, thereby decreasing 
the rate of reaction. Copper and copper salts are particularly effective as cata- 
lysts for ammonolysis reactions. 

Apparatus for Ammonolysis, Since ammonolysis reactions are carried out at 
elevated temperatures and pressures, either high pressure autoclaves or tubular 



Fig. 3. Horizontal High Pressure Autoclave. (Courtesy Blaw-Knox Co.) 


reaction equipment must be used. Autoclaves are used for batch processes and 
tubular equipment for continuous processes. Jacketed, steam-heated vessels are 
used up to temperatures of about 190° C. When liigher temperatures are neces- 
sary oil or hot water under pressure is the customarj'' heating fluid. It is usually 
necessary to provide for mechanical agitation if autoclaves are used for the reac- 
tion. Horizontal vessels, provided with a number of rotating splash arms, are 
preferred in the anunonolysis of compounds difficult to wet out and which are 
converted only at high temperatures. Figure 3 shows a 650-gallon autoclave of 
this type built for a working pressure of 1000 pounds per square inch. Figure 4 
is a cross sectional drawing of a vertical high pressure autoclave. This auto- 
clave is fitted with a turbine type agitator and is jacketed to permit the reaction 
mass to be heated, 

Diazotization and Coupling — ^Diazotization is the process by which a diazo 
or diazonium compound is prepared. Diazotization involves the reaction be- 
tween a primary aromatic amine and nitrous acid. Both diazo and diazonium 
compounds ipiay be formed simultaneously. Diazo compounds have the struc- 
ture R — .N=N — ^X, while diazonium compounds have the structure 

X 

L . . 

R — N=N. Coupling is the process by which a diazo- or diazonium compound 
is united with coupling compounds such as aromatic amines and phenols. The 
two unit processes are discussed together because of their similarity. Diazotiza- 
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tion is usually an intermediate step in the preparation of azo dyes in which 
coupling is the final step, and because of their instability the diazonium or 



Fig. 4. Vertical High Pressure Autoclave. (Courtesy Blaw-Knox Co.) 

diazo compounds are usually not separated as such from the solution in which 
they are prepared. Diazotization can be employed for the preparation of 
organic compounds not readily prepared by other means. 
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Example of diazotization reaction: 

NHj 



Aniline 


+ NaONO + HCl —4 

Sodium 

Nitrite 



Benzene Diazonium Chloride 


Example of coupling reaction: 


NHs 



Benzene Diazonium ce-Naphthylamine Benzeneazo-4-Naphthylamiae 

Chloride 

Conditions for Diazotization,'^^ Technical diazotizations are usually carried 
out under mild conditions in aqueous acid solutions in which amines are soluble. 
AVith the usual concentrations employed, the reactions are so rapid, even at low 
temperatures, that most diazotizations are completed in from 5 to 60 minutes. 
Low temperatures, between 0 and 20° C., are used to avoid undesirable reactions 
of the diazonium salts. Because of the mild reaction conditions, the speed of the 
reaction, and the quantities of material made, the equipment used for technical 
diazotizations is relatively simple. The reaction vessels usually consist of tubs 
or tanks provided with agitation. The materials of construction used must not 
reduce the diazo compounds and must withstand the dilute acids used. Wooden 
tubs, tile-lined iron tanks, stoneware, rubber, enamel-lined iron, and lead are suit- 
able materials. Lead is ordinarily the only metal used in direct contact with 
diazonium salts, but some diazotizations are carried out in concentrated sulfuric 
acid solutions in iron reaction vessels. 

Coupling represents the last step in the preparation of azo dyes from diazo- 
nium salts. Coupling reactions may be used to form solid dyes, or for the forma- 
tion of the d 5 ^e directly on the cloth. The reaction conditions are similar to those 
of diazotization with respect to temperature, time, and concentrations as well as 
types of equipment. 

The azo dyes formed by diazotization and coupling are used not only to 
color textiles but also a wide variety of other materials such as inks, paints, 
gasoline, and solvents.**® 

Oxidation — Oxidation may be defined as the process whereby oxygen is 
introduced into, or hydrogen removed from an organic compound by means of 
an oxidizing agent. The following oxidizing agents are used: Air, O 2 , KMnO^. 
K2Cr207 + Acid, KClOs, NaOCI, Pb02, H2O2, HNO3, Ferric salts, etc. 

See Chapter 28. See Chapter 29. 

See Chapters 28 and 29. 
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CH3OH 

Methanol 


Air+Cu Catalyst 


-5- HCHO 


Formaldehyde 


/\/\ 

\A/ 

Naphthalene 


Air+YiOs Catalyst 


/Vc^o 
\^c^o 

Phthalio Anhydride 


CH3CH0 — — > CH3C00H 

Acetaldehyde ^ Acetic Acid 


NHa 

/\ 


\/ 

Aniline 


CH3 

/\ 


Toluene 


0 


KzCrzO? 

H2SOr 


Air 



0 


Quinone 

CHO COOH 







1 

+ 



V 


v 


Benzaldehyde Benzoic Acid 


(18) 

(18) 


(18) 


Oxidation reactions constitute one of the most powerful means of syn- 
thesizing organic chemicals. Complete oxidation, however, results in the forma- 
tion of carbon dioxide and water, which usually are less valuable than the 
original substances. Complete oxidation is likely to occur unless the proper 
precautions are observed, but if the reaction can be controlled so that only 
partial oxidations occurs, valuable chemicals are frequently obtained. Formalde- 
hyde,^® acetic acid, phthalic anhydride, camphor, vanillin, benzaldehyde, 
benzoic acid, alizarin, anthraquinone,^^ and indigo are a few of the many 
important compounds prepared by oxidation reactions. 

There is a marked difference in the behavior of aromatic and aliphatic hydro- 
carbons with regard to oxidation. Aromatic hydrocarbons are fairly resistant to 
oxidation and, in general, the reactions are carried out at elevated temperatures 
employing an active catalyst and an excess of oxidizing agent. There seem to be 
points of resistance where it is relatively simple to stop the oxidation at an inter- 
mediate stage. Naphthalene to phthalic anhydride is an example. See example 
2. Aliphatic hydrocarbons, on the other hand, are easily oxidized and there 
are apparently no real points of resistance to oxidation in these compounds. This 
makes it necessary to control the temperature carefully and use only limited 
amounts of oxidizing agent when these materials are oxidized. Even then there 


See Chapter 30. si gee Chapter 28, 

See Chapter 31 
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is a marked tendency to form complex mixtures which are difficult to separate 
into pure compounds. 

Control of Partial Oxidation. Oxidation reactions of organic compounds are 
exothermic, and are accompanied by a decrease in free energy. Hence, equilib- 
rium is favorable, and usually it is necessary to take steps to limit the extent of 
the reaction rather than force it to completion. No matter how favorable the 
equilibrium may be, suitable reaction rates must be obtained before useful proc- 
esses are possible. The methods that have been used to pro^ide these favorable 
rates and for limiting the extent of oxidation have resulted in the great variety of 
organic oxidation reactions now in use. 

Conditions for Oxidation. Both liquid-phase and vapor-phase oxidation meth- 
ods are successfully utilized. Liquid-phase reactions are employed in cases 
where high molecular weight, complex, thermally unstable substances are dealt 
with, and where the oxidizing agent is relatively nonvolatile. The preparation 
of vanillin, camphor, quinone, alizarin, fatty acids from petroleum, and acetic 
acid are examples. This type of reaction is conducted at low or moderate tem- 
peratures, and the extent of oxidation may be readily controlled by (1) limiting 
the time of contact with oxidizing agent; (2) controlling the temperature; (3) 
limiting the amount of oxidizing agent; and (4) varjdng the type of oxidizing 
agent used. 

Vapor-phase oxidation may be applied to materials readily vaporized which 
do not decompose at the elevated temperatures employed. The preparation of 
methanol, maleic acid, and phthalic anhydride are examples. The products of 
oxidation must be thermally stable and fairly resistant to further oxidation 
before this type of oxidation can be used. Solid or vapor-phase catalysts can 
be successfully employed to assist in obtaining the desired reaction. The tem- 
peratures are usually high. A short time of contact, low ox>^gen concentrations, 
selective catalysts, and low conversions per pass are necessary to obtain reason- 
able jdelds of the product. 

Since most oxidation reactions are highly exothermic, some means must be 
pro-vuded for removing heat fast enough to prevent the temperature from rising 
to a point where complete oxidation takes place. In liquid-phase reactions the 
temperature can be controlled by the rate of addition of oxidizing agent, by 
removal of heat in the form of latent heat, by cooling and recirculating part of 
the reaction mass, or by use of a cooling medium circulated through jacketed 
vessels or cooling coils. Since the temperatures are usually low, and the rate 
of heat generation under close control, these methods usually suffice. With 
vapor-phase reactions, however, rather severe conditions are encountered and 
more elaborate methods must be used for temperature control. These reactions 
may be carried out in tubular equipment which has a relatively high ratio of heat 
transfer surface to volume of reacting materials. The use of a catalyst that is 
a good heat conduci;or with a tube that is relatively 'ffilack” which enables more 
heat to be transmit|:ed to the tube wall by radiation seems to be of value in 
controlling the reaction temperature. The removal of heat from the outer 
surface of the tube may be accomplished by the use of boiling liquids such as 
mercuiy'', sulfur, and diphenyloxide. These materials not only have high heat 
capacities and low resistance to heat flow, but also permit accurate control of 
the temperature merely by controlling the pressure. 
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The equipment used for oxidation reactions may be simple or very elaborate 
Liquid phase reactions may be carried out in closed jacketed kettles provided 
with suitable means for regulating the rate of flow of reactants and products. 
Apparatus for vapor-phase oxidations must be more elaborate than for liquid- 
phase reactions. Most organic compounds are sensitive to heat and have a 
tendency to decompose even though they are not oxidized. This means that it is 
essential to bring the substance to the reaction temperature in the minimum of 
time. The difficulty of controlling the temperature at the desired level has 
already been mentioned. Finally, to avoid further oxidation or decomposition, the 
reaction products must be cooled immediately after leaving the reaction zone. 
Many modifications of reactors are available for the oxidation of organic 
compounds.®^ 

Hydrogenation — ^Hydrogenation may be defined as a process in which 
gaseous hydrogen is caused to react with an organic compound by addition, 
substitution, or molecular cleavage (hydrogenolysis) . 

Examples: 


a. Reduction of C=0 

CO + 2H2 

Carbon 

Monoxide 


Catalyst 
High Press. 


> CH3OH 

Methanol 


b. Addition to a double bond 

(Ci7H33COO)3 C 3 H 6 + 3 H 2 

Olein 


> (Ci7H36COO)3C3H5 
Stearin 


CsHie + H2 > CsHig 

Isooctene Isodctane 


c. Reduction of a carboxyl group to an alcohol 

H 


C17H36COOH + 2H2 

Stearic Acid 


•> C17H35C — OH “b H2O 

I 

H 


d. Hydrogenolysis 


Stearyl 

Alcohol 


Coal Tar 


H2 




Catalyst 


Motor or Diesel fuels 


The annual production of hydrogenated materials makes up a considerable 
proportion of all organic chemicals. The annual world production of hydro- 
genated fats is estimated to be in excess of half a million tons. These fats are 
used for the preparation of solid lard, butter substitutes, shortening compounds, 
soaps from liquid fats, for the manufacture of creams and coatings for confec- 
tions, for leather dressings, for candle making, paint making, and for pharma- 
ceutical ointments. A recent development of importance to the soap industry 


Processes in Organic Synthesis.” McGraw-Hill 
oxStion’rea^clor? illustrations of various types of 
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is the hydrogenation of long chain fatty acids to form long-chain aliphatic 
alcohols.®^ The commercial preparation of methanol by the reaction of hydrogen 
with carbon monoxide or carbon dioxide amounts to about 30,000,000 gallons 
annually in the United States alone.^^ The hydrogenation of petroleum products 
is important to the petroleum industry for the preparation of gasoline and 
specialty products, as well as for improving such materials as kerosene, Diesel 
fuel, and lubricating oils.®® In addition to the hydrogenation of other petroleum 
products some 90,000,000 gallons of technical isooctane were produced in 1938 
in this country by hydrogenation of polymers of butjdene and isobutylene. The 
hydrogenation of coals and coal tar is an important industry in Germany and 
England.®® 

Conditions for Hijdrogenation. Hydrogenation reactions are usually carried 
out at temperatures varying from 150 to 250° C., though both lower and higher 
temperatures are sometimes used. For most cases, two opposing tendencies must 
be balanced in choosing the optimum reaction temperature. Increasing the tem- 
perature speeds up the reaction but also tends to affect the equilibrium adversely 
since the reactions are e.xothermic.®’’ Fortunately, the development of eflfective 
catalysts has made it possible to use lower temperatures where equilibrium con- 
ditions are favorable and still maintain satisfactory reaction rates. Since most 
hydrogenation reactions result in a decrease in volume as the reaction proceeds, 
the degree of completion is favored by increasing the pressure. Hence, the use of 
pressure is common. The range of pressures used for hj^’drogenation of organic 
compounds varies from a few to over 200 atmospheres. Catalysts are essential in 
hydrogenation reactions, and a wide variety of them are available. 

Equipment. Although high pressures are already used, the trend in commer- 
cial hydrogenations seems to be toward still higher pressures. The design of 
such equipment, however, is somewhat complicated, and it is necessary to use 
alloy steels. Equipment is available for both batch and continuous operations. 
Batch operations can be carried out in autoclaves provided with agitation and 
using a catalyst suspended in the material being h 5 '’drogenated. 

Figure 5 shows one type of hydrogenator used in the hydrogenation of vege- 
table oils. These hydrogenators are operated at pressures varying from 20 to 
75 pounds per square inch and temperatures var\ing from 325 to 450° F. In 
this reactor the catalyst \s Suspended in the oil which is sprayed into the top 
of the reactor. Hydrogen is bubbled into the bottom of the reactor to provide a 
countercurrent flow of the reactants. Internal heating coils provide for tem- 
perature control. The catalyst is kept in suspension by the action of the oil 
circulating pump, by the agitation produced by the hydrogen gas, and by the 
mechanical agitator mounted on the side of the reactor. 

Figure 6 is a picture showing a hydrogenator similar to the one illustrated in 
Fig. 5, except that this unit has external heat exchangers instead of the internal 
heating coils, and no mechanical agitator is provided. 


®2 See Chapter 42. 

See Chapter 30. 

®®See Chapter 14. 

®®See Chem. and Met. Eng., A2, 658-60 (1935), or Intern. Conf. Bituminous Coal 
11,49 (1931). 

See p. 97. 
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In continuous processes the catalyst is maintained stationary in forged steel 
reactors and the material being hydrogenated is passed through it continuously. 
Because of the thick reaction vessel walls which make heat transfer somewhat 
difficult, it is usually better to add all of the heat needed to tlie material before 
it gets to the reaction vessel. Since hydrogenation reactions are usually exo- 
thermic, it is sometimes necessary to remove heat once the reaction is started. 


Y£/^r 



Fig. 5. Hydrogenator with Inside Heating and Cooling Coil, Oil and Catalyst 
Circulating Pump, Gas Circulating Pump, and Propeller-type Mechanical Agi- 
tator. (Courtesy Wuster and Sanger, Inc.) 


This can be accomplished by heat exchange within the reactor, or by cooling 
part of the material outside the reactor and returning it to maintain the desired 
temperature.®® 


Sulfonation — Sulfonation is the process by which the — S=0 group is 

. '^OH 

united with a carbon or nitrogen of an organic compound. 

In sulfonation with sulfuric acid, water is formed as one of the products of 
the reaction. One molecule of water is formed for each sulfonic acid group 
introduced into the compound being sulfonated. 

For illustrations of high pressure equipment see Chapter 4. 



124 


INDUSTRIAL CHEMISTRY 


Examples; 


SO3H SOjH 



SO3H 



Naphthalene or-Naphthalene P-Naphthaleno 

Si^onio Acid Sulfonic Acid 



Anthraquinone Anthraquiiione'-2-Sulfonio Acid 



Sulfonic acids prepared by sulfonation reactions are used principally for the 
preparation of dyestuffs, though some of them are used directly and as inter- 
mediates for other chemicals. Certain sulfonated oils, such as sulfonated castor 
oil, olive oil, and other vegetable oils have long been used in the glue, paper, 
leather, and textile industries while others find special uses as wetting agents, 
detergents, and constituents of soaps. 

Conditions for Sidfonation. Sulfonation reactions are carried out under a 
wide variety of conditions. Except for a few types of aliphatic compounds such 
as vegetable oils and unsaturated compounds, sulfonation reactions are limited 
to aromatic compounds. The following are important factors in sulfonation: 
strength of sulfonating agent, proportion of sulfonating agent to compound sul- 
fonated, temperature of reaction, time of reaction, agitation, and the presence of 
catalysts. Concentrated sulfuric acid is the most common sulfonating agent, but the 
use of oleum or other agents, such as Cl * SOsH, SO 3 , Na2S03, is sometimes advan- 


tageous. The rea'ctivity of H 2 SO 4 as a sulfonating agent depends upon the SO 3 
concentration, sin^p it is known that sulfonation stops at a definite SO 3 concentra- 
tion which is differ'ent for each compound undergoing treatment. Since water is 
formed in the reactjon, it is necessarj^ to add sufficient acid to prevent the SO 3 
concentration from falling to this minimum value before the desired reaction is 
completed. In order to avoid a large excess of sulfonating agent the use of oleum 


See Chapter 28. 
'’®See Chapter 42. 
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to take up the water formed has been employed. Another method of accomplish- 
ing the same result is to carry out the reaction at a low temperature and distill off 
the water formed. 

In sulfonation reactions, an increase in temperature not only accelerates the 
rate and degree of reaction, but also influences orientation. Most sulfonations 



Fig. 6. Hydrogenator for Vegetable Oils. (Courtesy Wuster and Sanger, Inc.) 


are earned out at a temperature below 250° C. It is especially important to stop 
e reaction as soon as the desired conversion is reached in order to avoid poly- 
suitonation rearrangements, or migration where these are possible. Liquid- 
puase catalytic processes are the rule— the common catalysts beine salts nf 

secure sulfonation practice. This is necessary to 
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Equipment. In the construction of sulfonators, cast iron apparatus is suit- 
able ulth concentrated acid of S8 to 98% strength, but steel equipment is desir- 
able where oleum or a solution containing free SO 3 is utilized. The apparatus 
must provide for agitation and for heat transfer. Neither of these factors 
presents great difficulty and there are a number of commercial vessels designed 

for this unit process. 

Figure 7 shows one t 3 q)e of 
standard sulfonator which is 
available in capacities from 50 
to 2200 gallons. This sulfonator 
has a cast iron body and a full 
jacket of welded steel plate. The 
vaned draft-tube and marine 
type propeller provide very 
thorough agitation and mixing, 
but other tj^pes of agitators, 
such as horseshoe, beaters or 
scrapers may be substituted 
when desirable. 

In cases where continuous 
heating or cooling is required, or 
where temperatures higher than 
those obtainable with low pres- 
sure steam are necessary, ther- 
mocoil sulfonators be used. 
The chief characteristic of this 
type of sulfonator is a series of 
tubes cast into and integral with 
the walls of the vessel. The steel 
tubing and cast iron wall form a 
homogeneous mass insuring high 
efficiencies in heat transfer. The 
steel tubes are designed for high 
pressures so that high pressure 

Fig. 7 Standard Cast Iron Sulfonator. steam or some other high tern- 
(Courtesy Bethlehem Foundry & Alachine perature heating medium can be 
Co.) used. Since a number of inlets 

must be provided for the heating 
medium, the surface temperature of the vessel can be kept practically uniform 
and hence hot spots are eliminated. 

The Friedel- Crafts Reaction — The term condensation is generally consid- 
ered to include reactions in which union is effected between two or more of the 
same or different molecules, with or vdthout the elimination of water or some 
other inorganic compound. Hence, condensation, in the broad sense, takes in 
such a variety of type reactions that it is not very helpful to consider it as 
a umt process. However, one tj'^pe of condensation, knomi as the Friedel- 
Crafts reaction, is important enough to demand inclusion as a separate unit 
process. 
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An exact definition of the Friedel-Crafts reaction is impossible because it 
embraces such a variety of unusual but useful reactions. In the broad sense, 
any reaction catalyzed by a metallic halide may be considered as a Friedel-Crafts 
reaction. Taken in a narrow sense, however, this unit process is understood to 
involve the union of a comparatively active compound, such as ethyl chloride, 
ethylene, CO, CCU or acetyl chloride, with a relatively stable hydrocarbon 
or substituted hydrocarbon, such as benzene or anisole, in the presence of 
the halides of metals such as Al, Fe, B, Sn, or Ti. Aluminum chloride is the 
usual condensation agent, and hydrochloric acid is usually eliminated in the 
reaction. 

There are two principal types of Friedel-Crafts reactions: (1) the strictly 
catalytic type in which the aluminum chloride, or other halide, is always present 
in small amounts to act as a catalyst, and can be recovered and re-used; and (2) 
the type in which the aluminum chloride must be present in greater than 
catalytic amounts — at least one mole per mole of product. 


Examples: 


^ + coi. ^ 

V y Carbon 

Tetrachloride 

Benzene 

AlCl, 

“b CO — > 


<Z>' 

o- 

o 


;;CC1 + 3HC1 

Triphenyl 

Chloromethane 


y y Carbon 

Monoxide 

Benzene 

/\ 


HCl 


+ C2H4 

Ethylene 


/\ 


Benzene 


Benzene 


+ CH2CICOC1 

Chi or oa cetyl 
Chloride 


/ Ncho 

Benzaldehyde 

^CjHb 

Ethylbenzene 

0 

^ ^ — C — CII 2 CI + HCl 

WJ-Chloroacetophenone 


Uses of the Reaction. A wide variety of synthetic organic chemicals, such as 
hydrocarbons, aldehydes, acids, ketones, halogen compounds and other deriva- 
tives, can be prepared by Friedel-Crafts reactions. Acetophenone, propio- 
phenone, benzophenone, benzaldehyde, benzoylbenzoic acid, ethyl benzene, phenyl 
ethyl alcohol, and tricresyl phosphate are a few of the compounds prepared on an 
industrial scale by this reaction. These materials are used as intermediates in 
dyes and perfumes, in the preparation of synthetic resins,«i and as plasticizers 
for rubber and plastics.®^ 

See Chapter 31. 

®2See Chapters 31 and 39. 
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Alkylation — ^Alkylation can be deiSned as the unit process whereby an 
alkyl or an aralkyl radical is introduced by addition or substitution into an 
organic compound. This process is used principally in one of the following five 
general types of reactions: (1) addition to a tertiary nitrogen; (2) addition to a 
metal to form alkyl-metallic compounds; (3) substitution for H in an —OH 
group of an alcohol or phenol; (4) substitution for Itydrogen attached to nitro- 
gen; and (5) substitution for hydrogen in carbon compounds. The following 
are some of the important reagents used: (CHalaSO^, (C2H6)2S04, CHsOH, 
C 2 H 5 OH, CH 3 CI, alkyl iodides, olefins and C 6 H 5 CH 2 CL 


Examples: 

4PbNa + 4 C 2 H 6 CI 

I/cad Sodium Ethyl 
Alloy Chloride 


Pb(C 2 H 6)4 + 3Pb + 4NaCl 

Tetraethyl I«ead Sodium 
Lead Chloride 


ONa 

/\ 


(CHj)2S04 


Sodium Phenolate 


0 CH 3 

/\ 


v 

Aniaole 


NH 2 

A 

V 

Aniline 


CH3OH 

> 

H2SO4 


N(CH3)2 

A 

\J 


Dimethyl Aniline 



(C2H3)2B04 
> 


/V\ 


lOCsHfi 


Naphthyl Ethyl Ether 


i-C4H8 + i-C4Hio > CsHis 

Isobutylene Isobutane Isooctane 


The products obtained by alkylation are used in making a great variety of 
materials, such as medicinal preparations, dyes, explosives, intermediates, plastics, 
solvents, rubber accelerators, perfumes, photographic chemicals, gasoline, etc. 

Conditions /or Alkylation, Because of the variety of materials prepared by 
alkylation reactions in addition to the diversity of alkylating agents which may 
be used, it is difficult to list the general conditions under which alkylation reac- 
tions are carried out. The concentration of alkylating agent may be high, par- 
ticularly when alcohols are used as the alkylating agent. But sometimes it is 
advisable to dilute the alkylating agent in order to control the reaction better. 
Most alkylations are carried out in the liquid phase at temperatures below 200® C., 
but some are performed in the vapor phase at much higher temperatures — around 
400® C. Pressure is necessary in numerous instances in order to keep the reac- 

For a discussion of Alkylation as applied to petroleum products see page 139 
and Chapter 14, ^ ® ’ 
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Conditions for the Process, A number of chemical and ph3^sical factors have 
an important effect on the course and extent of the Friedel-Crafts reaction. The 
major ones are temperature, concentration of organic reactants, molal ratio of 
metal halide to organic reactants, purity of reacting chemicals, and size of alumi- 
num chloride particles. The quantity and purity of aluminum chloride must be 
carefully regulated to obtain the maximum yield of the desired products. Many 
reactions are unfavorably influenced by impurities in the aluminum chloride, 
such as FeCls, TiCU, MgClc, excess HCl, etc. Impurities in the reacting chemi- 
cals maj'^ remove AICI3 as a double compound, making it no longer available to 
act as catalj'st. The state of aggregation of the AICI3 has considerable influence 
on the process. It has been found that a fairly coarse type of AICI3, in the form 
of granules or small lumps, should be used with efficient agitation. The removal 
of the hydrochloric acid liberated by the reaction is desirable in most Friedel- 
Crafts sjmtheses. This is usually accomplished bj'- drawing a slow stream of 
warm drj^ air over the cliarge. Control of the temperature at the optimum for a 
particular reaction is essential if good yields are expected. Moderate elevations 
in temperature not only affect orientation but also bring about secondary conden- 
sations. With excessive heating, almost all Friedel-Crafts reaction masses can be 
largely converted into oily masses of complex or uncertain composition. Friedel- 
Crafts sjmtheses are usuallj^ carried out in a liquid medium. An excess of one of 
the reacting materials may be used as the solvent, or a n on-reactive solvent such 
as carbon disulfide, petroleum ether, acetylene tetrachloride, or nitrobenzene can 
be utilized. 

There is no standard design of apparatus for carrying out Friedel-Crafts reac- 
tions, but there are certain basic principles that can be applied to the design or 
selection of such equipment. The handling of aluminum chloride and certain 
other reagents must be done in a manner to avoid scrupulously the entrance 
of water into the sj^stem. Water not onlj'” causes hydrolysis of aluminum 
chloride, resulting in decreased yields, but also creates a corrosion problem due 
to the hydrochloric acid released by the hydrolj'sis. Due to the absence of 
moisture, most Friedel-Crafts reactions can be carried out in iron reactors. Cer- 
tain compounds are adversely influenced by the presence of metallic iron at the 
reaction temperature, and such reactions are best carried out in enamel-lined 
or lead-lined reaction vessels. Some of the recently'’ developed reactors have been 
made of the newer alloj^s which are resistant to the corrosive action of hydro- 
chloric acid and acid chlorides. 

Figure 8 shows one type of reactor for carrjung out Friedel-Crafts reactions. 
It is fitted with a special plow-type stirrer wiiich gives positive agitation and 
breaks the surface of the mass, permitting removal of the IICl liberated by the 
reaction, and also scrapes the material off the heat transfer surface, thereby 
pemutting a high rate of heat transfer. The coils embedded in the W’alls are also 
a distinctive feature of this reactor. The design permits operation of the reactor 
under pressure or vacuum, and the HCl liberated by the reaction can be removed 
readily or retained in the reactor if desirable. A conveniently located door 
allows the material to be removed readilj" from the side of the reactor. 
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For illustrations of high pressure autoclaves see pp. 116 and 117. 


Polymerization — ^^Tolymerization 
tion of a number of similar units to 
form a single molecule, wherein 
polymerization phenomena as well as 
condensation reactions occur.^'®® 

The unit process of poljunerization 
has become increasingly important in 
the last three decades. During that 
period several thousand synthetic res- 
ins have been patented and quite a 
number are being produced on a com- 
mercial scale. The synthetic resins 
are being used more and more as sub- 
stitutes for glass, ceramic ware, wood, 
bone, metals and alloys, in addition 
to filling many needs for structural 
materials which could not be supplied 
by any other substances available at 
any price. The weight of synthetic 
resins produced annually in the 
United States amounts to over 200,- 
000,000 pounds.®^ 

Despite an enormous amount of 
experimental work, much of the chem- 
istry of polymerization is still un- 
known. In the preparation of syn- 
thetic resins, condensation as well as 
polymerization reactions may occur, 
especially in the early stages of the 
reaction. The final products obtained 
are exceedingly complex, high molecu- 
lar weight materials which make 
structural determinations almost im- 
possible. Enough is known about the 


can be defined as the chemical combina- 



Fig. 9. Autoclave for Low Pressure 
Synthesis. (Courtesy Blaw-Knox Co.) 


reaction conditions, however, to permit many useful materials to be made. 


See Chapter 14 and p. 139 for a discussion of polymerization as applied to 
petroleum products. 

^^Carothers, W, H., J. Amer. Chem. Soc , 51, 2548 (1929). 

See Chapter 31. 

Figures are for 1939. See Chapter 31 for a description of the most important 
Bynthetic resms. 
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Examples of poljTnerization reactions: 
Polymerization 

yv H 

-C=CH2 


Styrene Polystyrene 

x HCHO (CHaO)^ 

Formaldehyde Polyoxymethylene 

Combined Polymerization and Condensation 


'A 

C 2 H 3 ' 




HCHO + 

Formaldehyde 


< 3 ' 

Phenol 


OH 


Alkaline 

> 

Catalyst 



OH 

OH 




A 

X 


+ y 





\x 


iCHaOH 


and 



OH 

OH 




A 

X 


+ y 







iCHaOH 


CH 2 OH 


HsNv 

X HCHO + y ^C=0 

Formaldehyde H2N' 

Urea 


and 


CH 2 OH o-Hydroxyhensyl 
„ , , , Alcohol 

p-Hydroxybentyl 
Alcohol 




yNHo 

0==C< 

\NHCH2OH 

Methylol Urea 

/NHCH 2 OH 

CN=C<( 

^NHCHaOH 

Dimethylol Urea 


Catalyst . 


o=n/ 




•NH 2 

NHCH 2 OF 

Methylol Ure-i 

yNHCHsOH 

0==C<( 

^NHCHaOH 

Dimethylol Urea 


''HCHO Urea , „ ^ 

' Resins + 


The conditions used in the preparation of synthetic resins depend not only 
upon the reacting materials but also upon the t)'pe of products desired. By 
making suitable changes in the reaction conditions it is possible to obtain a great 
variety of products from essentially the same basic raw materials. The products 
obtained depend upon a number of factors such' as heat, light, pressure, catalysts, 

®fThe symbols x, y, z, m and n are put in to indicate that the exact proportions 
are indeterminate. 

®®See Chapter 31. 
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time of reaction, and concentration, as well as the chemical character of the react- 
ants themselves. The presence of certain nnsatnrated linkages in one or more of 
the reactants seems to be one of the important characteristics of the raw mate- 
rials. Polymerization reactions are sensitive to heat, and control of the tempera- 
ture is essential in the bnildmg of large molecular-weight products. Some of the 
common methods used to control the temperature are as follows: use of moderate- 
sized reaction chambers with good mixing, dilution with solvents, carrying out the 
reaction under vacuum, or maintaining the reaction mass at the boiling point of 
one of the reactants. Catalysts are important in polymerization reactions, many 
of the commonly used acids, salts, alkalies, peroxides, and oxides being employed. 
Pressure is another important factor in effecting polymerization reactions, espe- 
cially where secondary condensations or rearrangements are involved. The re- 
moval of volatile products of the reaction under reduced pressure often helps 
govern the reactions as well as assists in controlling the reaction temperature. On 
the other hand, high pressures are sometimes desirable especially where volatile 
reacting materials are used and where high temperatures are needed. Solubility 
also plays an important part in polymerization reactions. It is necessary that all 
of the constituents obtained be mutually soluble at all temperatures and under all 
conditions so that there will be no tendency for separation of one of the constitu- 
ents with its consequent ill effects on the finished article. 

The equipment used for resin manufacture usually consists of some type of 
autoclave fitted with the necessary equipment for controlling the reaction. Sev- 
eral illustrations of typical autoclaves may be found in the disciission of the other 
unit processes in this chapter. 

Figure 10 shows a set-up used in making resins for varmshes. The autoclave is 
made of chrome steel and is electrically heated. The turbine type agitator pro- 
vides good mixing so that the reaction mass is kept almost homogeneous. 

Thermal Decomposition (Pyrolysis) — ^Thermal decomposition is a unit proc- 
ess of vast importance to our industrial civilization. The decomposition of wood 
furnishes charcoal, acetic acid, methanol, etc. The pyrolysis of coal furnishes 
not only gas for industrial and domestic heating purposes, and coke, an essential 
material to the metallurgical industries, but also supplies the raw materials for 
the important aromatic organic chemicals industry. The thermal decomposition 
of petroleum is also of great importance in converting certain petroleum frac- 
tions into more valuable products. Since the decomposition of each of these raw 
materials provides the basis for a large industry, the decomposition of each 
material will be discussed separately. 

Thermal Decomposition of Wood.’^^ Wood consists principally of three mate- 
rials: cellulose, 40 to 63%; lignin, 24 to 37%; and hemicelluloses, 6 to 20%.^^ 
Most woods also contain from 0.2 to 1.0% ash, 0.1 to 0.3% nitrogen, and varying 
amounts of gums, tannins, volatile oils, fats, waxes, resins, and coloring matter. 

The exact chemical nature of the principal constituents of wood is un- 
known, though a great deal is known concerning their properties. Cellu- 
lose is known to have the empirical formula (C6Hio06)x but the exact 

See also Chapter 17. 

McGrw-Hill Book 
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value of X is still uncertain. Brauns and Hibbert have suggested the formula 
C42H3206(0H)5(0CH3)6 as the minimum formula for lignin which ^11 satisfy 
all of the known facts concerning that substance. This formula, however, has not 
been definitely proved to be the true one. The hemicelluloses defy simple classifi- 
cation but they may be broadly defined as polysaccharides (mostly pentosans 
and hexosans) soluble in dilute alkali and convertible into sugars by acid hydrol- 



Fig. 10. Apparatus Used for Making Resins for Varnishes. (Courtesy Blaw- 
Knox Co.) 

ysis at atmospheric pressure. Hence, they also are compounds composed of car- 
bon, hydrogen, and oxj^gen, similar to cellulose. 

The destructive distillation of wood for the preparation of charcoal \vitb the 
recovery of organic chemicals as b3’'-products has been a well established industry 
m the United States for a number of years. Synthetic methods for producing 
organic chemicals, normall}'” recovered as by-products of this industry, seriously 
threatened its existence. Due to the continued demand for charcoal and to tech- 
nological improvements, however, it is now in a more secure financial position.'^^ 

Brauns, and Hibbert, H., J. Amer. Chem. Soc., 55, 4720 (1933). 

” See also Chapter 17. . > ^ 
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The thermal decomposition of wood is chemically complex. The raw material 
is made up of several complex constituents which probably have different decom- 
position temperatures. Moreover, these constituents seem to decompose in a 
manner which is dependent upon the temperature. Ordinary wood is not uni- 
form throughout, and the products formed upon heating depend upon the size 
of the wood pieces heated. In addition there is the possibility that a number of 
the original decomposition products undergo further changes before they are re- 
moved from the reaction zone, and, hence, the end products may not throw much 
light on the actual mechanism involved. 

Sequence of Reactions. When heated in tlie absence of air, wood begins to 
evolve water and carbon dioxide at comparatively low temperatures. When the 
temperature reaches the neighborhood of 280° C. gas evolution proceeds rapidly 
and the reaction changes from an endothermic to an exothermic one. Non- 
condensable gases such as hj^’drogen, carbon monoxide, carbon dioxide, methane, 
and illuminants are evolved, besides many aliphatic chain compounds, such as 
acids, alcohols, esters, and ketones* A tar is also formed, particularly at high 
temperatures, which contains various aromatic compounds, such as phenols. The 
higher the temperature employed the greater the quantities of noncondensable 
gases found, and the smaller the yields of condensable products. The residual 
charcoal contains a higher percentage of carbon as the temperature of decompo- 
sition is raised. 

There is some doubt as to the source of the various important chemicals 
obtained from the destructive distillation of wood, though distillation of the 
major constituents separately gives some indication of the sources. Lignin is 
probably the source of methanol and higher phenols. Cellulose yields little 
methanol but considerable acetic acid, while cellulose tar yields principallj’ 
phenol. Pentosans give acetic acid and considerable furfural, in addition to the 
usual gas and tar by-products. Allyl alcohol, ammonia compounds, amines, and 
pyridine are also usually found in the products in relatively small amounts.*^^ 

The destructive distillation of agricultural wastes yields materials similar to 
those obtained from wood.'^® 

The thermal decomposition of coal is of great industrial significance since this 
process not only furnishes fuels but also the raw materials for aromatic chemicals. 
The decomposition of coal is carried out to obtain three principal types of prod- 
ucts: namely, (1) gas for industrial and domestic heating, (2) coke, for heating 
purposes and for the metallurgical industries, and (3) aromatic chemicals. The 
annual consumption of coal is in the neighborhood of 450,000,000 tons,^® while 
the known reserves in the United States alone amount to over three trillion 
tons,^^ so that the supply seems to be ample for many years to come. 

It is believed that coal originated from the partial decomposition of vegetable 
matter through the action of moisture, heat, pressure, and bacteria over long 
periods of time. All vegetable matter has a chemical composition similar to that 
of wood, but the constituents are present in different proportions from those found 


'^For a description of the actual distillation process, see Chapter 17 
Jacobs, P. B., Ind. and Eng. Chem., 32 , 214 (1940). 

Storehouse of Civilization/^ Bureau of Publicationa 
Teacher College, Columbia University, New York. 1939. P. 209. 

Lilley, E. P ‘‘Economic Geology,” p. 255, Henry Holt and Co., New York, 1936. 
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in wood. One theory of coal formation is that decomposition of this vegetable 
matter to form coal occurred with the elimination of compounds containing 
carbon, oxygen, and hydrogen, such as CH 4 , H 2 O, CO, and CO 2 , leaving a material 
remaining which had a higher percentage of carbon than the original vegetable 
matter. During the decomposition process the material lost its cellular structure 
and the cellulose, lignin, and hemicelluloses no longer retained their identity. 

The destructive distillation of coal yields products similar to those obtained 
from wood, but in different proportions. The products obtained depend upon 
such factors as the following: type of coal; temperature, time, and pressure of 
decomposition; catalysts; type of coking oven used; etc. In general, higher 
yields of aromatic compounds and nitrogen compounds are obtained from the 
decomposition of coal than from wood. Because of the importance of the coking 
industry, the thermal decomposition of coal is treated in detail in a separate 
chapter.'^® 

The thermal decomposition of petroleum Tvill be discussed under the heading 
Unit Processes of the Petroleum Industry, which is presented in the next section. 

Unit Processes of the Petroleum Industry — ^Tlie petroleum industry 

makes use of a number of unit processes. For com'enience these processes are 
discussed together, but it should be noted also that in actual practice they do 
occur simultaneously. These processes in the past have been thermal reactions 
almost exclusivel}'^ but within the last five years the trend has been strongly 
toward catalytic reactions.®^ The unit processes included in this section are as 
follows: 

Cracking (thermal decomposition, pyrolysis) 

Hydrogenation 

Dehydrogenation 

Alkylation 

Polymerization 

Isomerization 

Aromatization (cjxlization) 


Definition of Terms, Before discussing the factors involved in the various 
unit processes used in petroleum refining, a brief discussion of the scope and 
meaning of each process will be given. The terms thermal decomposition and 
pyrolysis refer to the breaking up of large molecules into smaller ones by the 
action of heat. In referring to petroleum products this is usually called '^crack- 
ing.” Originally only high boiling stocks, such as kerosene, gas oils, and residues, 
were used as charging stocks for cracking and it was thought that the action was 
solely one of decomposition. No^^ almost any petroleum product, including gases, 
may be used as the charging 's took and it is known that polymerization and con- 
- densation reactions occur simultaneously with decomposition at the conditions 
usually employed for cracking. 

From cracking processes a number 6f low molecular weight saturated and un- 
saturated hj^’drocarbons are obtained addition to those required for gasoline. 


See Chapter 15. j 

79 Clarke, M. E., Chem. and Met., .^^,U70-73 (1939). 

80 See Chapter 14. 

81 Berkman, S., Morrell, J. C., and Egloff, G., "Catalysis,” Reinhold Publishing 
Company, 1940 (especially pp. 1001 to 1087). 
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These hydrocarbons serve as the raw materials for most of the other unit proc- 
esses. By polymerization, nnsaturated hydrocarbons, particularly propylene 
and butylene, are united to form longer chain unsaturated compounds which can 
be converted into saturated hydrocarbons in the gasoline range by hydrogena- 
tion. Unsaturated hydrocarbons, such as the butylene and propylene produced by 
cracking, can also be made from saturated aliphatic hydrocarbons by dehydro- 
genation. Alk^dation accomplishes the purposes of both polymerization and 
hydrogenation by combining in one step a saturated iso-hydrocarbon with an 
unsaturated hydrocarbon to produce longer chain saturated hydrocarbons. 
Isomerization is used to convert straight chain saturated hydrocarbons into 
branched chain hydrocarbons which have higher anti-knock characteristics. 

Aromatic hydrocarbons are usually more valuable than aliphatic or naphthenic 
hydrocarbons and several methods are available for synthesizing aromatics from 
these materials. The conversion of an aliphatic hydrocarbon into an aromatic 
hydrocarbon is called aromatization or aromatic cyclization. The conversion 
of an aliphatic hydrocarbon into a cycloparaffin is called cyclozation. 

Cracking. The oldest and most important unit process of the petroleum 
industry is cracking, or pyrolysis. By cracking processes, the yield of gasoline 
from crude oil has been more than doubled. This has resulted in an estimated sav- 
ing of more than 13,000,000,000 barrels of crude oil.®^ 

The primary purpose of cracking is to increase the yield of high anti-knock 
gasoline from a crude oil. For that purpose a number of cracking processes have 
been developed. These processes can be classified under the following headings : 

1. 7tscositi/-brea/cmg. Conversion of viscous heavy crudes and residues into 
fuel oils of low viscosity by a short-time decomposition, usually conducted 
at low cracking temperatures (800 to 875“ F.) . 

2. Mixed-phase non-catalytic cracking. A number of the important cracking 
processes fall in this classification. The mixed-phase processes are carried 
out at temperatures ranging from 820 to 1100“ F. and at pressures varying 
from 50 to 1500 pounds per square inch. As usually practiced, the opera- 
tion is carried out with moderate conversions per pass combined with re- 
cycling of a clean distillate stock. Recently, selective cracking in combina- 
tion units has been finding favor. This process is based on employing the 
optimum conditions of time, temperature, and pressure for each fraction 
of the charging stock. 

3. Vapor-phase cracking. The vapor phase processes are not as common as 
the mixed-phase process and are usually more expensive. The operating 
pressures are lower, usually less than 75 pounds per square inch, and the 
temperatures higher (1000 to 1200“ F.) than for mixed-phase processes. 
Only comparatively light distillates can be processed and it is important 
to get a homogeneous phase. If any liquid is present, it is thrown to the 
tube walls and causes the formation of coke. The quantity of gas produced 
is greater, and the yield of gasoline lower than for mixed-phase processes. 
The gasoline produced, however, has a high anti-knock rating and can 
be 'Sold at a premium price as a blending stock. 

®2Eglofi, G., Petroleum Engineer, 12 , 21 (1940), 
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in wood. One theory of coal formation is that decomposition of this vegetable 
matter to form coal occurred with the elimination of compounds containing 
carbon, oxygen, and hydrogen, such as CH4, H2O, CO, and CO2, leaving a material 
remaining which had a higher percentage of carbon than the original vegetable 
matter. During the decomposition process the material lost its cellular structure 
and the cellulose, lignin, and hemicelluloses no longer retained their identity. 

The destructive distillation of coal yields products similar to those obtained 
from wood, but in different proportions. The products obtained depend upon 
such factors as the following: type of coal; temperature, time, and pressure of 
decomposition; catalysts; type of coking oven used; etc. In general, higher 
yields of aromatic compounds and nitrogen compounds are obtained from the 
decomposition of coal than from wood. Because of the importance of the coking 
industry, the thermal decomposition of coal is treated in detail in a separate 
chapter.'^® 

The thervial decomposition of petroleum will be discussed under the heading 
Unit Processes of the Petroleum Industry, which is presented in the next section. 

Unit Processes of the Petroleum Industry — ^The petroleum industry 

makes use of a number of unit processes. For convenience these processes are 
discussed together, but it should be noted also that in actual practice they do 
occur simultaneously. These processes in the past have been thermal reactions 
almost exclusively but within the last five years the trend has been strongly 
toward catalytic reactions.®^ The unit processes included in this section are as 
follows: 

Cracking (thermal decomposition, pyrolysis) 

Hydrogenation 

Dehydrogenation 

Alkylation 

Polymerization 

Isomerization 

Aromatization (cj'clization) 


Definition of Terms. Before discussing the factors involved in the various 
unit processes used in petroleum refining, a brief discussion of the scope and 
meaning of each process will be given. The terms thermal decomposition and 
pyrolysis refer to the breaking up of large molecules into smaller ones by the 


action of heat. In referring to petroleum products this is usually called “crack- 
ing.^^ Originally only high boiling stocks, such as kerosene, gas oils, and residues, 
were used as charging stocks for cracking and it was thought that the action was 
solely one of decomposition. No\V almost any petroleum product, including gases, 
may be used as the charging Vteck and it is known that poljmierization and con- 
densation reactions occur simultarieously with decomposition at the conditions 
usually employed for cracking. ^ ^ 

From cracking processes a number uf low molecular weight saturated and un- 
saturated hydrocarbons are obtained ii*^|addition to those required for gasoline. 

’®See Chapter 15. | 

and Met., 470-73 (1939). 

See Chapter 14. | 

siBerkman S., Morrell, J. C., and EgHofT, G., ^Uatalysis,” Reinhold Publishing 
Company, 1940 (especially pp. 1001 to 1(|87). 
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These hydrocarbons serve as the raw materials for most of the other unit proc- 
esses. By polymerization^ unsaturated hydrocarbons, particularly propylene 
and butylene, are united to form longer chain unsaturated compounds which can 
be converted into saturated hydrocarbons in the gasoline range by hydrogena- 
tion. Unsaturated hydrocarbons, such as the butylene and propylene produced by 
cracking, can also be made from saturated aliphatic hj'^drocarbons hy dehydro- 
genation. Alk3dation accomplishes the purposes of both polymerization and 
hydrogenation by combining in one step a saturated iso-hydrocarbon with an 
unsaturated hydrocarbon to produce longer chain saturated hydrocarbons. 
Isomerization is used to convert straight chain saturated hydrocarbons into 
branched chain hydrocarbons which have higher anti-knock characteristics. 

Aromatic h3^drocarbons are usually more valuable than aliphatic or naphthenic 
hydrocarbons and several methods are available for s3mthesizing aromatics from 
these materials. The conversion of an aliphatic hydrocarbon into an aromatic 
hydrocarbon is called aromatization or aromatic cyclization. The conversion 
of an aliphatic hydrocarbon into a cycloparaffin is called cyclozation. 

Cracking. The oldest and most important unit process of the petroleum 
industry is cracking, or pyrol3''sis. B3'' cracking processes, the yield of gasoline 
from crude oil has been more than doubled. This has resulted in an estimated sav- 
ing of more than 13,000,000,000 barrels of crude oil 

The primary purpose of cracking is to increase the yield of high anti-knock 
gasoline from a crude oil. For that purpose a number of cracking processes have 
been developed. These processes can be classified under the following headings: 

1. Viscosity-breakhig. Conversion of viscous heav3'’ crudes and residues into 
fuel oils of low viscosity by a short-time decomposition, usually conducted 
at low cracking temperatures (800 to 875° F.). 

2. Mixed-phase non-catalytic cracking. A number of the important cracking 
processes fall in this classification. The mixed-phase processes are carried 
out at temperatures ranging from 820 to 1100° F. and at pressures varying 
from 50 to 1500 pounds per square inch. As usually practiced, the opera- 
tion is carried out with moderate conversions per pass combined with re- 
cycling of a clean distillate stock. Recently, selective cracking in combina- 
tion units has been finding favor. This process is based on employing the 
optimum conditions of time, temperature, and pressure for each fraction 
of the charging stock. 

3. Vapor-phase cracking. The vapor phase processes are not as common as 
the mixed-phase process and are usually more expensive. The operating 
pressures are lower, usually less than 75 pounds per square inch, and the 
temperatures higher (1000 to 1200° F.) than for mixed-phase processes. 
Only comparatively light distillates can be processed and it is important 
to get a homogeneous phase. If an}^ liquid is present, it is thrown to the 
tube walls and causes the formation of coke. The quantity of gas produced 
is greater, and the yield of gasoline lower than for mixed-phase processes. 
The gasoline produced, however, has a high anti-knock rating and can 
be'sold at a premium price as a blending stock. 

®2Egloff, G., Petroleum Engineer, 12, 21 (1940). 
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4. Reforming. A cracking process for converting low octane number gaso- 
line or naphthas into high octane number products. The process is carried 
out in mixed-phase or vapor phase vith or vdthout the presence of cata- 
lysts. Dehydrogenation, decomposition, and aroma tization reactions take 
place in the process. The naphthenes and paraffins present in the feed 
stock are partially converted to olefins and aromatics, and some low 
molecular weight gaseous compounds are also produced. Reforming opera- 
tions are carried out under fairly severe eeuditious. The tenrperatnres 
range from 930° to 1040° F. and the pressures from 250 to 1000 pounds 
per square inch. 

5. Coking. A cracking operation carried out under conditions such that coke 
instead of a liquid residue is obtained. This is accomplished by keeping 
the material at cracking temperatures long enough for complete decom- 
position of high molecular weight materials to take place. 

6. Catalytic cracking. Catalytic cracking has become of commercial impor- 
tance only within the last five years, but has already become an important 
adjunct to thermal processes. The temperature conditions used in catatytic 
cracking are verj" similar to those used in thermal cracking, but lower 
pressures are usually employed. The catalysts used in these processes do 
not appreciably affect the rate of reaction but do exert a directive influ- 
ence on the reactions that take place. In these processes temperature 
control is of paramount importance. The cost and life of the catalyst and 
the cost of regeneration are items which must be considered in an installa- 
tion of this t 5 ^pe. 

Two types of hydrogenation are practiced commercially on oil products; 
namely, simple and destructive hydrogenation. Simple hydrogenation consists 
merely of addition of hydrogen to carbon-carbon double bonds and is exemplified 
by the hydrogenation of isooctene to isooctane. Most of the commercial installa- 
tions for hydrogenation ^ with the exception of equipment for isooctane produc- 
tion, are examples of destructive hydrogenation. This t}q)e of hydrogenation 
involves the bieaking of carbon to carbon bonds and the addition of hydrogen 
to the products formed. Hence, it may be considered as a combination of simple 
hydrogenation with pol>unerization, cracking, dehydrogenation, cyclization, etc. 
A vide variety of charging stocks can be employed for destructive hydrogenation 
and the materialfe obtained var>’’ from aviation gasoline to lubricating oils. The 
temperatures eniployed in destructive h 3 ’drogenations are so high (750 to 
1050"* F.) that clacking reactions take place simultaneously. Because of these 
high temperatures\ it is necessary to employ high hydrogen pressures — usually 
around 200 atmosiiheres. Though not essential to petroleum hydrogenation reac- 
tions, catah^sts are\ advantageous and are generally used. 

Dehydrogenation.^^ is one of the more recent developments in the application 
of unit processes to\petroleum processing. The general use of the term is so 
broad that it is almosl useless to refinery technologists. Hence, its use is generally 
restricted to the dehjmrogenation of materials boiling within the gasoline range 
or lower. Both non-destructive and destructive hydrogenation may be accom- 

Grosse, A. V., and Ipatieff, V. N., Ind. and Eng, Chem., 32, 26S-72 (1940). 
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plished. The former term refers to the removal of hydrogen from hydrocarbons 
without cracking, while the latter term indicates that rupture of the molecule 
occurs in addition to the removal of hydrogen. 

Non-destructive dehydrogenation is catalytic, but destructive dehydrogena- 
tion can be carried out either with or without catalysts. In the dehydrogenation 
of a paraffin hydrocarbon, the formation of hydrogen is favored by increasing 
the temperature and by using a low pressure. Accordingly, temperatures above 
950° F. and atmospheric pressure is used for the process. The principal use of 
the olefins formed is as a charging stock for alkylation. 

Alkylation^ The broad use of this term has already been discussed (p. 129). 
In the petroleum industry its use is restricted to alkylation processes employing 
low molecular weight materials for the production of high octane number gaso- 
line. Both catalytic and thermal processes are in use. The catalytic process 
is carried out at low temperatures, 30® to 100® F., and atmospheric pressure.®** 
In this process isobutane is combined with isobutylene to give almost pure iso- 
octane. The thermal alkylation process represents the other extreme, operat- 
ing at 920 to 960® F. at about 4500 pounds per square inch. In tliis process 
ethylene is combined with isobutane to produce neohexane 

Figure 11 shows one type of reactor used for the low temperature alkylation of 
hydrocarbons from petroleum using sulfuric acid as the catalyst. In this reaction 
contact time, temperature, and agitation are important variables which are de- 
pendent upon the type of equipment used. In the contactor illustrated, thorough 
agitation is provided by a pump which circulates the oil-acid mixture through 
a series of baffles and over the tubes of the heat exchanger. Close temperature 
control is provided by the heat exchanger, which forms an integral part of the 
contactor. Time of contact can be adjusted by regulating the amoimt of mate- 
rial recycled. 

Polymerization is used to a greater extent than any of the other unit proc- 
esses in oil refining except cracking. Both thermal and catalytic processes are em- 
ployed and low molecular weight hydrocarbons are used as the charging stock. 
The thermal process operates at high pressures and high temperatures but utilizes 
part of the saturated hydrocarbons as well as the unsaturates in the charge. 
Thermal polymerization processes are carried out at temperatures around 1000® F. 
under pressures varying from 600 to 2500 pounds per square inch. Catalytic 
polymerizations also are carried out under high pressures, 150 to 1500 pounds 
per square inch, but the temperatures are much bwer than in thermal polymeri- 
zations, around 175® to 400® F. In these processes only unsaturated hydrocarbons 
are polymerized. 

Isomerization and aromatization are just beginning to be used commercially 
and their economic positions have not been fully established at the present time. 

Isomerization is used to produce isobutane and isopentane from their normal 
isomers. The process is catalytic and is carried out at 200® F. under a pressure 
of 200 pounds per square inch. 

Aromatization (or aromatic cyclization) plants are in operation but the 





Fig. 11. Contactor for Sulfuric Acid Alkylation Process. (Courtesy Stratford 
Engineering Corp.) 
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details of the processes have not been divulged up to the present time. It is 
known, however, that low pressures (atmospheric to 40 pounds gauge) and very 
high temperatures (1100'" F. and higher) favor this unit process. Toluene is 
being prepared from petroleum by this process.®^ 

The equipment ^ised for the unit processes of oil refining is practically all 
"tailor-made^^ for each installation. The reaction vessels or chambers are prob- 
ably the most specialized pieces of apparatus employed. The high temperatures 
necessary in most cases are obtained by passing the material through tubes placed 
in gas or oil-fired furnaces. The equipment used for separation of the reaction 
products consists of standard types of unit operations equipment. (See Chapters 
2 and 14 for illustrations.) 

Miscellaneous Unit Processes — ^There are a number of miscellaneous imit 
processes such as neutralization, condensation, acylation, nitrosation, carboxyla- 
tion, decarboxylation, molecular rearrangement, etc., which could be included in a 
discussion of this kind. Acylation and condensation reactions are included to a 
certain extent in the Friedel-Crafts reactions. Applications of the other unit 
processes have been so limited or the data available so insufficient that correla- 
tions on the basis of unit processes are impractical. However, it is recognized 
that some of these unit processes may become very important in the future. 
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CHAPTER 4 


HIGH PRESSURE PROCESSES 

B. F. Dodge 

Chemical Engineering Department, Yale University 

One of the outstanding developments of the chemical industry during the past 
two decades has been use of high pressure processes. Not only have well-known 
products been made by new and more economical processes operating at high 
pressures, but new chemical sjmtheses have been made possible and commercially 
feasible. In some cases the development of high pressure processes has opened 
up completely new fields of chemical development. For instance, the large 
plant of the du Pont Company at Belle, West Virginia, is entirely based on 
pressure operations. Starting from coal, water, and air as raw materials, more 
than 100 different products are manufactured, which find wide application 
throughout all industry. 

Products such as ammonia, methanol and urea had been made commercially 
for many years by other processes which have now been largely supplanted by 
the newer pressure processes. For example, prior to the direct synthesis process, 
ammonia was obtained largely as a by-product of the coking of coal and this 
placed a definite limit to the amount that could be produced. 

Another source of ammonia was calcium cyanamide and the process for pro- 
ducing it in this way was developed on a large scale but, due to high power 
requirement and handling costs on large amounts of solid materials, it did not 
offer the promise of a truly cheap and abundant source of ammonia and has been 
almost entirely abandoned in favor of the direct synthesis. 

The freeing of ammonia from its dependence on the processing of coal caused 
a veritable revolution in the whole economy of chemical industry. A cheap and 
unlimited supply of fixed nitrogen in a form readily converted to nitric acid has 
had an effect on the development of the chemical industry whose importance it 
would be difficult to exaggerate. Ammonia has become not only a cheap raw 
material for the chemical industry but also may hold the key to cheap fertilizers 
for agriculture. It is of the utmost importance to national defense as a raw 
material for nitric acid manufacture. 

A similar story can be told with reference to methanol, which prior to its 
direct synthesis was available only as a by-product of hard wood distillation.^ 
As a result of the introduction of the high pressure synthesis, the price dropped 
from $1.30 per gallon to about $.40 in a relatively short time and it is probable 
that it can be produced for less than $.20 per gallon (about $.16 is a fair aver- 
age), A relatively cheap and unlimited source of it was a great stimulus to the 

^ See Chapter 17 . 
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development of the phenol-formaldehyde plastics which depend on methanol 
as a raw material. 

Other high pressure developments at the Belle plant have led to entirely ne^\ 
products such as the methacrylate plastics and nylon, both of which are made 
from intermediates derived from high pressure synthesis. 

A field of activity which is only some 20 years old undoubted!}" has a long 
period of growth ahead of it, so it is to be expected that the future mil see many 
new developments coming from liigh pressure operations. 

High pressure operations and processes do not differ qualitatively from the 
operations and processes discussed in the previous two chapters but the use of 
high pressure presents special possibilities and problems which are worthy of 
special consideration. 

For the present purpose, high pressure will be defined as pressures above 
60 atm. (750 lbs. per sq. in.). Pressures as high as 1000 atm. are now used in 
chemical industry and higher ones could undoubtedly be employed, provided the 
temperature is not too high, if there were any good reason for their use. At the 
present time even 1000 atm. is rather uncommon and most high pressure processes 
operate under 500 atm. Very much higher pressures (of the order 3,000,000 lbs. 
per sq. in.) have been produced on a laboratory scale and pressures of the order of 
500,000 lbs. per sq. in. are estimated to be produced in some gears and bearings. 
Pressures of the order of 50,000-75,000 lbs. per sq. in. are developed in heavy 
artillery. Many laboratories both in industry and in the universities are investi- 
gating properties and reactions under '^super” pressures and one may confidently 
expect that in the not far distant future, pressures higher than those now in use 
will find application in industry. 

The effect of liigh pressures on the physical properties of substances has 
been studied in laboratories for more than 100 years. The work of Amagat is 
typical of the older, classical work in this field. The study of chemical reactions 
under pressure practically began with the pioneer work of Ipatieff in Russia 
(about 1900) and Haber (1904) in Germany. The pioneer industrial develop- 
ments vrere the Haber-Bosch process for ammonia synthesis (1910-13) and the 
Burton process for oil cracking (about 1913). Though the latter could not be 
classified as a high pressure process, yet it was the forerunner of present high 
pressure processes used in the petroleum industry. 

REASONS FOR USE OF PRESSURE 

There are onl}" two primary reasons for the use of pressure in chemical proc- 
esses, viz.: 

(1) to shift equilibrium 

(2) to maintain a liquid phase 

Effect of Pressure on Equilibrium — Qualitatively, the effect of pressure on 
any chemical equilibrium is to shift it in the direction of a volume decrease accord- 
ing to the Le Chatelier-Braun principle. The quantitative effect is given by well- 
known thermodynamical principles first worked out in rigorous and general form 
by Willard Gibbs. For good first approximations it can be assumed that the 
effect of pressure on the equilibrium of liquid phase reactions is negligible and 



HIGH PRESSURE PROCESSES 


149 


that for gas reactions, the equilibrium constant in terms of partial pressure, Kp, 
is independent of the pressure.- 

For a rigorous treatment one must take account of the fact that the equilib- 
rium constant as well as the equilibrium state varies with the pressure. For 
example, in the case of the ammonia equilibrium, the equilibrium constant at 
450® C. increases 3.5 fold as the pressure increases from 1 to 1000 atmospheres. 
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PRESSURE tN ATMOSPHERES 

Fig. 1. Equilibrium Per Cent Ammonia in a 3 to 1 Hydrogen-Nitrogen Mixture. 


In the case of the methanol equilibrium the effect may be even greater depend- 
ing on the temperature.® 

A typical example of the effect of pressure on chemical equilibrium is given by 
the data on the ammonia synthesis equilibrium shown in Figure 1. It is not at 
once evident from a study of this figure why high pressures are necessary in this 
process because if the reaction could be carried out at 200® C. good conversions 
would be obtained at low pressures. This brings out the fact that equilibrium 
must always be considered in conjunction with reaction rate.^ No practicable 
catalyst has been discovered which ivill permit the carrying out of this reaction 


® See Chapter 3. 

Am“ lSt^a°em.Tgr?lf Trans 

^ See Chapter 3. 
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at less than 400° C. and in most cases the gases leave the catalyst at a temperature 
between 500 and 600° C. Thus it may be said that the reason for using pressure 
is to counteract the unfavorable effect of temperature on the equilibrium. 

The degree of conversion continues to increase with the pressure but above 
about 900 atm. any gain from this increase is more than offset by the practical 
difficulties of working at higher pressures. In fact, some engineers with experi- 
ence in this field believe that the point of diminishing returns is reached at about 
350 atm. In laboratory experimentation ammonia has been synthesized at pres- 
sures as high as 5000 atm. It is of interest to note that at such a high pressure, 
almost complete conversion to ammonia can be achieved without the aid of any 
catalyst. 

Maintaining a Liquid Phase — ^Tlie second main reason for carrying out reac- 
tions under pressure is the very simple one that pressure is necessary to maintain 
a condensed phase. In such a case the reaction is carried out at the vapor- 
pressure of the system and naturally at a temperature below^ the critical. In 
this category w^e may place such processes as the production of phenol® by 
liquid-phase hydrolysis of chlorbenzene and the liquid-phase cracking ® of petro- 
leum oils. It is recognized that the pressure may have other concomitant effects 
such as shifting the equilibria but the primary reason for its use is to "keep the 
liquid in the pot." 

The upper limit in such a case is the critical pressure of the system, the highest 
pressure at wffiich a liquid phase is possible (this strictly applies only to a single 
component; for binarj’^ and multi-component systems, liquids are possible over 
limited composition ranges, at pressures considerably higher than the critical). 
Most organic liquids have critical pressures around 40-60 atm., whereas for water 
it is 218 atm. 

Other Advantages of High Pressure — ^There are a few other gains resulting 
from the use of pressure w’hich constitute additional reasons for its use but wdiich 
are generally not primar}^ reasons dictating such use. For example, rate of chemi- 
cal reactions increases with the pressure due to increased concentrations and this 
means greater throughput, or less time for reaction. This is, of course, particu- 
larly true of gaseous reactions wffiere the concentration is approximately propor- 
tional to the pressure but even wdth some liquid and solid-phase reactions a 
remarkable increase in the speed with pressure has been obseiw^ed. For example, 
some organic reactions in the liquid phase W’ere observed to increase 5-10 times 
in speed at 3000 atm. over that at 1 atm.; isoprene and butadiene can be polymer- 
ized at room temperature under a pressure of 10,000 atm. However, the applica- 
tion of superpressures above 1000 atm. to increase reaction rates has not yet 
been applied on an industrial scale. 

The reduction in the volume of equipment occasioned by the use of pressure 
is of value but this alone w'ould not be sufficient justification for use of pressure. 
Likewise pressure is an aid in certain physical steps that take place in all chemical 
processes, such as absorption and heat transfer.’’ The use of pressure, by increas- 
ing solubility, makes possible certain absorption operations, for example removal 
of CO 2 from gases by w’ater-sc rubbing and CO from gas by absorption^ in 
moniacal cuprous solutions, w^hich would not be feasible at low pressures/ In'the 

® See Chapter 3. 7 See Chapter 2. 

p See Chapters 3 and 14. 
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du Pont Company's high pressure plant at Belle, West Virginia, the power used to 
pump the water into the high pressure CO 2 scrubbers is largely recovered by con- 
verting the work of high pressure injection into potential energy due to height, 
by allowing the water to run up the side of a mountain. Figure 2 shows a view 



Fig. 2. Du Pont Mountain System of Power Recovery. (Courtesy E. I. Du 
Pont de Nemours and Co.) 

of this interesting “mountain recovery^’ sj^stem. One set of pipes carries the high 
pressure water, charged with carbon dioxide, up the mountain to the top where 
the carbon dioxide is released to the atmosphere. The water then returns through 
the other set of pipes and, due to the head, it builds up a large proportion of the 
pressure needed to force it back into the scrubbing towers and the pumps need 
only to boost it the rest of the way. 

In some plants the work of water pumping is recovered by means of water 
turbines. This is a cheaper and more compact system, but recovery of energy 
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is not as good and the escaping gases cause difficulties in the operation of the 
water wheel. 

An interesting case of the use of pressure, where one would predict just the 
opposite from equilibrium principles, is the dehydro-cyclization of heptane to 
toluene by the reaction ; 

C7H16 = CtHs + 4H2 

In spite of the unfavorable effect on the equilibrium the reaction is carried out 
tinder moderate pressures, apparently because of a beneficial effect on the life 
of the catalyst. 

Organic Reactions — ^In the field of organic reactions one does not have a 
single clean-cut reaction as in the ca^c of ammonia synthesis and therefore it is 
not always possible to predict what the effect of pressure would be. So many 
simultaneous and consecutive reactions are possible and in each case the pressure 
may affect both the equilibrium and the rate in an unpredictable way.® For 
example in the Fischer-Tropsch process for the sjmtliesis of h5’drocarbons from 
carbon monoxide and hydrogen, the character of the product can be modified in an 
unpredictable way by relatively small changes in the pressure. Nor is it evident 
what the effect of pressure is in tlie h3'drogenation of complex substances like 
coal or petroleum-hydrocarbon mixtures. When hj^drocarbons are oxidized at 
ordinary pressure, the reaction goes almost wholly to CO2 and water but by o:ddiz- 
ing under pressure it is possible to stabilize intermediate products and thus 
obtain good jdelds of liquid products including alcohols, aldehydes, ketones and 
acids.^ Though this process has not yet found industrial application it is cited 
because it illustrates an important effect of pressure which is difficult to predict 
and which may lead to future applications. 

Practically the only clean-cut organic reaction facilitated hy pressure is the 
methanol synthesis reaction: 

CO + 2H2 = CH3OH 

By suitable choice of conditions this reaction can be made to take place practically 
to the exclusion of all others. The extent of this reaction as a function of pres- 
sure, temperature and proportion of reactants can be fairl}’ accurately predicted 
from the thermod>mamic data. The onl}- other simple reaction between these 
two reactants is the formation of formaldehj'de but investigation of the equilib- 
rium in this reaction has shown 'that only ver}’’ small yields are to be expected 
even at 1000 atm. Many other reactions between these two substances are pos- 
sible but all attempts to produce any one pure compound have failed. Once 
the attempt is made to build up compounds with more than one carbon atom, 
there seems to be no wa\^ to control the reaction within narrow limits and a 
complex product results. This is the case, for example, in the sjmthesis of the 
higher alcohols from carbon monoxide and hydrogen. 


CATALYSTS 

Practically all high pressure syntheses are dependent upon catalysts to bring 
about a sufficiently rapid reaction to make them commercially feasible; hence it is 

’See also Chapter 3. 

®For production of fatty acids from petroleum, see Chapter 42. 

Newton, R. H. and Dodge, B. F., J. Am. Chem. Soc.. 55. 4747 (1933). 
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appropriate io say a few things about these important agents. At a sufficiently 
high temperature, most reactions would be rapid without a catalyst but then 
other conditions would be quite unfavorable. For example, the equilibrium gen- 
erally becomes less favorable as temperature increases and the problem of mate- 
rials to withstand the combination of pressure and temperature becomes exceed- 
ingly difficult. It is usually essential to keep the temperature under 600° C., at 
least. 

In spite of all the research that has been done on the theory'' of catalysis there 
is only one reliable way to determine the best catalyst to use and that is the 
time-honored metliod of trial and error. Of course there are certain guides that 
aid one in the preliminary narrowing dowm of the field. Certain elements or 
compounds are generally known to favor certain types of reactions. For example 
nickel or copper or certain chromites are known to favor hydrogenation, whereas 
certain oxides like alumina or tungsten oxide promote dehydration but even these 
very general rules break down in specific instances. There are so many variables 
affecting not only the activity of a catalyst but also certain physical properties 
which may be of equal importance. Thus, a catalyst suitable for industrial use 
must be rugged enough to resist disintegration due to purely mechanical forces, 
must have long life,^^ and be resistant to heat and to poisons. The development of 
a catalyst with the necessary physical and chemical properties for a specific case 
requires many hundreds of purely empirical tests and most companies who are 
operating catalytic processes have elaborate catalyst testing laboratories. 

The specification of the elements or compounds that are active in a catalyst 
is far from a complete characterization of the catalyst. Physical state may be just 
as important as chemical composition. For example zinc oxide is a methanol 
catalyst but the activitj^ depends entirely on the method of preparation and sub- 
sequent treatment of the oxide. Some forms of zinc oxide are wholly inactive 
as catalysts and others will exhibit varying degrees of activity. What may seem 
to be minor variables in method of treating the oxide — variables involved in the 
precipitation, drying or heat treatment of the catalyst — may exert an important 
influence on the properties. 

In some cases the active catalyst is a metal and in other cases it may be an 
oxide or a salt. There is a certain amount of ambiguity in referring to catalysts 
which may confuse the uninitiated. For instance it is commonly said that the 
usual ammonia catal3^st is a promoted iron oxide. It is true that the catalyst is 
charged into the reactor as an oxide but before use it is reduced to metallic iron 
which is the true catalyst. In another case one may speak of a methanol catalyst 
as consisting of 45 mole % chromium and 55 mole % zinc. This does not mean 
that the catalj^st is a mixture of these elements, for it is actually in the form of 
oxides which are not reduced to the metal. It merely means that these two ele- 
ments are present in this proportion. 


Most catalysts do not consist of a single element or compound but of a mix- 
ture of two or more. For example, most ammonia synthesis catalysts consist 
largely of metallic iron as the active agent but small amounts of other substances, 

irx qualified in the case of recent vapor-phase cracking processes used 

m the petroleum industry, such as the Houdry process, where the life of the cataivst 
^ patter of minutes. Such catalysts are re-activated in place by passmg 
.SlThe ^ mechanisms have been developed to 
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often called promoters, are essential for a good catalyst. In this case the pro* 
moters are usually basic oxides such as those of the alkali or alkaline earth 
elements or of aluminum. One common ammonia catalyst is doubly promoted with. 
potassium and aluminum oxides. In the case of methanol, zinc oxide, chromium 
oxide and metallic copper are definitely known to exhibit catalytic activity but 
a combination of zinc and chromium oxides is much better than either one alone. 
In this case the two oxides are used in roughly equal proportions so that there 
is no clear-cut distinction between catal^^st and promoter as in the ammonia 
case. The properties of a methanol catalyst can also be modified in an important 
way by the addition of relatively small amounts of other elements. For example, 
a catalyst containing only zinc and chromium (as oxides, of course) will give 
substantially pure methanol but the addition of small amounts of alkalies, or of 
copper or manganese or other elements will lead to the formation of significant 
amounts of higher alcohols in addition to methanol. 

Most catal5^sts are used in the form of a stationary bed through which the 
reactants pass and hence they must be in lump or granular form. This form can 
sometimes be produced \nthout special mechanical means by proper control over 
the conditions used in manufacture. In other cases it is necessary to compress 
the powdered catalyst into pellets. In still other cases the catalyst is held on a 
supporting material which is itself in suitable granular form such as pumice or 
Alfrax or is impregnated on a powdered material such as Idcselguhr which is then 
pressed into pellets. A recent interesting development in the petroleum industry’ 
is a process in which the catalyst is suspended as a ver}’ fine powder in the mov- 
ing stream of the reactants, then separated by mechanical means, reactivated if 
necessary, and again dispersed in more reactant mixture. 


SUnVEY OF PRESSURE PROCESSES USED IN INDUSTRY 

The number of possible processes which might advantageously be carried out 
under pressure is very large and this discussion will be confined to a few of the 
most important ones that are used industrially. These, with some of the impor- 
tant operating conditions, are summarized in Table L 

The processes in the table are believed to be in actual operation on an indus- 
trial scale. Many other reactions have been investigated in the laboratory and 
on a semi-commercial scale which may be tlie basis of future industrial processes. 

In addition to the chemical reactions listed, there are a number of physical 
processes in which pressure is a useful tool, as for example in the recovery of 
helium from natural gas, the manufacture of liquid oxj’gen, the repressuring of 
petroleum-producing wells in which the oil production is from a saturated vapor 
in the critical region and maintenance of the pressure is necessary to continued 
production, electrolysis of water under pressure, and the use of high pressure 
steam to explode wood to a fibrous material from which useful products are 
pressed. 

I 

METHANOL SYNTHESIS 

This has been chosen as a typical high pressure catalytic process about which 
to give more detail than was possible within the confines of Table 1. 

The reactants, hydrogen arjd carbon monoxide in the proportion of 2 to L 
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may be produced in a variety of ways from different raw materials though only 
three sources of the gases are believed to be in use at the present time. These 
three sources are: 

( 1 ) by-product gases from the fermentation of corn ^2 

( 2 ) by-product gas from carbide furnaces 

( 3 ) coal and water.^^ 

In the case of ( 1 ) the gas is a mixture of CO2 and H2 in about equal propor- 
tions. Methanol can be synthesized from these Wo gases just as well as from 
CO and H2 but of course water is formed at the same time so that the product is 
a solution of methanol in water instead of substantially pure methanol. This 
can be avoided by first converting the CO2 to CO by passing it over a bed of hot 
coke where the reaction 

CO2 + C = 2 CO 

takes place.^® 

In case ( 2 ) the gas is nearly pure CO, a portion of which is converted to hydro- 
gen by means of the water-gas reaction, namely : 

CO + H2O = CO2 + H2 

The CO2 may be removed in a variety of ways leaving a substantially pure hydro- 
gen which is then mixed with the original gas in the proper proportion. 

In the case of ( 3 ) the coal is coked in ovens and the resulting coke is used 
to produce blue water gas which is then mixed with hydrogen obtained from the 
coke oven gas by low temperature separation. 

Other possible sources of the two reaction gases are ( 1 ) blue water gas from 
coke, a part of which is converted to hydrogen through the water gas reaction, 
( 2 ) by-product CO from phosphorus manufacture, ( 3 ) coke-oven or other coal 
gases, ( 4 ) petroleum cracking gases and ( 5 ) natural gas. In certain localities 
natural gas should offer a very cheap source of raw material for methanol 
synthesis. One of the difficulties in such a source is seen by considering the reac- 
tion which occurs when natural gas (assumed for simplicity to be methane) is 
treated with steam and passed over a catalyst, namely 


CH4 + H2O = CO + 3 H 2 

Since a 2 to 1 gas is necessary, either hydrogen must be removed or carbon 
monoxide added. There are several possibilities for doing this, only two of which 
will be mentioned briefly. The CO and H2 can be separated by a low temperature 
distillation process and the CO added to some of the original gas mixture result- 
ing from the reaction with steam, or some of the natural gas can be burned and 
the CO2 separated from the flue gas by suitable means. The CO2 is then mixed 
with the natural gas and steam to bring about the net reaction 


3CH4 + CO2 + 2H2O = 4 CO d- 8H2 


A simplified flow sheet showing only the main features of one process for 
methanol synthesis starting from coal and water as the raw materials is given in 


See Chapter 30 . 
^®See Chapter 12. 
See Chapter 19 . 


See Chapter 15. 
See Chapter 15. 
See Chapter 14. 
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Figure 3. The coal is converted to coke and gas in ovens of standard type. The 
coke is then fed to water-gas generators where a blue gas containing approxi- 
mately equal volumes of CO and H 2 is produced. Tliis gas contains hydrogen 
sulfide which would poison the methanol catalyst and cause other troubles later 
in the process so it is removed at this point by any one of several well known 
processes/® as for example the Thylox process which uses a sodium arsenate 



so&Mon^^s the absorbing agent. The gas is then compressed to about 30 atmos- 
pheres 111 or 3-stage compressors and scrubbed with water under pressure in 
a packed t^ower to remove carbon dioxide (formed in the gas generators) along 
with some ou^^^ impurities. The gas now consists of approximate!}^ equal volumes 
of hydrogen carbon monoxide and h 5 '^drogen is added to adjust the composi- 
-tion to the 2 to 1 mixture. This hydrogen is produced from the coke 

oven gas by a temperature process in wliich all the other constituents of the 
gas are liquefied, 'the hydrogen which is a non-condensable gas at the tem- 

perature (—300® 1^0 ^sed. 
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The purified and compressed gas mixture containing hydrogen, carbon monox- 
ide and small amounts of other gases, principally nitrogen, methane and carbon 
dioxide, now enters a recirculation system where the synthesis takes place. The 
gases from the recirculating pump mix with fresh, make-up gas and enter the 
converter in which they first exchange heat with the hot gases leaving the catalyst 
bed. In this way the entering gases are heated to about 300° C. before entering 
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Fig 4. High Pressure Compressors in a Synthesis Plant. 
Du Pont de Nemours and Co.) 


(Courtesy of E. I, 


the catalyst chamber. This heating is necessary to start the reaction at a suffi- 
ciently rapid rate. Since the reaction is exothermic the gases leave the cataij^t 
at a somewhat higher temperature (approximately 400° C ) and the temperature 
is continually maintained at the proper level by heat exchange between ingoing 
and outgoing gases. Of course, when a converter is cold after a shut-down, some 
auxiliary means of heating has to be used to start the reaction. 

Depending on the catalyst, temperature, pressure, space veloc'ty and other 
factors, from 10-20% of the carbon monoxide is converted to methanol in one 
pass through the converter. By cooling the gases with water in a tubular cooler, 
the majority of the methanol (and higher alcohols if they are present) is con- 
densed to a liquid and flons to a receiver whence it is expanded to a low pressure 
storage system. The uncombined hydrogen and carbon monoxide are then recir- 
culated to the converter. Since the make-up gas contains a certain amount of 
inert gas and since some inerts such as methane are formed in side reactions a 
certain proportion of the gas must be continuously purged from the circulatory 
system to prevent the inerts from building up In order to avoid too great a loss 
of active gas through the purge, the inerts in the system are generally maintained 
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at a fairly high figure, of the order of 20-30%* The only disadvantage of this is 
that it reduces the effective pressure of the reaction, 

EQUIPMENT 

Compressors — Gas is compressed in reciprocating compressors of the type 
shown in Figure 4. Both for mechanical and thermodynamic reasons, the com- 
pression is done in more than one stage with inter-stage cooling. In general, two 
stages are used to 25 atm., 3 stages to 75 atm. and above that 4, 5, or 6 stages are 

common, though as many as 9 stages have 
been used. Compressors for pressures up to 
300 atm. are fairly well standardized. Ma- 
chines for pressures as high as 1000 atm. 
have been built but are quite special. Lab- 
oratory compressors have been built for 
5000 atm. but 1000 atm. is the highest for 
which any commercial compressor has been 
constructed. 

Compressors are commonly driven by a 
steam engine or an electric motor. Steam- 
driven compressors have a steam engine 
cylinder integral with the compressor and 
directly in line with a gas compression cylin- 
der. Power-driven compressors may be 
connected by a belt drive to the motor, or 
as is more common in the large sizes, a 
s>mchronous motor is directly connected to 
the crank shaft. 

High pressure compressors have been 
built in large units capable of compressing 
several thousand cu. ft. of gas per minute 
measured at atmospheric pressure. The 
power requirement, which may be an im- 
portant item in the cost of the process, is 
readily calculated from the usual equation 
for adiabatic compression with a reasonable 
allowance for overall efficiency (80-85%). 

Pressure Vessels — ^\^essels for high 
pressure reaction or storage are of three 
general types. For pressures up to about 
100 atm. the vessel is commonly made of steel plate rolled to a cylinder and 
welded. The vessels used for batch reactions in which the pressure is simply 
the vapor pressure of the system at the reaction temperature, are usually 
known as autoclaves and are commonly equipped with mechanical agitators. 
Such a reactor is shown in Figure 5. Larger vessels of the same type of con- 
struction without stirrers are used in continuous processes such as the various 
high pressure processes used in the petroleum industr3^ (See Figure 6.) For 
higher pressures, such as used in the ammonia and methanol synthesis, the 



Fig. 5. Autoclave with Agitator. 
(Courtesy Blaw-Knox Co.) 
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reactors are generally forged from a single ingot of steel. (Such a vessel is 
shown in Figure 7 ) The size of such reactors is limited by the largest ingot 
that can be produced which is about 225 tons. The largest converters that 



Fig 6 High Pressure Petroleum Crackmg Vessel (Courtesy A. 0. Smith 
Corp) 


can be fabricated in this way will produce from 50-70 tons of ammonia per day in 
a single umt. 

The most recent type of construction is the laminated one which consists of 
wrapping successive layers of relatively thin sheet (about %") around a central 



7 Forged Steel Reactor for Ammonia Synthesis. (Courtesy Midvale 
Steel Co ) 


cylmder, and wielding the circumferential seams. Such a vessel m process of con- 
struction IS shown in Figures 8 and 9 By this method thick-walled vessels can be 
built up to withstand very high pressures and larger vessels can be made than 
from forgings which makes possible larger units with a corresponding reduction in 
costs Furthermore, only the inner cylmder need be of a special material to 
withstand the corrosive action of reacting materials. 
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All pressure ves&eis Lave bolted-on Leads and their gas-tightness is assured 
by the use of a gasket of some yielding material, usually copper or aluminum or 



Fig. S. Two sections of a multi-layer vessel shown after twenty-six layers 
progressively have been wrapped and welded. (Courtesy A. 0, Smith Corp.) 


soft steel. Typical head constructions using copper gaskets are illustrated in 
Figure 10. Where steel is used the joint is usually’' of the line-contact type illus- 



Fig. 9. The end of this multi-layer shell has been machined for the welding 
groove. This shell has a total wall thickness of 5.3 inches built for twenty-six 
layers. (Courtesy A. 0. Smith Corp.) 


trated in Figure 11, In the older types of head closures it was necessar}' to 
initially tighten the head onto the gasket with sufficient force to overcome the 
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total load on the head due to gas pressure and still leave enough residual hydro- 
static pressure in the gasket to prevent leakage. This is avoided in the newer 



Fig. 10. Types of Head Closures for Pressure Vessels. [Ind. Eng. Chem,, 18 , 
667 (1926)] 


types of closures using a floating head which is forced against the gasket by the 
internal pressure, as illustrated in Figure 12. 



Fig. 11. Lens Ring Joint. 


Materials of Construction— For the lower pressures and in the absence of 
hydrogen, mild steel may be used in the construction of pressure vessels. Hydro- 
gen causes decarburization of mild steel above about 200'* C. with resultant 


164 


INDUSTRIAL CHEMISTRY 


cracking along crj'stal boundaries. For the combination of high temperature, 
high pressure and hydrogen-containing gases, alloy steels containing chromium, 
nickel, vanadium, tungsten, or molybdenum and combinations of them are used, 
a common one containing 1% chromium, 0.2% vanadium and 0,3% carbon. The 
elastic limit depends on the heat treatment but is generally in the range of 65,000- 
85,000 lbs. per sq. in. IMiere severe corrosion is encountered, special alloys high 
in nickel and chromium must be employed. For the ver^’ severe conditions en- 
countered in such a process as the Claude for ammonia s\mthesis operating at 



Fig. 12. Self-sealing Closure. 


550-650® C. and 1000 atm., the converters are made of a nickel-chromium-iron 
allo}" containing about 25.5% iron, 12% chromium, 60% nickel and 2.5% tungsten. 

The tensile properties of all steels are little affected by temperatures up to 
250® C., above 300® C. a fairly rapid decrease in strength sets in, and above about 
400-450® C. the proportional limit becomes very" low and the so-called "creep” 
phenomenon becomes important. This is a continuous elongation that occurs 
without increase in the stress. An important property of steels to be used at 
high temperatures and pressures is the creep stress which is defined as the stress 
that will produce 1% elongation in a certain number of hours, usuaU)^ from 25,000 
to 100,000. In contrast to the ordinary- short-time tensile tests, the creep stress 
can only be evaluated by long-time tests of at least 1000 hours. 

Liquid Pumps — Liquid pumps for high pressures have generally been of the 
reciprocating plunger-type though recently' centrifugal pumps have been devel- 
oped for large rates of flow at pressures as high as 3000 lbs. per sq. in. These are 
multi-stage pumps driven either by steam turbines or high speed electric motors 
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and there appears to be no reason why still higher pressures cannot be developed 
if the demand arises, Por low and moderate flow rates the reciprocating pump 
still dominates the field. 

Miscellaneous Equipment — ^Valves, packings, pipe and fittings, pressure 
gages, flow meters, safety valves and other small items of equipment are not 
essentially different for high pressure processes from those employed at low and 
moderate pressures, but little details of design are important and may make the 
difference between success and failure. The construction must, of course, be 
heavier and frequently of special steels to secure higher strength without so great 
an increase in weight. For the highest pressures, seamless tubing is generally 
used in place of pipe with welded seams. Joints are made with flanges and soft 
metallic gaskets or the lens ring gasket showm in Figure 11, Fittings may be 
forged or they may be machined from bar stock. Sight glasses constitute a special 
problem which has necessitated more of a departure from the conventional designs. 
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The scope of this chapter must be arbitrary. It includes only industrial 
instruments, as against the more scientific laboratory instruments; i.e., instru- 
ments, in the former case, are those employed for definite processing conditions , 
physical and chemical properties, and composition s of materials . The de\d^ 
described are those that render some or all of the follondng services to indu s- 
t ry: Labor saving: fuel saving; increase d production; better quality of p rod- 
uct; elimination of ^^rejects^^; uniformity; a ccident preventio n; and mmimizmg 
reliance on human watchfulness " ‘ 

MEASURABLE CONDITIONS 

As processes are taken from the research laboratory to the plant, they be- 
come industrialized, i.e., ^hey are carried on in standardized production equip- 
ment and a determined attempt is made to control variables, with a view to 
preventing accidents and spoilage and to assure highest quality of output at 
lowest production cost^ ^hese variables, wliich are of prime importance to 
the industrial chemist, (^n be determined, and therefore may be considered as 
neasurable conditio ns^Un-their probable order of importance to the chemical 
industries, these are as follows: 

1. Temperature. 

2. Humidity. 

3. Pressure (or Vacuum), 

4. Liquid Level. 

5. Flow. 

6. Duration or Timing (of chemi- 
cal process). 

The foregoing list includes only those measurable conditions for which indus- 
trial instrmnents have been designed, developed, standardized, and placed on 
the market. 

v/PROPERTIES 

(^he industrial chemist strives to conquer variations in processing condi- 
tions because he desires that every product meet definite specifications as to 
purity, physical and chemical properties. Specifications have for many years 
been checked m laboratories and, as a result, innumerable types of testing in- 
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7. Rate or Speed (of mechanical parts) 

8. Chemical Strength (of processing me 
dium — acidity of bath, etc.). 

9. Light, Ultra-violet Irradiation, etc. 
10. Voltage, Current Density, MagnetU 

Flux, etc. 
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struments have appeared. Laboratory testing instruments are becoming stand- 
ardized. Many of them have become industrialized^ To illustrate: 

^ liquid product must have a definite specific gravity. This property 
“condition”) is tested in the laboratory by means of a glass hydromete r. Substi- 
tute a rugged steel float chamber, add a temperature-compensation device, con- 
nect the float ch amber into the outflow of the processing apparatus and the 
float to a recording mechanism — and the result is a specific gravity recorde^ 


COM POSITION 

(a third large and mij)ortant field of application of industrial instruments 
is the measurement and control^ of chemical^^omposition^ From this field we 
arbitrarily exclude portable analyzers which require manipulation or wliich 
are not capable of providing pointer-and-scale indications or chart records. 

Two distinct historical sequences have resulted in automatic analyzers. One 
has been the gradual evolution of fragile laboratory bench glassware into 
rugged apparatus, with more and more routine operations naechanized, from 
the taking of uniform samples at the start to the taking of readings at the end. 
This form of automatization is the mechanization or motorization of previously 
manual or visual routines. The other historical sequences have been more rapid 
in every case: not an evolution but the application of continuously recording 
instruments to continuous methods — or the transformation of a laboratory con- 
tinuous analysis apparatus into a fully-automatic continuous analysis industrial 
instrument. The term “analyzer” generally signifies a selective analyzer — an 
instrument wdiich records one constituent by one selective method, or a duplex 
or multiplex recorder consisting of two or more fundamental measuring devices 
assembled into one case so as to produce a plurality of records on a single 
chart. Though new, this province of automatized analysis comprises a number 
of fields, more or less overlapping and only faintly corresponding to the formal 
divisions in college chemistry courses. We discern ten distinct fields in this 
province — ten clasBes of robotized analyzers: 

I. Automatized gas analysis methods in which the percentage of a constituent 
is measured by measuring a physical property of the mixture, without any chemi- 
cal reaction being performed. Any physical property may be utilized which is 
readily measurable or — better still — continuously measurable by an industrial in- 
strument. It must be noted, of course, that the mixture rule limits the application 
of property-measurement methods to mixtures where the value of the utilized 
property is appreciably greater or smaller in the gas to be recorded than in any 
other constituent. Another peculiarity in the use of property-measuring methods 
of gas analysis is that the different constituents frequently have different tempera- 
ture or pressure coefficients of the particular property. This may be a source of 
error, but it also permits analyzing certain mixtures at temperatures where the 
constituent tested for, displays the utilized property more markedly than do the 
other constituents. Finally, most of these methods being continuous in their in- 
dustrial embodiments, the instruments can readily be made to serve as the meas- 
uring elements of telemetering systems, or of automatic control systems. 

II. Same as (I) but for solutions. Among the physical properties reliably in- 
dicative of the concentration of a particular ion, element, or compound in a solu- 
tion, the most useful are electrical properties. These come under electrometric 
methods which for reasons of convenience constitute a field of their own. (VIII 
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below.) Any of the remaining physical properties can be utilized when it can con- 
veniently and accurately be recorded, when the ion, element, or compound tested 
for has a pronounced influence on the value of the solution's property, and when 
there is practicalb^ no danger of the presence of other ions, elements, or com- 
pounds affecting the shape of the cur\x on which the instrument's calibration is 
based. 

III. Mechanized volumetric gas analysis methods consisting of a single selective 
absorption or selective oxidation stage for quantitative determination of one con- 
stituent of the mixture, preceded and followed by simple automatized washings 
and other routines. Modem features are designed to assure definite conditions of 
pressure, volume, temperature, and either dr3dng or saturation; or to compensate 
automaticalb^ for variations in some of these conditions. In large plants the read- 
ings obtained from the final gasometer bell of the anab'zing instrument are con- 
verted into proportional electrical effects and tolcmelcred to centralized control 
boards at a distance from the points of anabasis. Any of those indicating and 
recording instruments, moreover, can readily be made to servo as the measuring 
element of an intermittent tj'pe automatic control system wliich, after each cj'^cle 
of measurement, readjusts various valves and dampers. 

IV. Mechanized volumetric methods similar to (III) but comprising two or 
more selective absorption or oxidation stages — either because the determination 
of one constituent requires it or in order to measure the percentages of a pluralitj’’ 
of gases. 

V. Continuous-absorption gas anab'zers with pressure-measuring instruments 
serving as indicators, recorders and telemetering-system transmitters. Since measure-* 
ment is continuous, the instruments can be supplemented by a wide choice of tele- 
metering or automatic-control s^'stems. 

VI. Combination of chemical reaction and ph3^sical propert3' measurement. 

VII. Inferential anal3’’sis b3^ measurements of effects of changes of forms of 
energ3" accompan3'ing reactions. Though generalized by the plural, this obviously 
refers chiefly to temperature measurements in connection with strong exotherms or 
endotherms. Outstanding example is the catab’sis-ccll l3'pe of CO recorder. 

VIII. Electrometric methods of anabasis. This field necessarib' overlaps others. 
B3^ usage it includes methods based on the clcctTical conductivit3^ of solutions, but 
it excludes methods based on the thermal conductivity of gases — the former being 
considered an electrochemical propcrt3^ and the latter a pureb^ physical property. 
Important as is this field, it has not 3xt been defined. The electrometric analyti- 
cal methods wliich arc successfulb" embodied in industrial instruments, however, 
may be listed as follows: (1) potentiometric, (2) electrolytic, (3) polarographic, 
( 4 ) conductivimetric, ( 5 ) magnetometric. 

IX. Qualitative detection of any or all unknowns. This has not 3*^66 reached 
the practical stage, though a certain measure of success has been reported in the 
wa3^ of spectroscopes eqiiipiied with photocells and sets of screens, each screen 
having a series of slits corresponding to the principal bands or lines of a certain 
atom or molecule. 

X. General quantitative anabasis. Complete automatization still is in the dream 
stage for it wcaild seem to require (even if limited to the inorganic field) an enor- 
mous apparatus corresponding to a large laboratory in which all manipulations are 
automatized (including judicious choice of reagents for obvious reasons such as 
explosion prevention), and provided either with a multitude of dials or with means 
of printing on a chart the result in the form of symbols and quantities. 

(trincipal parts of industrial instruments^ 

Because of their great variety it is not possible to discuss, in a systematic 
way, the anatomy of all industrial instruments. Some classes must even be ex- 
cluded as, for instance, inclined-tube draft gauges, liquid level sight gauges, etc. 
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Primary Element — ^In general, there is a part or group of parts know n as 
the 'primary or sensitive element^ which responds to variations in the rne asura ble 
magnitude to which the instrument is applie d. The response may be direct as 
in the case of a float for liquid level. Or it may be indirect, as in a flow 
meter, the primary element of which is a “differential producer.” (Trom the 
scientific viewpoint the response of most primary elements is indirect. Many 
primary or sensitive elements respond to variations not in the measurable magni- 
tude itself, but in one of its effects. Thus, humidity is not measured..in..in- 
dustrial practice by weighing the water vapor in a cubi c foot of air, but it is 
satisfactorily measured by its* proportional effects on the readings of 'thermom- 
eters or on the length of a hygroscopic elemenC ^(^imilarly, acidity ma ^Hn^me 
instances be measured by usings a sensi t iy e elem ent which responds to changes 
in electrical conductivity, /tn like manner, ^^proportions in a mix ture p JLgases 
may be continuously detemmiMTlSxr^^n controlled automatically, by the use 
of primary elements which measure either_the_tliermal conduct! vity^n,^ 
specific gravity of, the mixture. Almost all industrial instruments thus start 
with primary or sensitive elements which make use of practical applications of 
relations which were discovered in the field of pure science. 

I^ndijcating Element — In indicating instruments a second essential element 
is the indicating element j which generally moves over a graduated scale, \ In some 
industrial instruments or devices, the indicating element is a lamp which flashes 
on and off, or a gong or bell. In such cases, the instrument is a detecting or 
alarm instrument or device, rather than an indicating instrument. 

iln recording instruments, the indicating element, actuated^by the-primary 
of sensitive element, in turn actuates (1) a moving pen or other producer of a 
legible record upon a moving chart, or (2) a relay whereby auxiliary,, power 
is employed to produce the record. 

Controllers — In automatic controllers, in addition to thejrimary element, 
a means for the application of sufficient power is required to effect the de- 
sired correction. When this means is physically separate from the parts which 
measure the controlled variable, it is known as the power device or power unit, 
or by a specific designation such as motorized valve. 

In self-operating controllers the primary element itself furnishes the power; 
in all other controllers an indicating element is made to actuate a relay whereby 
the application of pneumatic, electrical or other form of power is governed. In 
some power systems a first and comparatively delicate relay actuates a second 
and more rugged relay. 

Instruments — ^Apart from other methods of classification, it may 
be useful to supply brief information on some of the “kinds” of industrial and 
other instruments. The arrangement is alphabetical and the word instrument 
is left out after each heading: 

Balancing. A measuring — ^but not necessarily an indicating— instrument em- 
ploying the null method of measurement, wherein one effect of the magnitude 
to be measured is manually or automatically balanced by a calibrated and ad- 
justable effect of like kind and opposite directimi. An indicating element is 
employed to show a state of balance and also, in "some cases, to measure the 
excess of either effect over the other. Examples: equal-beam scales; null- 
method pressure gauges, tachometers, potentiometers, etc. " 
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Checking, (1) A specialized form of testing instrument, i.e., for occasional 
or intermittent, not continuous, use. (2) An instrument in continual use for 
managerial ^^checking/' as of employees* in and out time, etc. 

Controlling, /An instrument or system (generally the latter) which auto- 
matically controls, corrects, governs or regulates (1) the processing, working 
or storage condition, or (2) the physical or chemical property of matter, or 
(3) the proportioning to which it is applied. Generally used continuously and 
permanently installed^ 

Counting, '' An instrument that counts discrete entities, such as revolutions, 
strokes, etc. Examples: A hand counter for shaft revolutions, or an "electric 
ej^e** for counting articles traveling along a conveyo^ 

CuTve-draxoing, A form of recording instriunent, producing a continuous 
record of a variable magnitude'^ 

Cycling or Coordinating. Jiie designation cycling "instrument” is seldom used 
in industrial practice. A cycling controller (also known as a cycle controller, 
program controller, time-operation controller, etc.) is a mechanism embodying 
(1) one or more clockworks and (2) means for automatically performing prede- 
teimined operations at predetermined times in proper sequence, according to 
either (1) a definite schedule in wdiich nil times are fixed or (2) a flexible schedule 
in which certain times depend on states, stages or conditions. The timed opera- 
tions may be sudden, as opening or closing valves, or gradual, as in the case 
of a drying schedule or curing cycle. J 

Detecting. A signaling instrument or device giving merely a yes or no 
indication, usually visible (when audible it becomes an "alarm** instrument)? 

/ndicaring. (1) An instrument that shows what the value of the measur- 
able magnitude to which it is applied 75 at the time that it is read (or what 
it was shortly before, allowing for lag). Examples: a Bourdon gauge, a liquid- 
in-glass thermometer, a boiler gauge glass. (2) A detecting instrument giving 
a yes or no indication without assigning a value, but provided with a visible 
indicating element. Portable as well as fixed forms are industrial so long as 
the purpose and construction relate to the plant rather than the laboratory^; 

Integrating. (1) An instrument that automatically performs the mathe- 
matical operation of multiplying quantity-rate by time to give total quantity; 
or a meter which directly registers the total quantity, as of a fluid in units of 
• Wtuhe# or of a granular material in units of weight, or of electric power in 
kiJowatf“^ours, etc.'^ Reserv^ed for instruments and meters applied to variables, 
not gen^erally applied to counters. (See Counting.) (^2) In photometry, an 
instrumfeot that performs a directional summation of values to give "mean 
spherical candle power.** 

il/easjprinSf. Any instrument capable of assigning a value to any measurable 
03agnitude^C9odition, property, effect, etc.). Examples: a foot-rule or a wave- 
length spectroi^^^^^L ^ grocer’s scale or a geodetic^ torsion balance. Not, as a 
applied to|i instruments and devices.^ 

Metering ^ general an integrating instrument (see Integrating). Special 

types are maximuV^"^®^^^^^ meters, etc. 

(Recordm n ii^strument, ’^rial or . i ^'ich furnishes a time 

graph (generally oip Gloving q4 ^ " v.*surable magnitude 
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to which it is applied. It embodies an indicating instrument the indicating ele- 
ment of which (pointer, pen-arm, light-beam focused on sensitized paper, etc., 
etc.) traces the ^^record” which may or may not be a ^^curve.'^ The record 
is permanent and therefore shows what the value of the measured magnitude 
was at a previous time. The record may be continuous or intermittent. One 
recording instrument may be applied to several measurable magnitude^ 

Registering. A form of indicating instrument provided with means of regis- 
tering maximum or (sometimes and) minimum values, such registering element 
“staying put” until manually displaced. Examples: a maximum-registering ther- 
mometer, a cylindrical tire pressure gauge. (Note, however, that in a meter 
the mechanism having an arrangement of numerals, etc., which is observed 
when “reading the meter” is known as the register.) 

Regulating. See Controlling; but note that the term Controller (which ap- 
plies also to motor-starting devices, automatic scheduling devices, etc.) is 
broader than^c<7wZator which applies only to devices for controlling the value 
of a condition, property, et^ 

Signaling , (kn indicating, recording or controlling instrument provided with 
means for visible or audible signaling at predetermined and usually adjustable 
“points” or values of the measurable magnitude to which the instrument is 
applied^ 

P< Testing . Implicitly a non-industrial instrument, not permanently installed 
on a piece of equipment but kept in the laboratory (or taken out on the job) 
and used as the occasion arises. 

filming. (1) A time-measuring instrument or timepiece. (2) A form of 
recording instrument, as an operation recorder. (3) An alarm or signaling time- 
piece which may be set. (4) A controlling instrument which causes an opera- 
tion to be performed automatically at the end of the period of time for which 
it is set, such times being ordinarily related to the manual setting operation, 
but in certain forms to a state, stage or condition independent of the manual 
setting. (Elaborate forms of industrial timing-controlling instruments are 
preferably called cycling ^ codrdina^ng controllers.^ 

{Totalizing . (1) Any counting instrument or device. (2) Any integrating 
instrument.^ 


PRINCIPAL PROPERTIES OF MEASURING INSTRUMENTS 

Accuracy — ^That industrial instruments are “less accurate” than scientific 
instruments is an unwarranted generalization. In the first place, the only ac- 
curate instruments are the counters, operation recorders, etc,, dealing with 
units, ^here is no such a thing as absolute accuracy in the instrumental meas- 
urement of magnitudes such as temperature, pressure, or rate. Since the func- 
tion of a measuring instrument is to assign to a measured magnitude a nu- 
nierical value, i.e., a mathematically-usable quantity, it follows that “accuracy” 
is the relation between the true value (of the magnitude) and the obtained 
value (of the quantity). It also follows that Error is the difference between 
the values of the magnitude and of the quantity. The true value, of course 
is a quantity obtained by means of a “more accurate” instrumen^^ven when 
it is represented by a tangible standard of reference such as a prmsion weight 
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— ^for this weight has been certified by means of ''still more accurate” instru- 
ments, but not by "absolutely accurate” instruments. 

Accuracy as defined in the foregoing is the accuracy of an instrument at 
only one point on its full scale, as determined by comparison against a stand- 
ard. It is termed the Point Accuracy, It is not the important property known 
as Intrinsic Accuracy which is defined as the extent or closeness to which the 
readings (note the plural) of the instrument approach the true values^ 

^^c curacy is usually expressed in terms of the Limit of Erro r which is the 
maximum error by which the readings will depart from true values.^ This limit 
of error, in turn, may be expressed in several ways. Of these, the preferable 
one is "percentage of scale range.” 

^he measuring property known as Precision is relative: a precision instru- 
ment is one that has a relatively long scale for a relatively short rang^ 

jTnaccuracy of an instrument is caused by features or factors in the instru- 
ment itself, not by conditions of use. Its principal causes are: (1) imperfect 
material, as variation in bore of a glass tube, etc.; (2) unavoidable physical 
phenomena such as capillary attraction, etc.; (3) imperfect construction which 
cannot be improved, such as the finite width of knife edges or points, etc,; 
(4) imperfect construction which can be improved, such as excessive friction, 
excessive lost motion, incorrectly cut cams, etc,; (5) unavoidable or partly 
unavoidable properties of materials, such as the aging of glass and permanent 
magnetsy 

SerT^tivity — fThis important measuring property is broadly defined as the 
response of an instrument to changes in the measured magnitude^ The in- 
trinsic sensitivity of an instrument is not to be confused with its sensitivity 
under conditions of use that can readily be controlled by the user. ^The prac- 
tical meaning of sensitivity undergoes inevitable changes when applied to such 
different instruments as Bourdon gauges, vernier-dial potentiometers, photome- 
ters, equal-beam scales, viscosimeters, vibrating-reed tachometers, pyrometers, 
etc^ The following applies only to indicating instruments designed for meas- 
uring variables. 

^he sensitivity of a measuring instrument is the response of its indicating 
element to changes in the measured magnitude. The sensitivity of an industrial 
indicating instrument is the readil}” observable displacement of its indicating 
element caused by changes in the measured magnitude. Unit Sensitiv ity is the 
value of the change in the measured magnitude whicBT-Vill cause a change of 

(1) one milliradian or (2) one scale division or (3) one millimeter on the 
scale of the instrument — depending on the field of measurement concerned. 
Ultimate Rensitjy ity is the value of the change in the measured magnitude 
which ^will cause effective motion of the indicating element of the instriimen^ 

^Forvgncc is a term used to represent the amount by wdiich the readings of 
an instritaient vary in successive indications of the same value of the meas- 
ured maglnitude. Variance is due principallj^ to (1) backlash or lost motion; 

(2) frictiron; (3) changes due to the stress-strain relation of springs in the 
force-resislling 
tribution oi 
the amount of 
ceding history 


or restoring element of the instrument; (4) changes in the dis- 
Irts, as variation of position of pivots in bearings or variation in 
\^iquid retained on wetted surfaces; (5) the immediately pre- 
\&th respect to extent and speed of displacement and other 
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phenomen^ Variance due to friction can be partly eliminated by tapping the 
instrument just before taking a reading. Variance due to other causes can be 
kept at a minimal value by proper maintenance and proper handling. 

Often, {\V"hen a measured magnitude remains constant, the instrument read- 
ing may change due to the effects of changes of pressure, temperature, humid- 
ity, and similar environmental variables. Correction factors can usually be 
applied to compensate for these sources of errors^ 

(^Sticking — This is the term which denotes that the indicating element does 
not ^ove without an appreciable change in the utilized effect. This term 
may also be used to designate the amount of effect required to cause motion 
of the indicating element, in which case it is expressed as ultimate sensitivity. 
Thus a pressure gauge which requires a change of ±5 lbs. to cause its hand 
to move at all has an ultimate sensitivity of 5 11^ 

( ^Lag is a term denoting slowness of response of the indicating element, with- 
out implying, however, that the indicating mechanism sticky The ''slowness” 
is relative; a sluggish oscillograph would be considered a rapidly-responsive 
recording thermometer. True lag follows a logarithmic-decrement law. (Jt is 
caused by phenomena such as heat transfer at the measuring element — ^not by 
indicating-mechanism friction — and is commonly known as "t hermometric lag >” 
"Damping lag,” on the other hand, is artificially introduced in the indicating 
medianism, and it generally has nothing to do with the "true lag” of the 
primary element^ True lag can be altered by changing portions of the meas- 
uring system; damping lag, by modifying the damping means which affects the 
indicating mechanism (or by replacing such damping means when detachable). 

(Da mping is that property which minimizes the time required by the indi- 
cating element to come to rest at a new value after a sudden change, but with- 
out affecting accuracy^ ^hen the pointer (or pen) of an instrument comes to 
rest only after a senes of oscillations, the instrument is said to be "under- 
damped”; and it is said to be “overdamped” when the indicator approaches 
the §nal reading, without actually passing that point, in a period pf time capable 
of being reduce(^(^ general it is desirable to have the movement slightly 
underdamped , in order that its free swing may give assurance of freedom from 
sticking^ For recorders, the damping requirements vary with the "speed” and 
other desired characteristics. 

(^"Critical damping” is that obtained when reducing the amount of damping 
would result in oscillations and increasing it would increase the lag. A "dead- 
beat” movement is criticaUy dampec^ 

Damping lag is seldom objectionable in indicators. In recorders it may be 
objectionable when the record must show transients; in controllers it is a factor 
seriously affecting the mode of control. 

Readability — ^This important measuring property is a combination of (1) 
general factors such as size of instrument; length of scale; length, width, and 
sharpness of scale divisions; size and legibility of graduation figures; visibility 
of indicating element; absence of eye-confusing markings or reflections, etc. 
and (2) specific factors such as minimization of parallax effect in certain forms 
of indicators. 

^ Drift connotes gradual changes. Some authorities use it to denote that an 
instrument's indications of the same value change "with age”; others define it 
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as the difference in an instrument's readings before and after undergoing a 
specified test— generally a form of ^'accelerated aging” test. 

From the foregoing, it is apparent that all measuring properties may be 
divided into "passive” and "active,” the former determinable by inspection, 
the latter by actual test. Figure 1 represents portions of two dial form instru- 
ments of identical size and range (say, an imported aneroid barometer at the 
left and a rugged American-made power-plant barometer at the right). When 



Fig. 1. Illustrating passive measuring properties. 


shown as a slide in lectures, this always provokes discussions. The reader may 
well pause to consider the questions he wmuld put to the salesmen offering these 
two instruments if he were a purchasing agent. 

MEASURING PROPERTIES OF RECORDERS AND METERS 

Measuring Properties of Recorders — ^Although the foregoing discussion 
applied specifically to indicators, much of it applies also to the great majority 
of recorders — those which, being emplo 3 ’’ed to record variations (and not merely 
running and idle time, etc.), have a measuring S 3 ''stem corresponding to that 
of an ordinary indicating instrument. It applies especially to direct-acting 
recorders (see Table 1). 

C ^elay Type Recorders , An outstanding characteristic of relay tj^pe re- 
corders is that the measuring element is entirely relieved of the function of mov- 
ing a pen or other marking element across a chart. This work is done by a 
servomotor or power device commanded by the measuring element, as in auto- 
matic control sj’^stems. Power for driving the marking element being derived 
from an^ external supply, the measuring element may be constructed to have 
any degree of accuracy characteristic of its type^ This makes possible the 
application of the zero-reading method in which the relative position of the 
fixed and moving parts always is the same at the time of actually performing 
measurement, so that geometrical configuration of parts does not affect the 
proportionality and some serious sources of error are eliminated. 

Chart Forms, An industrial recording instrument produces records on either a 
round chart with substantially polar coordinates or on a strip chart with substan- 
tially rectangular coordinates. An individual instrument cannot be converted from 
one to the other in practice; but whichever form of chart is desired, either a direct- 
acting recorder or a relay recorder maj^ be found wdiich uses it. At this writing, 
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however, the majority of relay recorders are strip-chart instruments and the ma- 
jority of round-chart instruments are direct-acting recorders. 

On the round chart, the scale length is necessarily less than the radius. More- 
over, since the spaces at the center and at the edges cannot be over-minimized, the 
scale length of a small-size round chart is not much more than half the radius while 
in a large-size round chart it may be three-quarters of the radius. 

On a strip chart, nearly the whole width of the paper is available for the scale 
of measured values. Therefore, a strip chart — and a wide one at that — ^is preferred 
where the measured magnitude is normally so steady that the full sensitivity and 
accuracy of a high-grade measuring mechanism may be used. In many industrial 
applications, where considerable damping is essential to prevent bluiTed records, 
small round-chart recorders often prove just as satisfactory. 

For statistical work, as in taking time-operation records of processing equipment, 
a wide record is a useless luxury and “miniature” records can serve the purpose. 
For measurements upon whose precision monetary transactions are directly based it 
always pays to specify the most “open-scale” strip-chart recorder. 


TABLE 1 — CLASSIFICATION OF RECORDING INSTRUMENTS 


Class 


Direct-acting 
Also known as direct- 
deflection, self-operated, 
etc. 


Type 

Direct-writing 

Intermittent-marking 


Variety 

{ Ink in pen 
Stationaiy reservoir 
Photographic 
Stylus, etc. 

" Dotting 
Thread 
< Ribbon 
Smoked-chart 
^ Spark 


Relay 


"Electrical (contact) 
High-frequency 
electrical 
Mechanical 
Photoelectric 
^ Electronic 


r In this class the varieties 
do not depend on the 
S type of relay, most of 

I them being possible with 

b any of the five types 


Measuring Properties of Meters — The term “meter” here denotes an 
integrating instrument. Furthermore, although an ordinary counter integrates 
(i.e., totalizes discrete^ entities), the tem/’meter here apphes only to instru- 
ments cj,pable of integrating continuous-series magnitudes, or “variables.” The 
commonest forms of meters are the gas, steam, water, electricity and other 
commercial meters in which a counter is driven by a rotating, oscillating or 
reciprocating primary elemenj^ 

Theoretically, the accuracy of measurement is independent of the quantity- 
rate or “load” (within the capacity of the instrument) but it is as impossible 
to design a usable integrating instrument that does not consume energy, as it 
is to design a perpetual motion machine. In practice, therefore, the perform- 
ance of work must be taken into account. It leads to £ classification of all 
integrators into two divisions: ^ 

“Positive”— Metering instruments the primary elements of which are 
positively operated by successive quantities and which positively operate the 
countmg train. Examples: wet drum gas meters, water meters in which a 
chamber is filled and emptied, etc. 
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. X 'Tnferentiar’ — ^^leters the primary elements of which do not isolate and 
count separate quantities, but operate by virtue of physical laws or empirically 
determined relations. Examples: rotating disk watthour meters, turbine liquid 
meters, conveyor scales, etc. Most electricity meters (practically all in com- 
mercial service) are inferential meters. 

The accuracy of an integrator with a positive element, at normal loads, is 
not necessarily affected by the rate or by such friction as manifests itself in 
practice. The accuracy of an inferential integrator is affected by such factors. 
It is obvious that below a certain hourly capacity for each meter, all meters 
with inferentially driven counters begin to show' friction and other energ}'- 
consumption errors, until at extremely low' rates (light loads) the utilized ef- 
fect becomes so w'eak that the counting train stops and the meter ceases to 
register at all. (This is true even of electricity meters with friction-compensat- 
ing coils.) It is also obvious that w'hen the rate or load increases beyond that 
for w'hich the meter w'as designed, the meter will “race” and probably register 
inaccurately, not to mention the risk — and at excessive overloads the certainty 
— of damaging most meters. 

Characteristic Curve, The relation of load to accuracy of registration con- 
stitutes, therefore, one of the most important characteristics of inferential 
meters. It w’ould be the most important w'ere it not for modern refinements 
that have reduced inaccuracy of inferential meters at light and heavy loads, 
and made them as dependable ns positive meters. This relation, knowm as 
the load characteristic curve, is hardly less important now'adays in the case of 
inferential meters than in the case of positive meters. The ideal curve, load 
vs. registration, is a perfectly straight 45° line starting from the origin. The 
ideal curve, load error, is a perfectly straight line coinciding with the load 
axis. It is closely approximated by positive meters from very light (but not 
zero) load to 50% overload or more and sometimes fairly close to the physical 
destruction point. It is closely approximated by modern inferential meters but 
only w'ithin the upper part of the load range, determined by the size of the 
meter itself or of its primarj^ element. 

Both the inferential fluid meters and the electricit}' meters show' consider- 
able errors at extremely light loads — especially the fluid meters (in general). 

In the last analysis the curve depends less on whether a meter is positive 
or inferential than on the particular type, make, model and even on the con- 
dition of the indi\ndual meter. 


PERFORMAXCE OP AUTOMATIC CONTROLLERS 

Basic Requirements fo^ Automatic Control — Although industrial chem- 
ists are becoming increasingly interested in multi;^Iex controllers w'hich simultane- 
ously control a number of processing cqnditiqiS, space limitations requi^ that 
the following discussion be limited to single-measuring-system controllers. TEvery 
automatic controller or automatic-control system must necessarily include (1) 
at the “beginning, '' a means of measuring the controlled variable; (2) at the 
“end” an operative means of increasing or decreasing the value of the con- 
trolled variable; (3) in between, a means w'hereby the measuring system 
commands the operative means. ) 
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Since no controller can be better than its measuring element, much of 
tvhat has been said in the foregoing sections on measuring instruments applies 
here with even greater force. On the other hand, some desirable properties of 
measuring instruments need not be possessed by the measuring systems of 
controllers. Again, all controllers are identified with their applications to an 
extent that does not hold in the case of measuring instruments. An indi- 
cator or a recorder merely reports conditions, as would a subordinate sent to 
look over a situation; a controller takes action, as would an alert executive to 
whom reports are submitted. All controllers are active, operating devices, to 
be judged by active performance. 

The proper performance of a controller depends, as does that of a manager, 
on the correctness and timeliness of the information it receives, and on the 
limits within which its power may be exercised. A float-type liquid level re- 
corder may be installed on almost any chemical process tank big enough to 
accommodate its float; but an automatic level controller cannot raise the level 
in the controlled apparatus if the supply is cut off or if the rate of discharge 
exceeds the rate of supply. Summarizing, we lay down the basic requirements 
for automatic control of processing conditions in industry: 

1. The condition to be controlled must be measurable. 

2. The primary element of the automatic controller must be suitable for 
the measurement involved and must be properly installed. 

3. The power device commanded by the control instrument must control 
an adequate supply. 

4. The measuring means must command the corrective means effortlessly, 
i.e., without having its own measuring properties impaired. 

Obvious and simple as are these basic requirements, they are sometimes 
lost sight of in the maze of engineering details that have to be taken into ac- 
count in designing intricate installations. 

Ordinary self-operating controllers, i.e., those combined with valves, can- 
not strictly meet the fourth requirement, but the effort exerted by their com- 
bination measuring-and-operating elements is minimized by the use of bal- 
anced valves, etc., and their -applications still outnumber the applications of 
all relay control systems. The most important process-control applications, 
however, require the use of relay types, some of them with elaborate ampli- 
fying systems, whereby tlie moving element of the measuring system is alto- 
gether free from mechanical drag or electrical attraction-and-repulsion effects. 

Control Sensitiveness, Speed, and Range — In no case can a controller 
react to a smaller deviation than the value of its sensitiveness. But this does 
not mean that a controller effectively sensitive to a given amount of change in 
the controlled condition will necessarily be capable of controlling this condition 
within limits of departure equal to the value of such sensitiveness, for in most 
cases the installation does not meet all of the four requirements stated above. 
Even when these requirements are satisfactorily met, the record of the con- 
trolled condition may show peaks and valleys several times greater than the 
total deviation which causes effective action at the point of control. When 
such installations are analyzed it always is found that the causes of unsatis- 
factory control involve time elements— lags and delays. There never is any 
exception. Moreover, it always is possible to split up all time factors into 
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those inherent in the automatic controller and those belonging to the con- 
trolled apparatus— 'the application/' Instrument time factors, being deter- 
mined by the design and construction of the automatic controller, are pre- 
dictable. We may therefore lump them all into the expression ''controller 
period.” Application time factors vary with the individual pieces of equip- 
ment on which a number of controllers (all alike in their period) will be ap- 
plied. 

The controller period is generally divisible into as many components as 
there are elements in the automatic controller. In an electrical controller 
some of the components would be negligible but others might be considerable: 
swing of galvanometer pointer, definite regular period of depressor-bar or 
similar mechanism, time for motor and rack-and-pinioii device to change open- 
ing of controlled valve, etc. 

The period of a well-designed automatic controller in good condition should 
always be the same for a given amount of sudden deviation from normality. 
Other^vise, close automatic control would be more or less a matter of chance. 
But this brings up another fact: certain components of the total period of a 
controller may be variable. We are chiefly concerned with those that are 
functions of the amount of departure from normality. 

In the case of all controllers with primary measuring elements that do not 
respond instantly, there always is a component period due to measuring lag. It 
is impossible to obtain ''close” control or "stable” control with a system having 
a "slow” measuring element. "Dead times mean dead zones” 

Droop” The character of the demand factor largely influences the selec- 
tion of a controller. If the demand is constant, the condition to be controlled 
will be easier to control, because only the disturbing factors will have to be 
taken care of — and frequently their effects can be reduced by other means 
than the performance of an automatic controller. 

AVhere the demand is intermittent, the controlled condition ^rill generally 
show sudden departures from normality at every changeover point, and it 
will always tend to settle down to different values for maximum demand and 
minimum demand. Application factors are important, then, because they de- 
termine to what extent the rate of supply for low demand differs from the 
rate required to maintain the condition at normal! t}^ under full demand. When 
this difference is considerable, the controller should be of one of the "droop- 
correcting” or "automatic-reset” tjqDes wdiich automatical!}'’ accommodate to 
the demand the normal position of the supply valve or other operated device. 

In general it is difficult when planning a control installation to translate 
the supply requirements (heat units, current, moisture, fluid flow, etc.) into 
terms of ratio of valve travel (or other corrective action) to extent and rate 
of deviation from normality. Therefore it usually is desirable not only to be 
able to have at one's command from the start a certain amount of motor 
torque, piston travel, diaphragm-motor force, etc., but to be able to regulate 
within wide limits, after the controller has been installed, the extent of such 
corrective action .'or a given departure from normality. This is especially de- 
sirable in the processing industries and, in general, wherever the supply (o^ 
heat units, current, etc.) must meet a variable demand. 
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The Mode of Control — ^In the foregoing we dealt chiefly with the relation 
of extent of corrective action to amount of departure from normality. Among 
others of the same family are the following: 

1. Relation of time-rate of corrective action to amount of departure. 

2. Relation of extent of corrective action to time-rate of departure. 

3. Relation of time-rate of corrective action to time-rate of departure. 

These control characteristics largely determine the suitability of a controller 
for a particular control application. 

But the performance of a controller depends also on controller period and 
application lag; and each of these factors is frequently a variable. Therefore, 
actual performance of a controller is determined not only by its ratio char- 
acteristics but by other factors. The number of possible combinations is in- 
finite and the analogy of a controller to a human being comes to mind. The 
''performance behavior” of a controller, wliich we term its mode of control, is 
determined not only by its range, by its differential setting and by its charac- 
teristics, but by other factors, both inherent and external. There are some 
thirty distinct classes of modes of control, and an indefinite number of grades 
without sharp divisions. It is well to give thought to these “behavior patterns” 
not only when selecting a controller but when adjusting it — and the controlled 
apparatus — after installation. 

FUNDAME N TAL ELECTRICAL ELEMENTS 

gince all classes of industrial measurements (even plain-dimensionaKgaug- 
ing) can be performed electrically, and since, electrical methods are the only 
practicable ones in many chemical applications] a brief discussion of electrical 
measuring elements common to all these fields will save numerous needless 
repetitions. 

While the mechanical construction of an electrical instrument is generally 
simple, the mechanism is comparatively delicate, requiring careful handling 
and subject to adjustment and repair only by skilled electrical instrument men. 
In many industrial measuring instruments the actuating and restoring forces 
are derived from a single element of the mechanism (such as a Bourdon tube), 
but in electrical instruments the two forces necessary to a definite measure- 
ment are almost universally derived from separate sources. 

^^lectrical instruments are particularly sensitive to temperature changes; 
for not only does temperature affect the lengths of mechanical parts and the 
characteristics of springs, but also the resistance of electrical circuits^ Fortu- 
nately, it frequently is possible to provide nearly complete compensation for 
temperature effects. 

A further characteristic of electrical measuring devices lies in the fact that 
they may be both productive of, and sensitive to, stray electrostatic and elec- 
tromagnetic fields. This makes it important that in the use of electrical in- 
struments due precautions be taken as to the electrical and magnetic condi- 
tions existing in the immediate neighborhood of the measuring equipment, and 
the proximity of adjacent instruments. 
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Classifications— There are several ways in wliich electrical instruments ma> 
be classified, and each classification has its use. One system of classification 
is based on the degree of care and expertness which they require; and this is 
in almost direct proportion to the precision of the results which may be ex- 
pected from them: (1) delicate scientific instruments, (2) electrical laboratory 
instruments, (3) portable testing instruments, (4) switchboard instruments 
which require some care and occasional checking of accuracy, and finally (5) 
commercial instruments which are supposed to serve uninterruptedly for years 
without maintenance. 

Another important grouping classifies an instrument as (I) Indicating, (II) 
Recording, (III) Integrating, or (IV) Controlling. Still another classification 
of electrical instruments is based on what they measure or determine. Some 
of these measurable variables are: 


Current 

Electromotive force 

Potential difference 

Power 

Energy 

Frequency 

Volt-amperes 


Reactive component 
Power factor 
Phase angle 
Synchronism 
Wave form 
Resistance 
Inductance 


Capacitance 
Impedance, reactance 
Magnetic field strength 
Flux density 
Permeability 
Hysteresis (iron loss) 
Misc. radio 


Basic Principles of Electrical Instruments. Enormous as is the number of 
purposes to which industrial electrical instruments are applied, however, the 
numerous utilized effects fall into only four groups: 


(1) electromagnetic K3)^electrothermal 

(2) electrostatic ^^(4) electrochemical J 

Thus only four basic principles of electrical measurements are employed in all 
industrial electrical instruments. A complete instrument may employ more 
than one principle but a measuring element or "movement’* can only belong 
to one of these four classes. 

In the majority of instrument movements the actuating torque is opposed 
by a restoring force whose value varies with the deflection of the pointer (or 
equivalent element). In direct-deflecting instruments a balance between the 
two forces is automatically obtained by the moving element changing its posi- 
tion under their influences until their respective turning moments ate equal 
and opposite. In zero-reading instruments, the moving element is restored to 
a fixed reference position by a counter-influence varied manually or through 
some other outside agency, and the deflection necessary to produce the required 
restoring force is determined from a suitable scale. The closest similarity to 
non-electrical instruments is found in electrical measuring elements depending 
wholly on gravitation for the restoring torque: gravity-control movements are 
comparable to "j rimary” or "standard” pressure-measuring instruments em- 
ploying liquid columns or weighted plungers to oppose the measured pressure. 

The number of electromagnetic instruments in use vastly exceeds those of 
all other classes combined. They are classified into (1) for d.c. only; (2) for 
both d.c. and a.c.; (3) for a.c, only^ The following discussion is based on this 
three-fold division but — in order to avoid repetition — ^it also covers movements 
other than electromagnetic. 
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Elements Operab le on Direct Current On ly — Most of t hese are of the 
permarient-magnet moving^coil (or d'Arsonval) 

Figure 2 and~diagrammaticaliy in Figure 3. This movement is found in ^practi- 
cally TU portable pyrometers, etc. consists essenti ally of a rectangular coil 
of, fine wire pivoted on jeweled bear- 
ings and Jree to rotate in the annular 
space between the soft iron core and 
th^ ,pole”^ieces of the permanent 
magnet. Ttvo spiral^springs s^ve 
the double purpose of conducting the 
current passing through J:he coil and 
of providing a control _ force. Since 
the actuating force in such an element 
is dependent upon the product of the 
fixed field by the movable field, it is 
possible by providing a relatively ^ig. 2. Diagram of Lines of Force in 

powerful permanent magnet to obtain the Moving Coil Galvanometer, 
force sufficient for measurement pur- 
poses by the expenditure of a negligible amount of power from the mea sured 
circuit. 

Elements Operable on Both Direct and Alternating Current — Th ese 
may be classified as : ( 1 ) moving-magnet ; _ ( 2) electrodyi^mic; ( 3 ) thermal; 




Fig. 3. Construction of the d^Arsonval 
Type Galvanometer. 


(4 )_ electrostatic . 

the a.c.-d.c. type of electro- 
magnetic element both the main 
field and the field produced in the 
moving part perform their reversals 
simultaneously, so_ that definite 

and positwe torqu e^ js produced, 

having a valu e w hich bears a di^inct 
relation to the effective, value .pLthe 
measured current.'" With direct cur- 
rent flowing in the windings of such 
instruments a definite measurement 
is of course obtained, but in some 
forms it is found that the calibration 
on direct current differs slightly from 
the a.c. calibration. 

Moving-magnet instruments may 
be considered as — (1) Solenoid form, 
in which an iron plunger free to 
move along the axis of a solenoid 


takes up a position representative 
of the value of current flowing; (2) Magnetic vane form, in which a relatively 
small vane of magnetic material tends to place itself parallel to, or in the most 
intense portion of, the field of a coil carrying the measured current; (3) Repul- 
sion form, in which two pieces of iron placed within the field of the measuring 
coil, becoming similarly magnetized, repel each other and tend to move farther 



184 


INDUSTRIAL CHEMISTRY 


apart. Instruments of the moving-magnet type, while usually intended for a.c. 
measurements, can be employed on direct current as well. Omng, however, to 
the magnetization characteristics of most irons, the d-c. indication of such an 
instrument may be affected by its previous magnetic history. Therefore, mov- 
ing-magnet instruments should not be used for precise d-c. measurements unless 
definitely guaranteed suitable. Note however that the most sensitive galva- 
nometers ( 10-^2 amp., 10-® volt) are of this type. 

Electrodynaniic Elements, These utilize Ampere's discovery, that two con- 
ductors carrjdng electric current act upon each other with a measurable mechani- 
cal force. In electrodynamic movements two or more windings carrying the 



Fig. 4. Fig. 5. 

Direct Deflection Electrodynamic Element. 


current or currents to be measured react in such a way as to produce a torque 
(or thrust). This is measured either by providing, and determining the value 
of, an opposing torque to bring the moving coil to a standard position of 
reference, or by measuring the deflection of the moving coil against a varying 
control torque. Such movements can be constructed to give great precision 
of measurement. A number of makers employ this principle in their higher 
grades of instruments. 

Figures 4 and, 5 illustrate the direct-deflection electrodynamic elemen- A 
single moving coil works in the field produced by the fixed coils, usually w-.. in 
number. Since the presence of iron in the movement would usually introduce 
errors — ^because of the high inductance of the circuit, and of possible distor- 
tions of wave form — it is usual that such movements be '^air-cored." In con- 
sequence an electrodynamic instrument usually takes from the measured cir- 
cuit a much greater amount of power than would be required by a permanent- 
magnet moving-coil instrument of the same measuring range. 

Thermal Elements, Tl)e thermal-expansion or hot-wire type of element 
depends upon the expansion\pf a wire heated by the current to be measured, a 
small movement of the wire being mechanically multiplied into a relatively 
large pointer deflection. This type may be used with equal facility on direct 
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and alternating current. The power consumption is almost prohibitive in the 
hot-wire voltmeter. In the measurement of high-frequency currents, hot-wire 
instruments are not subject to certain errors which may characterize electro- 
magnetic types. 

Electrostatic Elements, The electrostatic type of electrical measuring ele- 
ment has found considerable application as a voltmeter. Its great advantage 
lies in its low energy consumption: zero on direct current and usually of negli- 
gible value on commercial-frequency a.c. 

Elements Operable on Alternating Currents Only— The general type of 
instrument which performs measurement on alternating currents solely by virtue 
of the fact that these are alternating, is 
known as the induction type, employing a 
principle not unlike that of the “split-phase” 
motor.i The current under measurement 
produces an alternating field in an air-gap 
wherein lies a rotor or electrically conducting 
non-magnetic metaL By means of a pole- 
shading circuit the alternating field is resolved 
into two out-of-phase components, thus pro- 
ducing a rotating field. The conducting rotor, 
lying in this field, is constrained to follow the 
traveling flux, and its torque is opposed by 
spiral springs. Figure 6 is a diagram of a 
Westinghouse induction instrument. The in- 
duction element has found \ride application 
as a voltmeter, ammeter and wattmeter; and 
while at present it is giving place to the 
moving-iron and electrodynamic types in 
indicating instruments, it practically monopolizes the field in the a-c. watthour 
meter. Direct current passed through the circuits of an induction instrument 
produces no effect other than a slight tremor at the instant of being applied 
and removed. 

Galvanometers — ^In laboratory work a galvanometer is usually an instru- 
ment in itself. Being designed for utmost sensitivity (10^® amp. is not uncom- 
mon) it requires vibrationless mounting. In process measurement and control 
work, a galvanometer is usually a seldom-seen component of an industrial 
instrument such as a self-balancing potentiometer or bridge. Being designed 
and constructed for switchboard service, it is above all a small and rugged de- 
vice. When a galvanometer is merely employed as the unbalance-detecting 
element in the industrial-instrument measuring system of which it forms part, 
it does not “measure” the unknown: its function may be likened to that of a 
magnifying glass for reading the vernier of a high-grade surveying instrument. 
However, in the majority of classes and types of industrial electrical instru- 
ments, the element frequently referred to as the “galvanometer” is not only a 
measuring element but the measuring element. Actually, it is a milliammeter, 
a millivoltmeter, a microammeter or a microvoltmeter — i.e. a calibrated meas- 



Fig. 6 . Diagram of Westing- 
house Induction Instrument. 


, ^ A single-phase induction motor equipped with an auxiliary winding disnlared 
m magnetic position from, and connected in parallel with, tKdn SiS 
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uring element — most frequently of the permanent-magnet moving-coil type. 
Note, however, that whereas most measuring elements of tJiis type embodied 
in ordinary deflection instruments are ^^side-zero,^^ most of them must be "zero- 
center” when incorporated in null-method recording or controlling systems. 
An easily-accessible zeroing knob or screw is provided, but in spite of this pro- 
vision the galvanometer must be much more stable than a laboratory galvan- 
ometer which is under the direct obser\mtion of the user. In addition to small- 
ness, rugged ness and stability, industrial-instrument galvanometers must meet 
the high speed requirements of multiple-point recorders, automatic control sys- 
tems, etc. These four attributes characterize the galvanometers produced in 
quantities for well-known makes of industrial potentiometers, telemetering sys- 
tems, etc. Such galvanometers are far superior to laboratory galvanometers in 
nearly all properties other than sensitivity. When "galvanometer trouble” is 
reported by users of elaborate industrial instruments, it generally turns out to 
be due to faulty incorporation or installation. 

Combination Instruments — Only "simple” electrical instruments ("move- 
ments” plus essential appurtenances) have been discussed above. There are 
other types which, though more complex as electrical measuring devices, consti- 
tute single elements in industrial instrumentation equipment — as do those dis- 
cussed above. The most important types are the Rectifier, the Thermocouple 
and the Vactnnn^Uibe (or Thenmonic) types. 

The Rectifier Ujpe, as its name implies, consists of a d-c. movement associ- 
ated with rectifiers. It permits making a-c. measurements with inexpensive 
moving-iron or permanent-magnet moNing-coil d-c, movements. It has been 
made possible by the commercial development of copper-o>dde rectifiers in 
1931-34. Though still subject to various errors and troubles, rectifier instru- 
ments are fast growing in applications. 

The V acxnim-tvhe type utilizes the rectifying and amplifjdng characteristics 
of triodes (tliree-element vacuum tubes). There are five distinct types — ^five 
distinct networks — all comprising not only a triode and a milliammeter but 
various components such as capacitors, resistors, batteries, etc. Self-contained 
ready-to-use vacuum-tube instruments are a-c. voltmeters primarily designed 
for communications W’ork and seldom used for chemical process-control work; 
but the principle is extensively used in electrochemical measurements and nu- 
merous other applications. 

The Thermocouple type is a "thermal tj^pe” (see page 182) in that it utilizes 
the heating effect of a current but it is not a simple instrument movement: its 
principle is the measurement of the temperature of the hot vdre by means of 
another instrument which is essentially a thermoelectric pyrometer. Although 
the pyrometer part is a millivoltmeter, the instrument as a whole is an am- 
meter. Since the heating effect varies as the square of the current, the scale 
law is (roughly) quadratic. The main advantage being minimal frequency 
error, this type finds important applications in high-frequency work. Numer- 
ous styles of open and vacuiun thermocouple constructions have been adopted 
by the various makers. 

Potentiometers and Bridges— The industrial applicability of the funda- 
mental electrical elements discussed in the foregoing section is vastly extended 
by the use of null-method circuits, namely potentiometers and bridges. In 
brief, these are circuits whereby, instead of converting an electrical effect into a 
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mechanical force and opposing it by a spring, an opposing electrical effect of 
the same nature is applied, thus bringing the system to electrical balance. In 
the potentiometer, the unknown electromotive force or potential difference is 
balanced by an emf which is accurately known because it is obtained from a 
tangible standard of fourth-decimal precision. In the bridge, the unknown 
resistance is balanced by a resistance which is accurately known because it is 
itself a tangible standard as trustworthy as a set of precision weights. 

Moreover, the condition of electrical balance implies that no current flow’s 
in the measured circuit. In industrial work this permits the use of inexpensive 
copper wiring between elements and control boards; it is essential with vari- 
ous types of electrochemical measurement cells; and it has numerous other 
practical advantages. 

The simple principles of potentiometers and bridges are well known to all 
technical and scientific men and so need not be discussed further here. When 
they are used in industrial instruments there are many complications and de- 
tails which must be taken into account but space limitations do not permit 
discussion of the many points involved. 

RELAY OR ^^S ERVo” SYSTE MS 

The proper functioning of many recording, integrating, telemetering and 
controlhng instruments depends upon the employment of relays whereby the 
measuring element does no work other than to command a servo mechanismj) 
The most important categories of relays in the field ,of _^instrumentatioii-^re: 
(1) l^draulic, (2) pneumatic, (3) mechanical, (4) electrical, (5). '"high-frequency 
electrical, . (6) electronic, (7) photoelectric. Literature on relay systems and 
servomotors could fill a five-foot shelf; a thick volume could be written on 
the possibilities of existing combinations; only the sketchiest of notes can be 
included here. 

1. Hydraulic — ^Ample power, positive operation and possibility of locking- 
in-place of power cylinders are the most obvious characteristics. In general 
the action is relatively slow, but accurate adjustment of speed is an advantage. 
On the other hand, jerky action is all too frequent in some cheap systems. 
Most longitudinal-motion pilot valves consume too much energy to be suitable 
for actuation by electrical movements and by most other measuring elements. 
This undesirable erratic drag effect has been minimized in the newer pilots and 
almost eliminated in the Askania pivoted '^jet pipe” relay and in the new (1941) 
Hagan pilot valve. Prodigious ingenuity is evident in recently invented hydrau- 
lic circuits (mostly inspired by those of turbo-generator governors) which per- 
mit achieving results close to perfection. 

2. Pneumatic — Characteristic feature of the usual dead-end and bleed ar- 
rangement is a single controlled-air line between pilot and power device, so 
that the action is unidirectional. In the usual power device a flexible diaphragm 
is forced in one direction by the compressed-air pressure and in the other by a 
spring. The characteristic '"give” prevents lock-in and, if the controlled valve 
IS imperfectly balanced, droop is inevitable. However, there have appeared 
secondary pneumatic relay systems known as '^regulators,” "valve positioners,” 
etc., which provide micrometric lock-in when properly adjusted. Recent deveL 
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opments in pneumatic circuits comprising; a plurality of relays (similar to '^cas* 
cading^^ and ^Teed-back’^ with electron tubes) have added stability and have 
thus made the pneumatic system capable at last of meeting difficult variable- 
load requirements. 

3. Mechanical — Surprisingly few mechanical relay and amplification sys- 
tems have been utilized by industrial instrument designers. The}’’ are found 



Fig. 7, Smoot Hydraulic Relaj". 


mostly in the integrating and totalizing instruments. The enormous dispropor- 
tion between the total number of classes and tj^pes of escapements, clutches, 
triggers, torque amplifiers, etc., and the total number in use precludes further 
discussion here, except to invite the reader^s attention to the fact that the 
proper performance of many instruments employing mercury switches, electric 
contacts, etc., depends upon the correct functioning of mechanical relays actu- 
ated by feeble measuring elements, which in turn operate the electrical devices. 

4. Electrical — The great majority of electromagnetic relay systems in in- 
dustrial instrumentation are '^on-and-off^^ devices whereby circuits are instanta- 
neously opened or closed. The simplest are those wherein contacts are directly 
attached to the pointers. There are also several types which provide 'Throt- 
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tling” modes of control— some step-by-step, others continnously-vanable. The 
simplest arrangement, to have the instrument pointer '"wipe” a rheostat, imposes 
a drag on the measuring system and can only command fractional-horsepower 
motors. A modification is to have the pointer ^Svipe” a voltage-dividing resistor 
(commonly and erroneously called a “potentiometer”) which in turn positions 
a solenoid-and-contactor balancing arrangement commanding a relatively large 


Air Valves 
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air to fiow to the dia* 
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jn all types of con* 
trollcrs. 



revers&acting 

Allows compressed 
air to Aot; to the dia.* 
phr3gm*motor when 
the transmitting lever 
bears against the pin. 
(Is not embodied in 
mercury system tern* 
pcratui^ controllers.) 



Diaphragm-'Motor Valves 


niRECTAGTlNG 
Closes on admission 
of compressed to 
^aphragm top. When 
air is released, valve 
opens, as steam pres- 
sure 13 under the disc, 
and spring as«sts in 
opening. 


REVERSE'ACTING 
Opens on admission 
of air to top. When air 
is released, disc rises 
up against seat and 
closes valve. Spring as' 
sists in closing. V^en 
air fails, valve closes 
— a safety fbture. 


WITH REVERSE- 
ACTING TOPS 
The air is below the 
diaphragm, and the 
saucer is located above 
it. Admission of com- 
pressed air obciyi the 
valve. Should air fail, 
valve will dose. 
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Fig. 8. Diagrams of Tagliabue Pneumatic Instruments. 


motor. The effect of a continuous variation or “throttling” is obtained by 
vibrators and other circuit-interrupting devices (some of which are combina- 
tion mechanical and electrical relays) whereby the closed-circuit time in each 
cycle is a function of the position of the pointer. The resulting mode of con- 
trol is applicable only to processes with adequate energy storage or “flywheel 
effect.” Therefore this equivalent of throttling is chiefly used for the control 
of electric heat. 

5. High-frequency Electrical— This designation has been adopted to con- 
vey unmistakably the idea that this class of relay systems utilizes the propertief 
of a-c. networks. Since most a-c. phenomena manifest themselves at low (com- 
mercial) frequencies, the designation “a-c. relays” would be correct but it al- 
ready denotes a class of devices different from the systems here considered. 
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The outstanding characteristic of these relays is the possibility of eliminating 
drag by doing away with contacts and pilot valves. In some systems the pointer 
or equivalent element serves as one plate of a variable capacitator, in others it 
serves as the control element in an inductive couplings the mechanical reaction 
in either case being negligible. Aside from these pointer-displacement systems 
there are others in which the relay action is effected without mechanical motion. 
These latter, of course, can only be used in conjunction with '^static” measur- 
ing systems in which the measured physical condition, chemical property, etc., 
is translated into an exactly proportional electrical magnitude. 

6. Electronic — In this newest class of instrumentation relay systems the 
relay proper is an electron tube, directly actuated by or fed from the measur- 
ing element or system. Although 
relatively few of the hundreds of 
commercial types of electron tubes 
are suitable as prime relays, other 
CALVANOMCTCT z typos ui'e employed in the numerous 
uncn c circuits wliich have been developed 
to take full advantage of the general 
characteristics of electronic relays. 
ixJw First among these general character- 
istics is suitability for actuation by 
static measuring elements. Con- 
versely, no ordinary pointer-and- 
(WJaTIMC scale type of measuring element can 
be equipped with an electronic relay 
and no ordinary type of electron 
tube can serve as a relay in conjunc- 
Fig. 9. Foxboro Mechanical Relay. tion witli a mechanical-displacement 

type of measuring element.^ Second 
outstanding general characteristic is enormous amplification: up to 1500X 
in each stage. Third general characteristic is instantaneity. Other general 
characteristics (to which there are exceptions) are: limited life, gradual or 
sudden alteration of tube constants without outward sign, fragility, low cost of 
“spares,” ease of replacement, and relative instability where the “signal” from 
the measuring element is of the order of millivolts d.c. Electron tubes differ 
from all other relays in that while the “constants” of a tube are mostly inher- 


m 

i 

m 


ent and are intended to be unaffected by external factors, its operating char- 
acteristics depend on external factors such as character of signal, whether the 
load is pi^irely resistive, inductive, capacitive or combination, etc. Summing 
up, we mly s^‘ that the single type most suitable for relay service as under- 
stood here, be described as follows: high vacuum, thermionic-emission or 
heated catho'de,\^plifier tube vith one or more electrostatic control electrodes. 
So numerous areyiie built-in means of control (including “inversion” schemes 

• .^Fhototubes arl lot electronic relays: even when the condition to be measured 
IS illumination, a P^totube cannot be the relay because it is the measuring ele- 
ment. The same i&^hvc of the "ionization gauge" triode: it is the primary vacuum- 
measuring element in itself. The same is true of a mercury-vapor-type grid-con- 
trolled rectifier when used as the temperature-responsive element in a thermostat 
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with grid anodes, etc., specially designed for measurement work) and the 
external methods of control (^‘hoolc-ups^^) that further discussion cannot be 
attempted here. 

7. Photoelectric — ^This class of relays comprises both phototubes and pho- 
tocells. Outside the held of instrumentation the former are considered “elec- 
tron tubes” and in nearly all texts they are lumped together with the electronic 
relays discussed in the foregoing paragraph, while photocells are excluded. For 
our purpose the only criterion is that electronic relays respond to purely elec- 
trical effects and liave purely electrical outputs; whereas photoelectric relays 
are all those which respond to light and have electrical outputs. There are 
three classes of such devices: (1) “selenium” or photoresistive tubes and cells 



Fig. 12. Electronic relay — single-stage “electrometer type,” amplifying type, 
output semng to actuate a switchboard instrument. 

Generalized elementao’ diagram. Nature of device D depends on source and 
of input signal: if source is of practically infinite internal resistance and sig- 
D should be a resistor of the order of megohms; if signal is a.c. 
or ‘ chopped” d c., D should be a capacitor, 

— originally the only ones but seldom used for instrument work today; (2) 
photoemissive, comprising various forms of vacuum and gas-filled glass tubes 
with varims forms of cathodes coated with various alkali-metal materials; (3) 
photovolt: ic or blocking-layer, theoretically comprising all types but in prac- 
tice excluding the Becquerel liquid electrolytic cells and made up only of the 
dry disk form cells — chiefly cuprous oxide on copper but lately including 
selenium-oi-iron and other new developments. All are widely used as measur- 
ing elements but this is not tho function considered here. The outstanding 
characteristics of all phototubes and photcells, 'used as relay Sj are (1) total 
absence of dug on the measuring element; and (2) practically instantaneous 
response — the ng of the “selenium” and blocking-layer classes being negligible 
in relay service. Other characteristics differ widely with the classes and types. 
There is no such thing as a phototube or photocell with perfectly and perma- 
nently linear chancteristic of electrical output to inte^p^^-of illumination: all 
suffer to some extert, from fatigue, temperature coeffi/ ” fibut these effects 
are immaterial in tin simple trigger relav/^"' '* ore, in applica- 
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tions requiring proportionality, phototubes or photocells are preferably used 
in pairs and the deflection of the naeasuring element is a function of the ratio of 
the light fallmg on each. 


This brief treatment of instrumentation does not pretend to be suffi- 
ciently complete to serve as a guide for the selection, installation and opera- 
tion of instruments. It merely indicates the general principles upon which they 
operate and, to a certain extent, what they will or will not do. To obtain 
more complete information in this field it ^vill be necessary to go to books 
which deal exclusively with the subject, to technical periodicals and to manu- 
facturers' descriptive catalogs. 

The brevity of this chapter is not to be taken as any indication of the im- 
portance of instruments in chemical industry. Increasingly, industrial chemi- 
cal processes are made or broken by the quality of instrumentation and auto^ 
matic control. Sometimes instrument cost represents as much as half of the 
total plant investment. This gives a measure of their importance in the eyes 
of the practical, practicing directors of chemical industry. 
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WATER FOR MUNICIPAL AND INDUSTRIAL USE 

W. D. TtTRNEU 

Assistant Professor of Chemical Engineering, Columbia University 


INTRODUCTION 

The subject of water supply is of twofold interest to the industrial chemist 
because the business of supplying water involves chemical engineering problems 
and because water is a fundamental requirement in many chemical operations. 
Among the many problems present in this field, the chemical engineer is primarily 
interested in the nature of the sources, examination and purification of natural 
waters. 

The importance of a dependable water supply was recognized in ver}’’ ancient 
times. The digging of wells dates back to early Chinese and Egyptian histoiy^ 
and the aqueducts of the ancient Romans are numbered today among their re- 
markable engineering achievements. Like every other mark of civilization, the 
importance of dependable water supply was lost sight of in the Middle Ages, and 
it was not again definitely recognized until the eighteenth centur}^, when London 
and Paris began to adopt the principle of a water supply for individual houses. 
In these early house supplies, however, the water, without purification, was 
turned on for only a short period each day and such intermittent service was 
not entirely superseded until almost the end of the nineteenth century. There 
has been an enormous expansion since the advent of cast-iron pipe and power 
pumps, and analytical purity control, until today water of established purity is 
almost universally supplied and utilized. 

The largest water requirement is that for municipal use, but the standards of 
purity for this purpose are sometimes quite different from those demanded for 
industrial and commercial usage. For manufacturing purposes the quality of 
water may be so important as to be the controlling factor in the location of an 
industry. Knowledge of the character of available water supplies, as well as 
knowledge of the effects of impurities in water on industrial processes, is therefore 
essential to a rvise choice of plant location. 


SOURCES AND NATURE OF WATER SUPPLY 

Rainfall is the ultimate source of all fresh waters, though water supply is 
usually directly acquired, either from surface waters, such as lakes and rivers, or 
from ground waters, such as springs and wells. 

There will be, of course, seasonal variations in the rainfall which will be re- 
flected in the quantity and quality of the water supply. The swollen turbid 
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floods of springtime and the low water of late autumn, the variations of rainy and 
dry seasons, are well known. Thus, for example, in Philadelphia where the 
annual rainfall is about 40 inches there is scarcely any seasonal variation, while in 
San Francisco where the annual rainfall is about 20 inches, less than 5 per cent of 
this falls in the four summer months, June to September, while nearly 45 per cent 
falls in the two winter months December to January. Variations for typical cities 
are shown in the accompanying Table 1. In addition, there will be annual vari- 
ations, that is, wet and dry years. The amount of this variation may run from 
20 per cent or less on the U. S. Atlantic Coast to 75 per cent or more in the 


TABLE 1 — MEAN SEASONAL RAINFALL IN REPRESENTATIVE STATES 



Spring 

Slimmer 

Autumn 

Winter 

Annual 

States 

Rainfall 

Rainfall 

i?ain/aZ^ 

Rainfall 

Rainfall 


Inches 

Inches 

Inches 

Inches 

Inches 

Massachusetts . 

11.6 

11.4 

11.9 

11.7 

46.6 

New York . 

... 8.5 

10.4 

9.7 

7.9 

36.5 

Pennsylvania 

. . . 10.3 

12.7 

10.0 

9-5 

42.5 

Virginia . 

10.9 

12.5 

9-5 

9.7 

42.6 

South Carolina 

. . 9.8 

162 

9.7 

9.7 

45.4 

Alabama . . . 

. . 14.9 

13.8 

10.0 

14.9 

53.6 

Louisiana 

. . 13.7 

15.0 

10.8 

14.4 

53,9 

Kentucky 

. . . 12.4 

12.5 

9.7 

11.8 

46.4 

Illinois 

. . . 10.2 

11.2 

9.0 

7,7 

38.1 

Minnesota , . . 

... 6.5 

10.8 

5.8 

3.1 

26.2 

Nebraska 

. . . . 8.9 

10.9 

4.9 

2.2 

26.9 

Colorado 

... 4.2 

5.5 

2.8 

2.3 

14.8 

Montana 

. . . . 4.2 

4,9 

2.6 

2.3 

14.0 

California 

. . . 6.2 

0.3 

3.5 

11.9 

21.9 

Average 

, . . . 9.2 

10.3 

8.3 

8.6 

-36.3 


Compiled from data in Yearbook of U. S. Dept, of Agriculture, 1932, pp. 920-922. 
Covering the years 1881-1930. 

Western States. The following Table 2 shows the average annual precipi- 
tation for the United States as a whole since 1870 and reveals 1889 as wet- 
test year, 36.9 per cent wetter than average, 1935 as driest year, 23.8 per cent 
drier than average, in that period. The per cent of the total rainfall which be- 
comes available in the streams, the so-called run-off, is further dependent on the 
nature and porosity of the soil, the density of vegetation, etc. For example, the 
run-off in the Northeastern United States is about 60 per cent of total rainfall, so 
that a survey of water supply possibilities in a given region will involve the study 
of all these factors.^ 


NATURAL WATER IMPURITIES 

All natural fresh waters contain impurities and the nature and quantity of 
these impurities are dependent on the conditions under which the waters have 
accumulated. The value of a water supply is, therefore, closely associated with 
the nature of its source. 


information on the quantity and character of waters in the United 
4% an?658®'''^®^ referred to U. S. Geological Survey Water Supply Papers Nos. 489, 
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( The impurities usuallj" found in natural waters may be classified as suspended 
and dissolved . The former includes microscopi c and bacteriological impuritie s. 
Suspended impurities produce turbidity and may range from nil in a clear spring 
water to the dense mud of the lower Missouri Rive^ (Dissolved impurities 
usually consist of the carbonates, bj.carbonatcSj c hloride s, and sulfates o f calc iinn, 
magnerium, and alkalies , and may range from a few parts per million in snow' 


T.^LE 2 — ^.WERAGE UNITED STATES ANXU-U. PRECIPrTATION 1S71-193S 



Precipitation 


Precipitation 


Precipitation 

Year 

Inches 

Year 

Inches 

Year 

Inches 

1871 

48.80 

1896 

37.99 

1921 

34.38 

1872 

45.78 

1897 

4457 

1922 

43,38 

1873 

39.98 

1898 

45.12 

1923 

36.72 

1874 

39.84 

1899 

42.06 

1924 

37,72 

1875 

45J9 

1900 

41.78 

1925 

3652 

1876 

47.40 

1901 

47.06 

1926 

49.68 

1877 

40.94 

1902 

47.07 

1927 

49.90 

1878 

46.66 

1903 

48.60 

1928 

40.73 

1879 

3651 

1904 

4157 

1929 

39.13 

1880 

37.34 

1905 

44.48 

1930 

3553 

ISSl 

40.40 

1906 

4152 

1931 

3550 

1882 

46.61 

1907 

4558 

1932 

38.85 

18S3 

38.83 

1908 

41.43 

1933 

49.68 

1884 

5554 

1909 

4155 

1934 

44,96 

ISSo 

42.12 

1910 

35,93 

1935 

32£4 

18S6 

46.73 

1911 

40.34 

1936 

46.33 

1887 

46.63 

1912 

3850 

1937 

48.13 

1888 

52.95 

1913 

44.39 

193S 

46.40 

1SS9 

oSjSS 

1914 

3350 



1890 

52.30 

1915 

4083 



1891 

41.44 

1916 

33.17 



1892 

38.90 

1917 

3958 



1893 

53.01 

191S 

3359 



1894 

44.17 

1919 

48.38 



1895 

35.73 

1920 

4881 




U. S. Dept, of Agriculture, Weather Bureau (Pamphlet), **Annual Meteorological 
Summao" with Comparative Data,” 193S, compiled under clirection of James H. Kim- 
ball, New York, X. Y. (193S). 

water up to several thousand parts per million in mineral spring^ (Other soluble 
impurities such as ^lic^,jrom idumina, nitra te, etc ., may be present to the extent 
of a few parts per million.Y^Iicroscopic impurities include the varieties of plant 
and animal hfe above bacterial and may range in quantity up to such concentra- 
tions that they impart strong turbidity, color, taste, or odor to the water. jBac- 
termlofflcal contam ination may include y gasts and molds as well as bacteria , and 
IS urimll\' estimated'botR in terms of total number of all species and number of 
gas-forming oteanisms.'VThe total number may range from a few per cubic 
centimeter in a\deep-weu water to thousands per cubic centimeter in a surface 
v/ater?) (bas-forhiing bacteria may range from none in a mountain stream to 
hundreds or even thousands per cubic centimeter in the polluted waters of a 
densely populated region^ 
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Rain Water-^ain^ t he purest of natural waters , may collect finely powdered 
mineraLmatter, particis_i)l-pl^ts, ammoni a, cjirhomjlkmde, o^^gen, nitrogen, 
and other gf^thc-T’ed inJls-fall-through-^he-atmosphere. On reaching 

the’eaith^in flows into streams as surface rumoff, passes into the air as vapor, 
or sinks into the groimd, a storage reservoir from which it eventually emerges as 
vapor or surface water or is recovered as ground water. 

Surface Waters—The term ''surface water” is applied to the natural water in 
streams, ponds, and lakes, although it is understood that such waters may have 
percolated more or less through the soil in their course to the open streams. 
Actual surface drainage is the chief contributor of turbidity to streams, while 
the percolated water is responsible for a major part of the dissolved mineral 
impurities. Whether passing over the surface or slowly percolating underground, 
water takes into solution a part of the materials with which it comes in contact. 
Impurities derived from the air assist in the solution of rock-forming minerals, 
while all the dissolved materials exert an influence one upon another. The 
chemical constitution and physical conditions of an area are therefore reflected by 
the water it furnishes. 

Amount and intensity of rainfall, assisted by surface slope and permeability of 
soil, play an important role in the quality of water. Other things being equal, 
least mineral matter is found in waters from regions of highest rainfall. In periods 
of drought, ground water is the chief source of stream flow and in consequence the 
stream waters are thus concentrated. A gentle rain will increase the ground water 
and cause it to feed the streams more generously but will not contribute appre- 
ciably to stream flow by means of surface run-off. A hard rain, on the contrary, 
may contribute comparatively little to ground water but will wash much dirt 
into streams, increase their loads of suspended matter, and dilute their dissolved 
mineral impurities. The amount and character of impurities in surface water, 
therefore, depend on numerous conditions and are derived from many different 
sources. 

Ground Waters — ^The waters obtained from springs and wells in a given 
locality may be very different from the local surface waters. Most well and 
spring waters indicate the nature of a very local geologic area, while running 
streams reveal the conditions of their drainage areas and thus provide an ap- 
proximate average index of the geology of a much larger territory. Stream waters 
are usually the lower in dissolved mineral content but vary greatly with change 
of season in dissolved impurities, turbidity, and chemical character. Ground 
waters are more nearly constant in composition but are likely to contain deleteri- 
ous gases, relatively high concentration of mineral constituents, and are the more 
pronounced in chemical type. 

Ground waters are normally the more concentrated the deeper the horizon 
from which they are drawn. The older crystalline rocks afford waters of low 
concentration free from permanent hardness, though temporary hardness and rela- 
tively high content of silica may be expected. Such waters are prevalent in the 
upper Mississippi River basin, in the region from the Appalachian Mountains 
to the Atlantic coast, from New England to the Gulf of Mexico, and in relatively 
small areas m various sections of the United States. Waters from basalts and 
rhyolites, such as are found in many parts of the Rocky Mountain and Pacific 
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Coast States, are likely to be somewhat more concentrated and may carry much 
sulfate. Sedimentary rocks, particularly marine sediments, such as are found 
throughout the greater part of the Mississippi Valley, afford waters of still greater 
concentration. Waters from limestones are ver^' hard and those from magnesia 
limestones and dolomites carry both scale-forming and corrosive ingredients. 

Sandstones differ greatly in content of soluble constituents and in quality of 
waters, and this is true also of shales. The best and worst of industrial waters 
may come from shales of widely differing character. Many sandstones and shales 
afford waters of high permanent hardness. These rocks, like the limestones, cover 
great areas, and once the character of the water from any particular stratum 
is determined, the general characteristics of a water from the same stratum many 
miles distant can be forecast with a fair degree of accuracy. In general, ground 
waters are not as desirable for industrial purposes, but may be as satisfactory for 
sanitary use as surface waters. This may be inferred from their tendency to 
higher mineral content and lower turbidity and organic content. 


modern requirements of water supply 

The quantity of water required daily in a district is usually stated in terms of 
per capita consumption, though the figure includes domestic, commercial, and 
public use. An actual domestic demand of forty gallons per capita is considered 
average. Commercial use varies greatly according to type of community, but, all 
told, represents a consumption comparable with domestic use. Public use and 
leakage, together, represent also a similar quantity. Thus the total water 
requirements for all purposes of the average district will be somewhat above 
100 gallons per day on the per capita basis. Exceptions are found in such indus- 
trial centers as Buffalo, 325; Pittsburgh, 225; Detroit and Chicago, 200 gallons 
per day per capita. 

These figures do not include the consumption of industrial plants with private 
water works. In many of these, the principal consumption is for condensing 
purposes, and, as an illustration of the quantities which may be involved, the daily 
use and re-use of water from the Mahoning River at and below Y’oungstown, Ohio, 
is several times the entire daily flow of the river. Eleven thousand communities 
in the United States and Canada have public water supply and the investment in 
equipment for collecting, distributing and purifying municipal supplies is increas- 
ing at the rate of $125,000,000 per year. 

The purity requirements of water supply vary according to the specific in- 
dustries serVed and these may, therefore, be considered individually. 

Requireijnents for Municipal Supply — ^The quality requirements of munic- 
ipal water supply are concerned primarily with physical and biological standards 
and to a mmW extent with chemical composition. The standards established by 
the U. S. Treasury Department and published June 20, 1925, are usually accepted 
by public watei; works. 

According to\ these specifications such water supply shall be derived from a 
source free and p\KOtected from pollution and the mean density of bacteria of the 
B. coli type shall not exceed about one per hundred cubic centimeters. It shall 
be clear, colorless, odorless, and pleasant to the taste and shall not contain an 
excessive amount of soluble substances or any chemical employed in treatment. 
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The upper limit expressed in parts per million for certain soluble substances 
is: iron, 0.4 p.p.m.; magnesium, 100 p.p.m,; sulfate, 250 p.p.m.; chloride, 
250 p.p.m.; and total solids, 1000 p.p.m. Most municipal water supplies come 
much below these limits ^ and a water just within the limits would be highly un- 
Buited to most industrial purposes. 

Many municipalities, to encourage the establishment of industries within their 
territory, provide a water supply which will meet not only sanitary standards, but 
which is also suited to industrial requirements. To accomplish this, they may 
spare no expense to bring high-grade waters from a considerable distance, and 
often install extensive purification plants for the removal of deleterious impurities. 

Water for Irrigation— On first thought, it might seem that water for irriga- 
tion need not be different from ordinary river water, but it is readily seen that 
irrigating water for the most part is eventually evaporated from the soil over 
which it is spread and therefore leaves all its soluble impurities behind. These 
will gradually concentrate in the surface of the ground and may eventually become 
very detrimental to plant growth. Land would probably be injured by the best of 
natural waters if irrigated with them for too long a period of time without natural 
or artificial drainage. High alkali content is particularly detrimental and the 
value of a water for irrigating purposes is roughly established by its content of 
alkaline substances, ^he higher the\ alkalinity the greater is the portion of the 
water which wiU have to be drained away from the irrigated area to keep it flushed 
out. Hence the value is decreased not only because of the poorer quality but be- 
cause of the larger quantity require^ 

Water in th e Textile Industry — tfhe textile fibers, including wool, silk, and 
cotton, are prepared^ for fabrication by scouring processes which involve the use 
of quantities of water. v^he standards of purity required are high in all cases but 
vary with the specific operations) 

Wool Scouring- fin wool scouring, all fresh water is added in the third or 
final scouring tank from which the wool emerges in its finished condition. Im- 
purities in the wat^r that will cling to the fiber, therefore, are obviously out of 
place and will have the same deleterious effects in subsequent processes as im- 
perfect scouring.^uspended ^purities are generally undesirable, organic matter 
being especially deleterious^ (Therefore, waters polluted by sewage or organic in- 
dustrial wastes and turbid waters are always purified before use in scouring-tanksj) 

A second, and even more important class of impurities, consists of those sub- 
stances w^h_imitejmthso^ ^^d m^scouri^^ 

s ubstances, Iron, alumin¥m7^1cium, and magnesium, destroy their equivalen t 
values of soap for detergent purpose s, t hereby making necessary the use of a n 
e xcessive amount of ^ap .^ In a^ition, the inso luble. 5 oaps_stick closely to the 
fiber and make efficient scouring very difficu lt. On this account^ they prp 
processjlmn inorganic suspended matter cnmpnspr^ 
colloidal particles of clay>^ Priestman ^ states that water containing 30 English 
degrees of hardness (428 parts per million of calcium carbonate) cannot be used 


2por discussion of water quality standards see Streeter, H. W., J Am Water 
Works Assoc. 3/ 1479 (1939), and Baylis, J. E., ibid, S2 , 1753 (1940). 

2 bee also Chapter 29. \ . 

^Fqr discussion of use of detergents, see Chapter 42. 
mfr ’ Combing” George Bell & Sons, London 
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for satisfactory washing and adopts 5® of hardness (71 parts per million of cal- 
cium carbonate) as the limit of ^‘hardening” constituents for a satisfactory water 
supply. 

In scouring by the two-st age process of steeping and scourin g,^ tbe jmportanc e 
of pure water is ey^x^eater, for^in addition to the effect of hardness in the 
s'^ring operation, the recoven’’ of jotash f rom the steep water will be render ed 
somewhat more expensive and tlfe purity oLthe productJwill.be decrea sed by th e 
sali^ constituents _of the watex) In this cas e all min eral impurities, not merely 
the hardening constituents, have a delcteriouT~5 fectT^ . 

Ijo. scouring by volatil e solvents a nd subsequent washing, since no soap is used, 
purity of water is a minor consideration. Suspended matter, of course, is un- 
desirable. (if the wash water is utilized for the recovery of potash, all dissolved 
impurities will assume importance, iilasmuch as s^me w ill c ause scale in the 
evaporators and all wiU decrease the purity of the potash produced J Each~i00 
parts per million of mineral solids in the water will reduce the purity of the potash 
by approximately 1 per cent. (|f the wool is scoured by one of the newer deter- 
gents such as the sulfonated alcohi^ prodiictsTike *'igep on,'' *^ 3^en tlieTiard ness 
in' th^ water will b^of Jess cons equence. This is due to the fact that the calciu m 
and magnesium compounds of these detergents are soluble, hence do not cause a 
loss of detergent power and more particularly, do not precipitate on, and foul the 
surface of the wool,) 

Water used for rinsing the wool after scouring may amount to as much as 
100 gallons for each pound of wool scoured. This water should be free from 
suspended matter, but othervnse requires no special qualities. 

Silk Industiy Uses -^n the silk industry’', pure waters are required, as in 
wool scouring, to conserve soap and prevent contamination from sticky pre- 
cipitates.') 

("in the first stage of silk manufacture, the raw silk is soaked jn a strong solu - 
Uo^of soap containing neat^s f oot oiL This process is necessary to give the silk 
sufficient softness “and^ pliability f or /the winding operatio n, ^ith waters con- 
taining l ime an d magnesium in l arge a mounts, the soap forms a characteris tic 
c urdy pre cipita te which mats the fiber s and causes considerable difficulty in wjnd- 
ii^g the silk. ^Furtherm ore, rthe precipitate clings to the fibers, forming soap specks 
which later harden the silk at these point^ 

The n ext operation , that of boi ling off,^ r equires the_ use of greater quantitie s 
pLbpth soap andjw'iiter. The deleterious results of unsuitable water here are, 
therefore, intensified. Whe re lime spots form, the silk may become discolored an d 
t he 'fiber -will crack. Weighting is largel}^ affected by the lime and magnesium 
content of the water used in previous operations. Lime snots prevent the absorp - 
tion of the t in solutio n _at s uch p oints, since the fiber is there covered by the sticky 
lime p recinif ^te. T he result is lack of uniformity in weighting an d ^ ffiungry spots” 
^wjuch l ater in the dyeing operation produce uneven coloring of the fabri c, 
brighter c^prs. are said to be produced with soft wate rs, ju sing less dy e, gian with 
other watesl containing large amounts of the alkali-earth element^ 

^ Cot^n Industry Uses — ^The cotton industry has long recognized the value 
of soft wateF'^ its opmtions. The boiling -off requires the use of resin soap in 
large amounts. Vhich soap , lik e others, is was teful ly co nsu med by calcium and. 

®See Chapter 
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magpesium in the wat er> (The precipitates formed are r^iiates^Lcalciuni^and 
magnesium, which are just as troublesome in later operations as the correspond- 
ing oleates and s tearate s?\f Spots, difficult to wash out, dye, and bleach, are formec^ 
and a 'unffoTm^udiit^so essential in this industry, is almost impossible to obtai^ 
( It is characteristic siihs and >ntto'ns_prQduced_by jlants using soft wateL jh^ 
the fabric has a softer ^^fee l/^ not at all like the harsh ^Teel^^ of fabrics_produc ed 
with waters containing large amounts of the hardening const! tuentsl > (In the 
iiianufacture of textiles, therefore, the necessity for a clear, colorless water con- 
taining as little calcium and magnesium as possible is obvious unless the newer 
detergents are use^ 

#s...^^ayon Industries — ^In the rayon industry as in the case of natural fibers the 
water must be of high purity to give best resul ts. Water must be soft ^ becau se 
lime and ma gnp-sinTTraa l tF^u^are responsible for hardness of water also cause 
hardness of finish on rayon and int erf^Q , ^v^t¥ level dyeing. Y Trac ^of iron in Uie 
water mav belfiS^lv detrimSitar ^^lyi^ in a rayon plant operating on the 
Niagara River^ In this plant splotchy discolorations were noted in the produc t 
and after much effort, were finally trac^to the presence of less than 0.5 p.p.m. 
of icon in the wash water. When this ^as removed bv suitable treatmen t (see iron 
removal) the difficulty cleared up. 


Water for Dyeing and Bleachin g — ^Involving, as it does, the use of such 
small amounts of chemicals and large amounts of wa ter to produce delicate color- 
ing effects, the dyeing ..oliabrics, of ten prese nts chemi cal probl e ms of considerab le 
difficulty .^ The solution of these problems often hinges on the proper choice or 
treatment of water used in the process, (A water containing large amounts of 
calcium is unsuitable and even ruinous for use in dyeing with aniline colors, but is 


essential to the successful use of logwood or weld, dyed on a mordant of iron or 

and magnesium act veix^uch alike in dyeing^) S ome of th e effects 
oL these constituents .ax&_as_foJlowsP|Heavy tarlike precipitateTTonn when such 
aniline colors as methyl violet, malamte green, magenta, and safranine are dis- 
solved in waters high in calcium and magnesiun^ ^his tarlike precipitate sticks 
to the fiber and results in uneven dyeing, poor shade^ and that annoying defect 
of "Tubbing off/' Magenta and safranine are peculiarly susceptible to the influ- 
ence of these constituents, the effect being noticeable in changes in both color 
and intensity of the coloring material. Color is wasted and flat shades are pro- 
duced in dyeing with Turkey red or cochineal scarlet. On the other hand, in 
dyeing with alizarin it is necessary to have calcium carbonate present to cause 
complete saturation of the mordants, but when calcium and bicarbonate radicals 
are present, carbonic acid is freed, calcium carbonate is precipitated by the heat 
and the bath takes a violet color due to the formation of a compound of calcium 
and alizarin. If the solution is boiled, the lime lake deposits as a violet powder, 
and the bath cannot be used. Thus it can be seen that calcium may be helpful or 
detrimental to dyeing according to circumstances, but as a rule, (calcium and mag- 
nesium salts resifit in uneven dyeing, fading colors, spotted effects, off-shades and 
a waste of color J ' 

(^Iron IS a very objectionable impurity. Dull and flat colors are frequently 

^ Rayon Handbook, first edition, p 117 . 

® See Chapter 29. 
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caused by this constituent, especially when dyeing on a mordan^ If a water 
contains iron in any appreciable amounts, it is practically useless for dyeing or 
printing with, alizarin or for any of the coal-tar colors that are fixed on a tannin 
mordant. ^Iso in bleaching, iron is a troublesome constituent. The iron is 
oxidized by the blench solutions, causing yellow, brown, or muddy white effects^ 
This difficulty can be partially remedied by acid treatment, but there is then 
danger of injuring the fabric. Laundries have much the same difficulty with 
ferruginous waters. 0t is therefore evident that a water suitable for dyeing and 
bleaching should bo free from suspended matter, low in its content of iron, and as 
soft as possible^ 

Water in l4per Making— one considers that from 10,000 to 400,000 gallons 
of water are used to produce only one ton of finished paper^it can readily be 
understood that the quality of this water, especially for the finer products, is a 
matter of some importance. (\Vith the coarser grades, such as brown WTapping 
paper, the composition of the water does not figure so prominently^ 

(While the ordinary’’ constituents of a water which contains permanent and 
temporary hardness cause little trouble in preparing the pulp, their effect in 
sizing is decidedly harmfid^ fOne type of sizing consists in precipitating, usually 
with alum, the resin from a solution of a resin soajy ^The aluminum resinate 
thus formed is precipitated on the fibers. The well-known reactions between 
lime and a soap here take place if the water is of a calcareous nature. Carbonic 
acid decomposes the resin soap, forming sodium bicarbonate and, if calcium is 
present in appreciable amounts, calcium resinate. This compound has a more 
granular consistency than the corresponding aluminum compound, docs not 
adhere to the fibers as well, and hence is entirely unsuited for sizing purposes^ 
S.lkaline waters give trouble through the formation of double salts with alum . 
causing incomplete or improper precipitation of the ^a luminum resinate . The 
difficulty here ma}^ be overcome, of course, by the previous treatment of the 
\vater with alum, but unless this is a part of a purifying system to which careful 
attention is paid, large amounts of alum are w’asted with but partial prevention 
of the trouble and variable results. 

(^Turbid waiters, or winters carrjdng suspended matter, are injurious to the 
product. Such particles resist the action of bleach and cause dark specks and 
spots in the finished paper, particularly noticeable in wdiite and light shades of 
fine waiting and art papers^ Vegetable coloring matter is productive either of 
streaks or of a dull shade irnparted to papers that should be white. (Acid waters 
are among the most annoying offenders. They not only give trouble with the 
size, decompose the colors, and produce streaks in the papers, but they also attack 
the expensive wire screens and drj^er-felt of the machin^ 

In making \vhite or light shades of paper, ferruginous waters are out of the 
question unless the iron is removed. Alkali precipitates ferric hydroxide, which 
gives the pulp a brown color. ^During sizing the iron also gives trouble, and 
rust spots in the finished paper are a common result of the use of water con- 
taining iroiy 

^ Water in Tanning — ^Tanning is an industry in wdiich the quality of the w^q^tei 
plays an important part.^o The large volumes of water used both in the unhaxr- 

® See also Chapter 37. 

^°See Chapter 45, 
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ing and in the tan pit make necessary the careful selection or purification of the 
water supply. Unhairing consists in loosening the roots of the hair by treatment 
of the hides with quicklime. If the water used in this process contains bicar- 
bonates or free carbonic acid there results a precipitation of calcium carbonate in 
the dermic tissues. This precipitate naturally interferes with the absorption, 
by the cells of the hide, of the tannin which is intended to convert the skin into 
the insoluble material, leather. In the tan pits, calcium and magnesium react 
with the tannin, destroying its usefulness. A considerable amount of an expensive 
chemical is thus wasted, and, according to one authority, the secondary products 
formed impart to the leather a reddish-brown color which lowers the market 
value of the finished product. One way of obviating this difficulty is to treat 
the water with a free mineral acid, preferably sulfuric. The acid seems to aid in 
swelling the hides and if used at the proper concentration for a period of time not 
too great, no rottmg of the hides takes place. Chlorides are harmful to the proper 
swelling operation since they do not unite with the hide and even prevent the 
proper action of the acids, but sulfates of calcium and magnesium, preferably the 
latter, are desirable. In their presence plumping is more readily effected, the 
finished leather has a finer and more compact grain, and the cut surfaces are 
cleaner and more shiny. 

Organic matter should be entirely absent from water used in tanneries, since 
one of the prime requisites of the finished product is that it must not decay. 
Organic matter tends to cause decay or ^^leather rot,^^ hence its removal becomes 
a matter of necessity rather than choice. 

Iron is objectionable in the water supply of tanneries, since the same reactions 
which are used in making one kind of black ink take place between the iron of the 
water and the tannin with which the hides are treated. In both cases, ferrous 
iron is oxidized by the air to ferric, which then reacts to form black tannate of 
iron. Such coloration is, of course, ruinous to any but black leathers. Water 
for tanneries should therefore be clear and low in iron, hardness and chlorides 
though calcium and magnesium sulfates are harmless for certain of the operations. 

Other Chemical Industries — There are many other chemical industries of 
importance which depend to some extent on the quality of their water supply for 
successful mamtenance. (The manufacture of filter paper is a specialized industry 
in which the final ash content of the finished paper must be as low as possible. 
Hence the water must be of low total solid content in addition to the requirements 
necessary for ordinary paper manufactur^ 

Ice manufacturing is an industrjr in which, until recently, the necessity for 
pure water was so highly regarded as to warrant the expense of distillation in 
order to remove all soluble impurities. This industry differs from some others 
because any impurities, no matter how soluble, are frozen out of the water, con- 
tinuall}^ concentrating in the unfrozen core of the cake until they pass the satura- 
tion point and are precipitated as cloudy solids in the core at the center of the 
cake. Present-day manufacturers often avoid the expense of distillation by ndth- 
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ing and fermenting process and it is recognized that mineral salts may be very 
injurious in both of these processes. In the case of malting, a low concentration of 
sulfate is not altogether undesirable, but, if carbonates are present in either this 
or the later stages of manufacture, the final product will have a bitter taste. On 
this account, a pure soft water supply is highly important to the industry. 

Canneries and starch works,^^ as well as other food products manufacturers, 
use large quantities of water and, of course, the first requirement consists of a 
sanitary'' supply. In starch w'orks, however, which manufacture glucose or corn 
syrup, the water must be unusually free from mineral salts because the dilute solu- 
tions have to be much concentrated in the course of boiling down the syrup. This 
causes any impurities which were originally present to appear in the finished 
product in much more concentrated form. Furthermore, if the glucose solutions 
are to be bleached b}'' passage through charcoal filters, any mineral impurities 
which they contain will tend to deposit on the surface of the charcoal, thereby 
seriously impairing its efficiency. The same difficulty is met 'with in the manu- 
facture of sugar, and tliese industries, therefore, require a water supply of high 
purity. 

Soap works use large quantities of water in the soap-boiling operations and 
since calcium and magnesium salts precipitate an insoluble soap, it is obvious 
that this industrj^ requires water low in hardness to produce a high-grade product. 
Likewise the laundering industr>% using large quantities of soap, will also require 
low-hardness water. 

The importance of soft water to all the industries using soap will be evident 
from the amount of soap destroyed by hardness. It is estimated that 18 to 20 
pounds of soap are consumed per 1000 gallons of water for every 100 parts per 
million of total hardness figured as calcium carbonate. This ratio will be even 
higher if the total hardness is low and it sen’“es to show the high soap-consuming 
cost of hard water to these industries, to say nothing of the detrimental effect of 
the slimy precipitates on the value of the finished products. 

Water for Steam-making — ^The chief industrial use of water aside from 
cooling purposes is in steam-making. Water for steam-making is more or less 
suitable depending on the type and quantity of impurities which it carries. The 
customary method of interpreting the suitability of a water for boiler use is based 
on its tendency to cause foaming, corrosion, and scale or incrustation, and the 
cost of treatment to eliminate these tendencies is a fairly reliable inverse index 
of its value for this and many other industrial purposes. 

Priming an d Foaming, Priming and foaming are probably the least under- 
stood of boiler phenomena, griming may be defined as an ebullition so violent 
that water in the form of spray is carried from the boiler before its separation 
from the steam can take place. It is controlled by the relations of heating 
surface, evaporation surface, circulation, and working load, all of which are factors 
influencing the violence and rapidity of ebullition, and by such features as dash 
plates, water space, and steam space, which affect the probability of spray reach- 
ing the steam Coats'S Priming , as thus defined, is a matter of boiler design ^nd 
o peration, un less the wnter is very high i n soluble solids content. 

^ earning is the formation of bubbles upon and above the surface of the water. 

See Chapter 36. 
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The less easily these bubbles break the higher will the foam rise. It may become 
so excessive that the bubbles, or films of water enclosing steam, pass out with the 
steai^ Naturally priming, or a tendency to prime, is an important factor in ex- 
cessi^foaming but, aside from this, the difficulty with which the steam pushes 
through the surface film of ^Vater and separates from it is a controlling agency. 

With nearly pure water, foaming is -very slight and never sufficient to ca use 
thelo^^l^er with steam in a well^^igned boiler. Nearly all impuri ties 
diss d^d~or ^sp en^^ ^^^ water " increase tliOoa ming tendency , though no two 
substances may do so to the same degree. steam is used from the boiler, the 
impurities are concentrated apd finally a stage is r eached w hi ch willjcause,exces~ 
sive foaming !)) (if, therefore, the qujmtity ofimpufities andjhe effect of each were 
kno^, the calculation of the foaming tendency of a water would be a simple 
matter.^Unfortunately, our knowledge of these factors is limited. 

Suspended solids undoubtedly have an influence on foaming tendency, but it 
is practically impossible to predetermine the quantity of suspended matter in a 
boiler at any time. (JuAidity^originally present in the water is larg ely pr ecipL 
tated, while additional suspended matter is derived from the precipitation by 
treatment agents of impurities in solution in the feed wateiy Although both these 
classes of substances are imdoubtedly important, t he effe^ of precipit ated„inag> 
nesium being e specia lly noteworthy, their in inducing foaming cann ot_be 
predicted from an anal3^sis of boiler feed^livate rTS 
~^he^issolvedTmpurities in a boiler water are usually regarded as the more 
important factors contributing to foaming. As the boiler water becomes more 
concentrated, the relative proportion of sodium and potassium salts present in- 
creases until all other dissolved substances become relatively insignificant in 
amoim^ ^t is, therefore, customary to attribute foaming primarily to sodium 
and potassium, since these substances are highly soluble and their relative im- 
portance in different waters is easily determined from analysijb 

(The usual remedy for foaming is blo^ving off a portion of the highly con- 
centrated water and replacing it with fresh feed wate^ The locomotive L oiler is a 
type likely to give trouble on account of foaming and offers, therefore, a satisfac- 
tory basis for an arbitrary classification of waters according to their foaming 
tendency. fA non-foaming water may be defined as one that can be used in a 
locomotive Doiler throughout one week’s work without foaming; a semi-foaming 
water as one that will require one complete water change not oftener than every 
two days; and a foaming water as one that cannot be used so long as two days in a 
locomotive boiler without blowing off or changing water to prevent foaming 
Corrosion . (Corrosion is one of the most harmful effects of impurities in water, 
and is due to free acid or to acid formed by the hydrolysis of salts in the wat er, or^ 
in rarer cases, to acid formed by jiydrolysis ofT^v lubricatii^ ^^ and to free 
Of the harmful metal radicals magnesium is the one most likely to occur 
in quantity in natural waters, and when this occurs, in conjunction with such 
negative radicals as chloride or sulfate, the water will probably be corrosive in 
pr^ortion to the quantities present^ 

(One of the first occurrences in a'boiler using untreated water is the precipita- 
tion of at least a part of the carbonate and bicarbonate radicals as calcium 
carbonate. Such precipitates can be acted upon by free acid, and to some extent 
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by acids formed by hydrolysis, thus tending to neutralize them. The extent of 
this action is not v:e\\ defined but it certainly offers some protection. More 
positive protection is usually secured by addition of alkali to the feed water to 
neutralize acidit\% and an anti-oxidant to remove free oxygei^ 

Scale Formation . (The formation of scale in boilers is a common effect of the 
use impure untrente'd feed water. This phenomenon is the result of heating 
the water to a high temperature and concentrating it. The heat drives carbo n 
dioxide out of the water, thus convertin g bicarb onate radjcjilJojmnna l carb onate 
anR causing the precipitation of insoluble carbonate sal ts, especially calciu m ^ar- 
bRnate. Concentration uill gnadualFylncrease the amount of dissolved matter to 
saturation, after which additional evaporation will cause it to pass out of solution. 
Suspended matter and colloidal matter, especially silica, are also largely deposited 
vdthin the boilei^ 

^Imost all natural waters, if used in a boiler for a great length of time with- 
out cleaning, would produce scale or sludg(p As boilers are usually operated, 
temperatures and concentrations are permitted which result in the precipitation of 
practically all suspended and colloidal matter, all iron, aluminum, and magnesium, 
and all calcium to the full extent of its abilit}' to combine with carbonate, and 
sulfate radicals. ^Fhe iron, aluminum, and magnesium appear in the scale as 
oxides (magnesium carbonate may be present, but is not likely to be found in 
quantity in scale from high-pre. 5 sure boilers), while the calcium may be present as 
calcium carbonate or calcium sulfate (a hydrated calcium sulfate frequently 
occurs, but in the modem high-pressure boiler its quantity is sufficiently small to 
be neglected).^ Whether these results are caused by a series of reactions or by a 
single chemical change is of little moment in connection with boiler calculations. 
The followang reactions, therefore, are presented not as fonnulas for the changes 
which actually take place, but as equations which ex press the ultimate results o f 
incrusting changes that occur within the boiler operated on untreate d wate ry , 

2 Fe'" + 3H2O <= Fe 203 -j- 6 H; 
j Mg" + H 20 =MgO-f 2 H; 

. Ca^' + COa ^CaCOa; 

I Ca" + 2HCO3 = CaCOa + H2O + CO2; 

[Ca" + SO+ =CaS 04 . 

Scale may be of var^dng hardness, from a soft sludgelike deposit whiclf can be 
flushed out, to a cement-hke substance which must be chiseled out, depending on 
the character of the impurities in the water, vjn general, colloidal matter, espe- 
ciaU^sil^a, contributes to dense scale fornmtion, as does also ca lcium sulfate. 
Of these substances, the one which is likely to occur in serious quantities is cal- 
c ium sulfate . This material, contrary’’ to the general rule, is less soluble in ho t 
t han in ^old ^^^flter . H ence as the temperature increa ses the calciu m sulfate be- 
c omes l ess ^oluble and ten ^ to come out in the^orm of scale aside from the effec t 
d ue to the concentrating action of ova poral Iom ~(^n general, a water low in silica 
and sulfates will be low’ in hard scale-forming tendency and ^^ce versa^ 

Classification of Waters for Boiler Use. The net value of a w'ater for 
steam-making purposes will take into account the combined effects of foanungi 
corrosive, and scale^forming impurities, and on this basis, the committee on w’ater 
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service of the American Railway Engineering and Maintenance of Way Associa- 
tion have offered a classification of waters in their raw state ^at may be em- 
ployed for approximate purposes, but, as their report states, C'it is difficult to 
define by analysis sharply the line between good and bad water for steam-making 
purposes.”^ 

The limit of 0.8 pound of incrusting and corroding constituents per 1000 
gallons for the class of good waters restricts perfectly acceptable natural waters 
to a smaller number, but the choice of that figure was probably influenced by the 
fact that the incrustants in poorer waters can usually be reduced to that amount 
by proper treatment. The limits must be interpreted liberally in practice, because 
they are modified by the comparative hardness of the incrustation and the vary- 

TABLE 3 — ^APPROXIMATE CLASSIFICATION OF WATERS FOR BOILER USB 


Incrusting and Corroding 
Constituents, Pounds per 
Thousand Gallons 

Classifi- 

cation 

Foaming Constituents, 1 

Pounds per Thousand 

Gallons ' 

Classifi- 

cation 

More than 

Not more than 

1 

More than 

i 

Not more than 


0 8 

Good 


1.2 

Good 

0.8 

1.7 

Fair 

1,2 

2.1 

Fair 

1 7 1 

3 7 

Poor 

2.1 

3.3 

Bad 

3.7 

5 7 

Bad 

3.3 i 


Very bad 


ing extent of corrosion effected by waters of the same mineral quantity content 
but of different chemical composition. Waters of the worst class may be improved 
by treatment in softening plants. A summary of boiler water classification ir 
given in Table 3. 


PURIFICATION OF WATER SUPPLY 


Since natural waters contain many impurities, and since modem, domestic, 
and industrial requirements are so rigorously established, it is becoming increas- 
ingly necessary to purify natural waters, and a systematic technique has been de- 
veloped for this purpose. 

{Volatile and oxidizable impurities are removed by aeration in fountain, spray, 
or cascade; suspended impurities, including much of the bacterial and micro- 
scopic contamination, by settling, coagulation, and filtration; residual micro- 
organisms by chemical or other sterilization; soluble impurities (primarily of 
industrial importance) by prehearing, lime s oda, or zeolite trcatment."7 

Volatile and Oxidizable Impurities — ^Natural waters always ^ntain dis- 
solved gases, such as oxygen and nitrogen and carbon dioxide from the atmos- 
phere. In addition, they frequently contain undesirable gases and odors which 
have originated from decomposing matter in the water. These undesirable odors 
may usually be removed by purging the water with fresh air through the medium 
of natural stream flow or artificial aeration. 

13, Manual, Sect 
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Natxiral aeration takes place slowly in slow-flowing streams but rapid-flowing 
streams, especially v.ith cascades or water falls, quickly absorb much oxygen 
from the air, not only eliminating imdesirable gases but at the same time oxidizing 
pollutmg substances, ferrous iron, etc., if they are present. 

Artificial aeration is frequently used to supplement natural agencies. This 
may be accomplished by causing the water to flow over cascades or baffles, thus 
spreading it in a thin layer, or by passing it through fountains, thro\mg it into a 
spray, or by nmning it through trickling fillers causing increased surface ex- 
posure. The last is also of special value for oxidation of manganese and iron. 
Such methods frequently greatly improve the quality of natural water. 

Where aeration is used to oxidize and precipitate iron, tricklers are often used 
to good advantage. These are porous beds of broken stone, coarse sand, coke, 
shapings, or similar insoluble material having a large surface as compared to 
volume, through which the water slowly percolates. The air in such beds should 
be continuously or frequently changed, otherwise the process fails. Considerable 
attention is being paid of late to the design of spraying nozzles, possibly because 
of their extensive use in sewage purification. One type, installed at the Kensico 
reservoirs of the New York supply, is cast with spiral vanes which impart to 
the water flowing through them a whirling motion, said to be effective in accom- 
plishing aeration. 

Suspended Impurities — Suspended impurities, including turbidity from or- 
ganic as well as inorganic matter, may be reduced by methods varying in effi- 
ciency, such as settling, coagulation, and filtration. 

Settling — When water is impounded in reserxmirs, suspended impurities grad- 
ually settle out, uith the exception of firing organisms which are floated by the 
gases they generate. When the reservoir can be const meted large enough and 
when microscopic growtiis do not develop, natural subsidence is frequently suffi- 
cient to produce clear water. The period necessary for accomplishing this result 
varies from a few hours to several days, and to be efficient for such purposes, 
basins should be at least 8 feet deep to avoid scouring of the material from the 
bottom by udnd wave action. 

Coagulation — When impounding alone is insufficient or too slow, sedimenta- 
tion may be hastened and improved b}" the addition of chemical agents. Por this 
purpose coagulants are employed, such as salts of iron or aluminum, which will 
produce a coagulable precipitate of hjrirate by reaction \rith the carbonate radical 
already present. 

When such a precipitated hj’droxide is formed in the water, it adsorbs and 
encloses suspended impurities, including bacteria, and causes these to settle much 
more readily. The reaction and coagulation, however, involve a time element 
and unless two hours or more are allowed for the precipitation, it may not be 
efficient or successful. Much longer retention in the coagulating basins is often 
found advantageous. Such coagulation basins are usually from 12 to 15 feet deep 
and the rate of flow through them is limited to 2V2 feet per minute. Baffle plates 
are often inserted to improve the mixing. The process usually removes 90 per cent 
or more of the lotal turbidity and 75 per cent of the bacteria. 

Filtration — When settling alone is too slow or incomplete, filtration of the 
water is often resorted to. The usual filtering medium is sand and the method 
of application may be slow-sand, or rapid-sand, with or without pressure. 
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The first use of sand for filtration was made in London, more than a centup^ 
ago, in 1829. A bed of sand some 12 feet deep was used and proved so efficient in 
remWng turbidity that the system was considered a complete success. It was 
later noted that the death rate from typhoid fever was materially reduced, al- 
though it was not until long afterward, when the science of bacteriology had been 
developed, that the true explanation was understood. 

The art of purifying water by filtration has developed from a simple procedure 
on a small scale to a complicated and extensive process. Whereas individuals and 
industries were once content \vith a comparatively clear water, they now demand 
a product colorless, free from suspended impurities, as nearly sterile as efficient 
operation will produce, and free from such quantities and varieties of mineral 
constituents as will affect its use for a particular purpose. 

Slow-sand Filtration— The English, or slow-sand method (Figure 1) of 
filtration employs a water-tight basin containing about 5 feet of filtering material. 



A common practice is to use 3 feet of fine sand at the top of the filter bed, below 
that about a foot of coarser sand supported on about 18 inches of graded gravel, 
the coarsest material at the bottom. Suitable drains are provided below the 
gravel to carry off the filtered water. Briefly, the operation of a slow-sand filtra- 
tion plant is as follows : 

The raw water containing suspended impurities, clay, bacteria, and micro- 
scopic plants, flows into a sedimentation basin. The impurities in part settle to 
the bottom either by gravitation alone, or, in some installations, aided by the use 
of a coagulant that agglomerates the particles and hastens the settling. The 
partly clarified water flows from an outlet near the top of the basin to the filter 
bed, which, after accumulating a surface skin of impurities, passes an effluent 
substantially free from suspended matter, including bacteria, at the rate of from 
one to three million gallons per acre per day. When the surface layer, or 
Schmutzdecke, becomes so thick that the rate of filtration is too low for eco- 
nomical operation, the surface layer of sand is removed and washed, and later 
replaced. This method is suited to purif^^ing waters of low turbidity on a large 
scale. When used, it is usually for municipal water supplies. 

Rapid-sand Filtration — ^The rapid-sand, or American, system (Figure 2) of 
filtration is adapted to the treatment of turbid and highly colored waters and is 
often employed where softening, as well as filtration, is necessary. The main dif- 
ferences between this and the English system are the artificial formation of a sur- 
face filtering layer on the sand by coagulation, the method of cleaning the filters by 
forcing a current of water, or in some cases air and water up through the filtering 
medium, and a much higher rate of filtration. Usually the rate is 125 million 
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gaDons per acre per day or about sixty times as fast as the English system. 
Machines to apportion automatically the dose of chemicals to the flow of water 
are necessary. These may handle the chemicals in solution or dry, but modern 
practice favors dry handling in large plants. A mixing and reaction chamber is 
provided to secure the proper coagulation. 

The mixing basin used in this type of plant is frequently deeper than that in 
the slow-sand type, and is provided with baffles designed to secure maximum mix- 
ing or coagulation in minimum time. The filters in a large installation consist of 
concrete basins (in smaller pnes wooden or iron tanks) with an area of 1500 to 
2000 square feet, hence capable of handling four to six million gallons per day. 
They normally contain 30 inches of sand on a foot of graded gravel, the gravel 
resting on perforated strainers through which the water passes to the drain 
system and thence to the storage basins. Valves are provided for reversing the 
flow of water through the strainers and forcing it up through the filter bed, 
thoroughly stirring up the sand and washing the surface layer of impurities, which 
flow into channels provided to waste the dirty waters. 

The operation of a typical plant where coagulation and filtration are practiced 
on a large scale is as follows : 

The raw water passes through a Venturi meter, which records the volume of 
water passing and controls the rate of addition of coagulant to the flow of water. 
From the Venturi meter, the water passes to a weir basin where the water is 
divided, one part going to the lime saturators for use in preparing the milk of 
lime, another over the alum weirs where the alum is introduced, and a third to 
the mixing tanks. The lime-saturated water, the raw water, and the alum solution 
are thoroughly mixed by a system of baffles in the mixing tank, and a part of the 
precipitated material is allowed to deposit in the settling basins. The filters 
remove the remainder, gradually clogging up and filtering more and more slowly. 
At the end of eight to twelve hours ^ operation, the valves are reversed and clear 
water is forced back at a rate of 7 to 10 gallons per square foot per minute for 
five to eight minutes or until the sand is all clear, but the supernatant wash water 
is still murky. It is important to retain this murky water so that when the filter 
is again put into operation it will redeposit on the sand surface the rudiments of a 
new Schmictzdecke. The sand thus prepared is ready for another period of several 
hours^ filtration. 

Proper coagulation is a prime requisite in plants of this type. Some few 
waters contain sufficient iron to produce a good floe when lime is added, but 
most of them require the addition of filter alum, Al 2 (S 04 ) 3 , although they may 
have sufficient alkalinity to precipitate the aluminum hydroxide ^vithout lime. In 
general, ten to thirty-five parts per million of alum are found necessary and the 
alkalinity must be sufficient to precipitate this as hydroxide. Several large plants 
have found it more economical to make their own filter alum by treating crude 
bauxite with sulfuric acid and using the mud or syrup directly for coagulation, 
thus obviating the necessity for crystallization, purification, etc., and some plants 
use iron sulfate instead of alum. 

Coagulants other than alum are sometimes advantageous. Alum introduces 
sulfate radical to the water and when used with lime the combination increases 
the permanent hardness. To avoid this, sodium aluminate may be used. This 
compound introduces both aluminum and alkalinity at the same time and in 



212 INPUSTBIAL CHEMISTBY 

dilute solution is readily hydrolyzed to give the alumina floe and leave only sodium 
in solution. This does not increase hardness but increases total dissolved solids 
by a small amount. To reduce even this small addition, peptized aluminum 
hydroxide or the more stable peptized ferric hydroxide may be used. If pure 
ferric hydroxide dispersion could be added, then when it coagulated and settled 
out no soluble addition would remain. The nearest approach to this reagent which 
has yet been commercially available is a dispersion of ferric hydroxide containing 
a small amount of ferric chloride to prevent coagulation during shipment. When 
this reagent is added to the water the ferric chloride content is quickly hydro- 
lyzed to ferric hydroxide and the entire reagent coagulates. The only soluble 
residue is the chloride ion from the small amount of peptizing agent. 

Pressure Filters — ^Many industrial plants have found it advantageous to 
use a type of filter that can be installed directly in the pressure water-supply 



system because of its conservation of water pressure, ease of installation, small 
space requirement^ and flexibilitj' in quantit}" of output. It has been further 
demonstrated that with the refinements of careful regulation and control of rate 
of filtration, addition of reagents, and systematic washing, these filters can pro- 
duce an effluent comparable with many of the larger and more costly rapid-sand 
plants of the gravity t 5 ’pe. 

Pressure filters are usually stout steel tanks, cylindrical in form, placed wnth 
axis either horizontal or vertical. For installations requiring more than 40 sq. ft. 
area it is more economical to place them horizontal. The water is forced through 
the sand under pressure, but in other respects pressure filters differ but little in 
principle from the rapid-sand filters already described. See Figure 3. 

By increased pressure, such a filter can, in an emergency, more than double its 
output with little effect on the quality of the filtered water. This is an advan- 
tage from an industrial standpoint. It has also been stated, with at least some 
degree of truth, that combined with sterilization, a water can be produced which 
will meet most of the exacting demands of a domestic supply. 

Organic Contamination — Sedimentation and filtration serve to remove 
practically all suspended matter, including microscopic and bacterial organisms, 
but there are conditions when a separate or sometimes supplementary treatment 
is required. 
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Copper Treatment— If a source of supply develops too high a number of 
microscopic organisms, the filtration plant will require too large an amount 
of wash water and it is therefore necessary to treat these organisms in the reser- 
voir before filtration to reduce their numbers. 

In reservoirs open to sunlight, either before or after filtration, microscopic 
organisms may produce an unpleasant taste and odor from the essential oils 
which they develop. This may be avoided by the use of copper sulfate, which 
combines with the green coloring matter of the organisms and precipitates them 
to the bottom of the reservoir. Since the growth usually occurs near the surface, 
the copper sulfate is often applied by dragging sacks of the sulfate back and 
forth across the surface and using a quantity to give an ultimate concentration 
of about 0.5 p.p.m. This treatment when properly applied effectively eliminates 
the growth of microscopic organisms. 

Chlorination— For the removal of residual bacteria, chlorine treatment has 
been used since about 1900. It was first applied on a large scale in the United 
States in 1908 for treatment of the Jersey City Water Supply at Boonton reser- 
voir, when 40,000,000 gallons per day were treated with hypochlorite of lime. 
By 1911 its use had been applied to 800 m.g.d.^^ and in 1918 to over 3000 m.g.d. 
Liquid chlorine was successfully applied in 1912 and has since largely displaced 
bleach, until it is now in use in more than 3000 cities in the United States. 

Liquid chlorine, because of its many advantages, is being used in most of the 
newer plants. Its germicidal effect, like that of chloride of lime, is due in part at 
least to the liberation of nascent oxygen. The chemical reactions with water 
may be represented as follows, showing the production of hypochlorous acid and 
nascent oxygen, both of which are probably powerful germicides; 

Cl2 -f H 2 O = HOCl + HCl 
HOCi = HC14- 0 

Liquid chlorine may be purchased 99.8 per cent pure in steel cylinders con- 
taining 100 pounds, or 1 ton, at pressures which vary with the temperature from 
50 to 200 pounds per square inch. It is also available in tank cars though it is 
seldom used in this type of container by water works. Anhydrous chlorine is not 
corrosive, but in the presence of a small amount of moisture it reacts vigorously 
with the ordinary materials of construction. This difficulty has been success- 
fully overcome in several types of apparatus now in efficient operation by suitable 
valves which confine the water and water vapor to those parts of the apparatus 
constructed of non-corrosive material. These machines are constructed for either 
manual or automatic control and for direct application of the gas or a solution 
thereof. 

Probably the best method of overcoming the corrosive tendency of chlorine 
gas and of obtaining a good mixture is the so-called minor flow system, in which 
a small portion of the total flow to be treated is diverted through a corrosion- 
resistant pipe or channel where it receives a concentrated dose of chlorine suffi- 
cient for the entire flow. This small portion is then fed back into the main flow, 
where it mixes and accomphshes the desired results without trouble. 

“SilliontalSperd^^^ production of hypochlorites, see Chapter 11. 

^®For a discussion of chiorine production, see Chapter 10. 
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The operation of the Dunwoodie chlorinating plant, capable of treating 
400,000,000 gallons of water per day for the city of New Y'ork, is typical of 
good operation. This plant has a total output capacity of a ton and a half of 
chlorine per twenty-four hours, the chlorine being applied automatically to the 
water by the direct-feed system through carborundum diffusors. Platform scales, 
each with a capacity of ten cylinders, are used to check the deliver}^ of chlorine 
by weight. The apparatus is guaranteed to deliver within 5 per cent of the indi- 
cated chlorine and on check with the scales is found to have an error of less than 
1 per cent. 

The following advantages are claimed for liquid chlorine over chloride of 
lime treatment: 

1. Liquid chlorine is more efficient and economical. 

2. Liquid chlorine is a chemically pure substance. 

3. A minimum space is required for storage and operation. 

4. The disagreeable odors of open vats are eliminated. 

5. Liquid chlorine does not decompose in storage. 

6. Liquid chlorine may be handled effectively at low as well as high 
temperatures. 

7. Liquid clilorine is susceptible of more accurate feed control. 

8. No lime salts are introduced into the water. 

9. Labor costs are materially reduced. 

Bleaching Powder — Bleaching powder is still used in a few plants in spite 
of the advantages of liquid chlorine, although of 6000 city water chlorinating 
plants in the United States less than 20 were still using hypoclilorite in 1939. 

Chloride of lime is soluble in water in the ratio of about one to twenty, but 
thorough mixing and treatment with water is necessary to extract the greater 
part of the active material from the sludge which forms. Whatever the method 
of solution, it is ordinarily made up so that 1 pound of chloride of lime is used 
for each 100 gallons of water and applied at some point in the system of purifi- 
cation where the organic matter has been reduced to the minimum and where a 
period of one-half to three or four hours can be given to allow the sterilizing 
action to go on. 

The amount of chlorine, or of hypochlorite, necessary to effect sterilization 
depends on the amount of oxidizable material present, the temperature, the allow- 
able time of reaction, the period of storage, and the turbidity of the water. If 
the dose is too heavy, disagreeable tastes and odors ^vill be left in the water, while 
if the dose is too light, all the bacteria will not be destroj^ed. At some places 
excellent results are obtained with as little as 0.2 part per million of available 
chlorine, while under adverse conditions more than 1.0 part per million is some- 
times necessary. A customary dose is 0.3 part per million. A recent type of 
high test hypoclilorite has been placed on the market which is bringing the use 
of hypochlorite back into favor for certain purposes. This product has the 
formula Ca (OCl )2 instead of the old chloride of lime formula CaClOCl. It con- 
tains available chlorine not less than 65 per cent, which is about twice that of 
bleaching powder. The product is especially valuable for emergency chlorination 

See Chapter 11. 
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of outljang local supplies, new pipe lines, repaired and relaid lines, control of 

algae, etc. , • i 1 1 • 

Ammonia— Ammonia is often used in conjunction min cniomation, espe- 
cially where taste and odor control are required. When ammonia is employed 
it is usually used at about one-half the rate of chlorine feed. It produces a chlor- 
amine compound which is much more lasting in the water and thus mantains a 
protective concentration of bactericide for a longer period of time in pipe line or 
reservoir. Its reaction rate on bacteria is probably not as nearly instantaneous 
as chlorine alone but the improvements in taste and odor are definitely recognized 
and the treatment is now widely used and recommended. 

Active Carbon— Active carbon^® is another material which is now being 
used for controlling taste and odor in water. The filtration of water through 
bone black has been practiced for many years where special table water or other 
high grade product was required but the use of activated carbon as an addition 
agent to the water is of more recent development. With some of the now avail- 
able highly active chars the addition of 1 to 3 p.p.m. to the water before passing 
through the sand filters will serve to effectively eliminate objectionable tastes and 
odors. With certain types of very positive tastes much larger doses have been 
found necessary but it is claimed that when used in proper quantity active carbon 
can remove them all. One special type of application which is being developed 
consists of super-chlorination, i.e., addition of an excess of chlorine to not only 
destroy living organisms but other organic impurities as well, followed by filtra- 
tion through active carbon which then eliminates the decomposition products and 
any residual chlorine giving a palatable water. 

Ultra-violet Ray Sterilization — One development in water sterilization de- 
pends on the action of the ultra-violet rays emitted from an electric mercury 
vapor lamp immersed in the water to be treated. Details of construction vary, 
but the more efficient types use a quartz tube with mercury electrodes, the whole 
separated from the water by a second quartz envelope which prevents cracking of 
the tube by differences of temperature between the water and the lamp. Baffles 
are arranged to secure repeated passage of the water in thin films past the source 
of light. If turbid, the water must be clarified, otherwise the suspended matter 
may act as a protective medium, shutting off the light from the bacteria to be 
destroyed. 

Some of the more recent lamps have been fitted with arrangements whereby 
the water mil, in case of an interruption of the current and the light going out, 
be automatically shut off and not turned on again until the lamp is lighted and 
has regained its maximum efficiency. 

The advantages of ultra-violet sterilization are largely aesthetic. No chemi- 
cal is added to the water and no tastes or odors are developed. The water can be 
heavily overdosed without affecting its quality, but cost of operation demands a 
very careful control to secure complete sterilization on the one hand and a rea- 
sonable current cost on the other. 

Ozone— Although the oxidizing power of ozone has been known for some 
time, it was not used for water sterilization in appreciable amounts before 1908. 
The cost of ozone treatment is usually prohibitive but its use for special cases is 

Vr ^ dkcussion of ammonia production, see Chapter 8. 
i^or a discussion of the preparation of active carbon, see Chapter 18. 
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being promoted by several industrial groups. It produces an imusually palatable 
drinking water and for this particular purpose may frequently warrant the high 
cost. It is also advocated for treatment of recirculated svimming pool water 
since, due to its slight solubility, overdosing is impossible and irritation of the 
mucous membrane so prevalent in chlorine treatment is avoided, but unless it is 
properly diffused through multiple outlets throughout the pool its efficacy is not 
established except at prohibitive cost. Por efficient operation, the air which is 
ozonized and later applied to the water is first dried by passing through towers 
of some desiccating material or by artificial refrigeration. The voltage used in 
producing the silent electrical discharge for ozonization must not be allowed to 
rise too high, otherwise sparking occurs with a resultant waste of power, heat- 
decomposition of the ozone, and the formation of oxides of nitrogen that hinder 
the production of ozone. Efficiency furthermore demands a thorough mixing of 
the raw water and ozonized air vith recover 3 ^ of any ozone not absorbed in the 
mixing chamber. 


DISSOmXD SOLIDS 

The removal of volatile suspended and organic impurities from natural waters 
by aeration, filtration, and chlcmnation usually accomplishes sufficient purifica- 
tion for sanitar}’ purposes, but\for industrial applications it is frequently neces- 
sary to reduce or eliminate certain soluble impurities, particularly calcium, magne- 
sium, and iron, in order to meet the requirements of specialized plants. For this 
purpose, preheating, lime-soda precipitation, z^lite^ treatment, or disti llation are 
used. 

Preheat^s ^n connection with boiler operation, steam is often available 
at low or negligible cost for operation of feed water preheaters which ser\’e the 
double purpose of conserving heat and ^iling^ut oxj^gen and carbon dio xide, 
tlws converting bicarbonate to normal carbonate. TJie gases begin tojcome off 
at 65® C., and at the boiling point expulsion is verj' nearly complete.'^The results 
which follow will depend on the quantitative relationsliip which the particular 
basic radicals bear to the carbonate radical at these temperatures. The most.im- 
portant effects are removal of the corrosive ox^'gen and reductio n of the scale 
forming calcium carbonate down to its limit of solubility, say 40 to 5 0 p.pm . 
Treating chemicals may be added in the preheater and, when properly applied, 
viiil greatly fmprove the results obtained^ 

(preheaters are of two general types, open and closed,®® and since they may 
function not only to purify the feed water but frequently to conser\’’e heat as 
well, they are verj- widely applied in industry") 

Lim^soda Water Soft ening -^When preheating is used to convert bicarbon- 
ates to normal carbonates, further treatment with lime is usually of little value 
unless the magnesium content remains high. Sodium carbonate will be useful, 
however, to convert any soluble salts of calcium to the less soluble carbonate. 
When chemical treatment is to be applied, without preheating, both lime and 
soda ash are used in most cases^ 

^®For a discussion of the principles of heat transfer in this type of equipment, see 
Chapter 2. 

^°For a discussion of preheaters and economizers the reader is referred to “Boiler 
Management, Maintenance and Inspection,” H. C. Armstrong and C. V. Lewis, Lip- 
pmcott Pub. Co. (1937). 
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(Lime-soda treatment is used alone or in conjunction with aluroMgulation 
for purifying water supply on a large scale. -When slaked lime is added to water, 
it supplies hydroxide ions^ which are appropriated in order by free acids, alumi- 
num, iron, half-bound acid (bicarbonate), and magnesium, thus; 

(0H)~+ (H)'->H20 
3(0H)“ + (A1)"'-^A1(0H)3 
/ 2(0H)-“ + (Fe)''-^Fe(0H)2 

/ (OH)- + (HCOa)- ->H20 + (COa) — 

2(OH)“ + (Mg)"-»Mg(OH)2 

These c^hanges result in neutralization of free arid, ^ch as fr ee ca rbonic a^id 
or hydrogen~suISdej precipitation of aluminum, iron, and magne sium as hydrox- 
ides, and conv ersi on of^bicarbonate to normal carb onate . Simultaneously, jhe^ 
ca lcium salts of all t he correspond ing acids are f ormed and aU are soluble exce pt 
the nprmaLcarbonate. Therefore, the hardening constit uents, iron, alumin um, and 
magnesium, -when precipitated,^ ^will be replaced in solution by calcium without, 
any net reduction in'hardnejs^ except insofar as these constituents may have been 
associated with bicarbonate. 

^he bicarbonate, or acid carbonate, ho\yever, is converted to normal carbonate 
by^neutralization with calcium hydroxide, as indicated above, and each . two 
l^dihriclajons (associated^ with one calcium ion) .produce two carbonate ions 
(capable of precipitating two calcium ions). Therefore, an ion of_ added ^calcium 
and an ion -ofjcalcium. already in solution are precipitated \vith each ion of bi- 
carbonate originally present, down to a concentration of thirty parts p er mil- 
lion, which is the limiting solubility of calcium carbonate under the circumstance^ 
Other calcium salts which may have been originally present or may have resulted 
from precipitation of iron, aluminum, or magnesium will remain in solution and 
cannot be precipitated by further additions of lime. 

Resvlts^ Lime-Soda _Treatmmt — ^The net results, therefore, which,.raay. 
be accomplished by addition of calciuim_hydrQxide,will be precipitation_pX jron 
and aluminum, and reduction of magnesium to about s ix or eight parts per mil- 
lion, r educ tion of carbonate to about thirty parts per million of calcium carbonat e. 
and conv ersion of o ther acid ra dicals to their soluble calcium salts, except such a s 
may have been already associated with ^Icium or alkali.) ^he ^ mount of lime 
which may profitably be added will, therefore, be the equivalenToTthe ffeelHd, 
iron, aluminum, magnesium, and bicarbonate^ 

^hen soda ash is added to water which has already been properly treated 
with lime, it supplies carbonate ion which unites \vith the calcium ion, thus: 

(Ca)" + (COs)-- =CaC03 

This results in the precipitation of calcium in the form of carbonate down to 
about thirty parts per million. Simultaneously the sodium salts of the acid 
radicals are formed and remain in solutio^ 

The net result, therefore, which may be accomplished by(addition of sodium 
carbor^ after lime treatment will be reduction of calcium to about thirty parts 
per million of calcium carbonate, leaving in solution the original content of all 
other acid ions in the form of their sodium salt^ 
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(The amount of soda ash which may profitably be added will, therefore, be the 
equivalent of the calcium remaining in solution after lime treatment^ This in turn 
is equivalent to acid ions other than carbonate less any alkali which may have 
been originally present. * 

Use of Barium Carbonate — \he use of soda ash to supply the carbonate 
radicarTor”^fater-softening results in an increase in the highly soluble constitu- 
ents, for the sodium thus added remains in solutior^ Soda-lime treatment is 
extensively used in many types of plants but in some industrial uses of water a 
great increase in content of sodium is accompanied by undesirable ^effects. In 
such cases it may be necessary to i^e, in place of soda ash, s omejcarbonate wtose 
bjse will not be held in the d issolve d sy stem by or Cl- radicals. No 

commercial compound that will wholly fulfill these conditions hasHSeen used. 
Barium, Ba'', however, will not remai n in solution v it h SO-t= radical . Bmiuin 
carbonate, BaCOa, therefore, possei^es a distinct advantage^Qver_ spda_ ash i n the 
treatment of waters high Jn., sulfate and is- used, in. isolate d ca ses. It is itself 
nearlj’ insoluble but can be added to the water in suspension, any excess above 
the amount required for the reaction being removed 'with the precipitate, 
fit has the disadvantage of a comparatively high price and a poisonous character 
prohibiting its use in potable waters^ 

Prevention of “After Depos its^^-^uccessful softening plants are so designed 
that Hie chemicals and water are thoroughly mixed, that adequate-time for the 
reactions is allowed, that a suitable sedimentation corapartment-is^traversed-by 
the water before filtration, and that a final rapid filtration \yill jcemove, tlie, re- 
maining matter in suspension.\ Neglect of any one of these features 'will make 
the best results incapable of aitainment, Qf the reactions are incomplete when 
the water leaves the softener, '^after-deposits” of precipitates are likely to occur, 
causing much trouble. To jirevent jthis, softened waters are sometimes treated 
with carbon dioxide, which will hold in solution the calcium and magnesium which 
would otherwise form after-deposits^ This practice is to be commended as a 
preventive of deposits in the cold, but the material is thrown dov m in any ca se 
when t\ie water is heated and the addition,^! carbonjioxide increases the corro- 
sive action under some conditions. ^ Carbonating softened water is, therefore, by 
no means a practice devoid of deleterious results?) 

Use of Softened Water — Softened water has many applications in the indus- 
tries. It is also used for drinking purposes, for which it is doubtless better suited 
than man}'' of the untreated waters. Inasmuch as barium salts are poisonous 
in comparatively small quantities, however, water treated mih the carbonate or 
other salts of barium cannot be used for potable purposes. 


METHODS OF LIME-SODA SOFTENING 

The recognized standard method for the proper treatment of waters for 
softening purposed is that of adding to the water, in tanks designed for tli^ pur- 
pose, chemicals in ^proportion to the_^ount and nature of J he ingredient s to 
be removed and the\ volume of water treated. Tlie major portion of the precipi- 
tate formed is allowej:! to settle and the rest may be remove(^y_ filtra tion. When 
properly controlled by chemical analysis of the raw and treated water, this method 
can be made to satisfy all ordinar}’^ conditions. 
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O . 

There areiwo general typesjof such softeners— o ne know iLas JJie intermittent 
process; the^^uier continu ous.^ 

Intermittent Softe ners— (intermittent softeners employ tanks operating in 
pairs. They are filled alternately with water; while one is filling the reagents are 
introduced and are thoroughly mixed by mechanical stirring devices. Settling 


is hastened by stirring up the 
particles from a former treat- 
ment, which particles act as 
nuclei upon which precipita- 
tion may start and larger crys- 
tals form. By the time the 
tank is filled all the reagent 
has been added, the stirring is 
stopped; and the precipitate is 
allowed to settle. The clear 
softened water is drained from 
near the surface by means of a 
floating hinged pipe, so ar- 
ranged that as the level of the 
water is lowered neither the 
surface scum nor the precipi- 
tate at the bottom is allowed 
to pass througl^ This materi- 
ally lessens the duty of the 
filter through which the water 
usually next passes before use. 
(^hus, while one tank is being 
used for reaction and settling, 
the other is supplying treated 
water; the process being so 
regulated that a constant sup- 
ply of soft water is always 
available. Sludge is disposed 
of when necessary by simply 
ope ning a sludge gate at the 
bottom of the tank and raking, 
out the_sludge. It is claimed 



Fig. 4. Typical Lime-soda Water Softener — 
Continuous Type. 


for this type of softener that since definite quantities of water are treated each 
time and the exact amount of chemicals weighed out,, it is possible to treat 
more accurately any water which may vary in quality^ 

Continuous water softe ners, as the name implies, differ from the intermit- 
tent in the use of a conti nuous feed o£raw water a nd chemicals an d a resulting 
umr^errupted flow of treated water from the softener. The details of construc- 
tion varj^ to a considerable extent. A typical softener is operated from the 
pound level, where the preparation and mixing of the reagents can be readily 
inspected and controlled. See Figure 4. The taiA^jare^i^ly built of steel 
(The raw water is pumped to the top of the softener and allowed to flow upon an 
overshot wheel which furnishes the power necessary to operate the mixing de- 
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vices and chemical pumps. From the wheel the water passes over ajra^vater 
weir into the top of the mixing chamber where it_is treated with the jpro^r 
qWntity of chemicals^ as regulated and operated by thejlow of raw wa ter. 'The 
mixing downtake is provided with a vertic al shaft, on which are mounted 
ber of paddles to secure^vjgorous stirri iig and i;itimate_jnixture-.of jwater and 
r eag ents. From the open bottom of this chamber the softened water slowly rises, 
allowing sufficient time for the precipitate to settle to the bottom of the softener, 
from which it is periodically flushed by opening a sludge valve provided for this 
purpose. By the time the softened water has reached the top, it should be 
practically free from suspended particles, but an excelsior wood-fiber filter is 
used to remove any remaining turbidity. 

The advantages of the continuous softener lie mainly in its large output for 
small space required, low labor and attention requirement, 
y (Hot process water softeners take advantage of the effect of heat in hasten- 
ing and completing chemical reactions.^ Except for the addition of an arrange- 
ment for chemical feed, the construction and operation of these devices differ but 
little from open feed- water heaters. 

\^Tien properly designed and operated to give adequate time for reaction, high 
enough temperature, accurate control of chemical feed, and proper filtration, 
this tjpe of softener has several advantages for boiler feed water treatment) 
worthy of mention. In the first place, it performs all the functions of an open 
feed-water heater; a decided saving in coal is thus effected. Condensed exhaust 
is returned to the softener with a resulting decrease in quantity of raw water 
to be treated. The use of only one reagent, soda ash, simplifies and hence tends 
to easier and better regulation of the chemical treatment. Proper heating effects 
the removal of the oxygen, free carbon dioxide and temporary hardness. The 
quantity of chemical necessary'' for purification is thus materially reduced. The 
accelerating action of the higher temperature has already been mentioned, and 
to this may be added that the reactions tend to go farther tow«ird theoretical 
. completion. The precipitates formed are more coarsely granular and hence 
jsetOejnore rapidly and completely. Where sufficient steam is available, these 
^\therefore, possess a decided advantage over others. 
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their bases by contact with solutions containing a different base. Thus, in water 
softening, a radium zeolite will exchange with the calciuni and jmagnesium in 
the hard water coming in contec^with jt, producing . calcium and - teagnesiup 
elites and water containing jiralecularly equivalent amo unts of sodium salts jn 
^ce^f the cajcium and magn^ium salts originally presei^ 

The following equations are typical of the reactions during the softening run, 
(the hardness of water being due to the bicarbonates, the sulfates,, the cWnride^r 
the nitrates of cal cjumjQrjma gnesium or usually mixtures of two or more of these 
salts. In these type reactions, the complex zeolite r adicalJsjrepiegented by the 
symbol Pm. ^ 

Ca(HC03)2 + NasPm = CaPm + 2NaHC03 
CaS04 + NaaPm = CaPm + NaaSOi 
MgCla + NaaPm = MgPm + 2NaCl 
/ MgCNOsls + NaaPm = MgPm + 2NaN03. 


^he "exhausted” or calcium and magnesium zeolites can be regenerated to the 
"active” or sodium zeolites by treatment with a solution of common salt, a 5 per 
cent to 10 per cent NaCl solution usually being used. This "regeneration” is 
essentially a reversal of the preceding reactions and illustrated by the following 
type reactions: P 

CaPm + 2NaCl = Na 2 Pm 4- CaCh 
MgPm *f 2NaCl ~ Na 2 Pm 4- MgCk 


In practice, (the mineral is usually not run to complete exhaustion as the soften- 
ing run is stopped when the effluent is no longer of zero hardness,^ However, 
where a zero hardness effluent is not demanded, as in softening water for certain 
municipalities, it is common practice to overrun the zeolite softeners so as to 
yield a mixed effluent of the desired degree of hardness. 

These zeolite softeners are built either in vertical or horizontal units of gravity 
or pressure type and in sizes ranging from small household softeners with a 
capacity of less than 100 gpd up to large multiple-unit industrial plants handling 
several million gallons per day. Figure 5 represents a single vertical unit and 
Figure 6 represents a single horizontal unit, both being of the pressure type. 

(faring the softening run, the incoming hard water enters the top of the 
machine and flows downward through the bed of granular zeolite and the sup- 
porting layers of graded gravel, bmg collected at the bottom^ by_ means of a 
strainer S 3 :stem, which delivers it the service line. An electric alarm meter 
is usually used to signal the approaching end of the softening run and the exact 
end point may be quickly determined by a very simple soap test j 
(The exhausted zeolite bed is then given a brief backwashing by sending a 
current of water through it in the reverse direction to the softening flow. This 
upward flow cleanses and hydraulically regrades the granular permuti^ 

^fter backwashing, a measured volume of a saturat€d_j3ommqn salLbrine is 
introduced into the softener by means of a hydraulic ejep.ta r which serves to Jift 
and also dilute the brine to an approximately 10 pe r cent NaCl conte nt. Fol- 
lovdng the brine charge, raw water is turned into the softener and this rinses the 


har^ess^^ does not mean that all salts have been removed, but 
calcium and magnesium ions have been eliminated. All of the anions 
are still present in solution along with an equivalent amount of sodium ions. 
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waste salts dowTiward t o the drain. The disappearance of the waste salts is 
indicated by a^simple soap test and the softener is then ready for another soften- 
ing run) ^he complete operation of backwashing, regeneration and rinsing takes 
only about one-half hour to complete, the backwashing usually taking about 5-10 
minutes, the brine injection 3-6 minutes, and the salt rinse 12-18 minute^ 

The method of operation describj^d above is that of a standard or downflow 
zeolite softener. Upflow, in which the incoming hard water flows upward through 
the softeners, has also been used, but is of a more limited applicability, ( pown r 
flow softeners remove dirt from the water in the upper par t of th e jier mutit and 



Fig. 5. Vertical Zeolite Water Softener. 


backwashmg removes this dirt fro m the softener s. ^Downflow softeners can 
therefore be used as a combination of filter an d softenej iif the amount of dirt 
is not excessiv^ 

Advantages of Zeolite Softening— ^The advantages of the zeolite process are 
many. It produces a water of zero harclbess, is simple to operate, requires little 
space, is equally effective at all ordinary temperature ranges, is flexible in opera- 
tion, can be used under pressure, thus avoiding double pumping, automatically 
takes care of variations in hardness in the raw water, and forms no sludge. The 
effluent produced is of a lower degree of hardness than can be produced by any 
other method of water softening excepting only distillation, but it cannot reduce 
the amount of dissolved solids in the watery A newer development has been its use 
in softening municipal water supplies and further it has proved feasible for 
household use. 

^eolite plants may be used to remove ferrous i?on by base exchange in addi- 
tion to hardness. Even after the zeolite stops producing zero hardness water, 
It still continues to remove ferrous iron by base exchange since the Ca zeolite 
exchanges its Ca against the Fe!) 
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Costs of Zeolite Softening — ^The salt consumption on most ordinary waters 
amounts to one-half pound of salt per thousand grains of hardness removed. 
Such costs compare very favorably with the operatmg costs of the chemical types 
of water softeners. These costs vary depending on the composition of the water 
being treated and the local prices for chemicals, but, in general, it may be said 
that \^aters mostly permanent hardness are more economically sof- 

tened by the zeolite process, while waters containing mostly temporary hardnep 
are more economically softened b^^ the lime treatment. With waters high in 
temporary hardness, the zeolite process is sometimes preceded by a lime treat- 



Fig. 6. Horizontal Zeolite Water Softener. 


ment, this serving to precipitate and remove most of the temporary hardness 
and thus reduce the total dissolved solids. The remainder of the temporary 
hardness and all of the permanent hardness may then be removed by the zeolite 
process. 

Organic Base Ejfchange Softeners— Synthetic resin base exchange com- 
pounds have l^cehtly ^een developed whicir function much as the zeolites in 
water softening. These resinous substances are made by sulfonatmg pheno l- 
a ldehyde condensation products The resins may be regenerated with hydro- 
chlom acid and have the capacity to remove hardness^ 

Another type of product is made by the Permutit Company by sulfonating 
wood, hgmte or the hke.^^ Other types have been developed by E. L. Holmes 
and W. A. Gibbons 

Resins have also been developed for removing the negative ions, chloride 
and sulfate from water. Such a resin is made by M. C. Schwartz and W. R. 


^ Chem. 52, 679 (1939) ; U S Patents: Several, including 2 195- 
215 (S) and Gnessbach; Griessbach, R, Ang. Chem. 62, 

=^11. S. Patents 2,191,059 and 2,191,060 (Feb. 20, 1940) 

S Patent 2,191,853 (Feb. 27, 1940). 

Gana.di.a,n. Pa.t.^iat 1, Vm). 
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Edwards, Jr., and G. Boudreaux by condensation of m-phenylene diamine and 
formaldehyde. 

The possibilities which these resins open up are such that we may soon hope 
to see a water treatment system in extensive use, wherein the positive ions are 
replaced by hydrogen and then the negative ions by hydroxide so that the major 
dissolved impurities in the water will be converted to HOH, i.e., more water, 
giving a product essentially free of all impurities. Such double systems of resin 
exchangers (one bed to remove the metallic cations, substituting hydrogen, the 
other removing anions, substituting OH“) are already being used commercially 
to a limited extent to produce water essentially as pure as distilled water. 

DISTILLATION 

(1[^onditions exist where softening, filtration, and other purification processes 
are insufficient Certain industries must have an absolutely pure water, and in 
some localities no water fit for domestic or industrial use is available. Under such 
conditions distillation is the only resort. Unless the double zeolite process men- 
tioned above proves successful in economically yielding water of negligible im- 
purities. 

/High cost of installation and operation is the main disadvantage of dis- 
tillation, but where a high degree of purity is an absolute necessity, cost may 
become a secondary considerationi^^uch a case may be found in the manufac- 
ture of artificial ice w here, for best results, all soluble matter inust necessarily 
be removed, and distillation offers the most satisfactory method^ 

INTERNAL BOILER FEED-WATER TREATJIENT 

Water which is to be used for steam-making purposes must, of necessity, 
receive considerations which are different from those accorded to municipal or 
processing supplies. Steam boilers are essentiall)'^ concentrators of the solutions 
of impurities present in the feed water and, as previously pointed out in the dis- 
cussion of uses, these impurities may cause scale formation, corrosion, and foam- 
ing. fit is desirable to have all impurities reduced to a minimum before the water 
enters the boiler but since the minimum cannot be nil, some sort of internal 
treatment must be given to the water within the boilerX 

(Internal treatment is not a serious problem when tne boilers are operated at 
moderate pressures, say up to 250 pound^but modern practice is tending toward 
much higher pressures so that within the last decade more horse power has been 
installed at(presg ures above than below 400 p ounds. At these pressures and 
corresponding high temperature, steam release per unit area is verj^’ rapid and 
water treatment for these conditions requires skillful control.) 

(Scale forming elements include calcium, magnesium and, worst of all, silica. 
The calcium and magnesium may be largely reduced by external zeolite treat- 
ment, and external treatment with magnesium, iron or aluminum for silica re- 
moval has been practiced in a few large installations but in general, internal 

2cind. Eng. Chem. 55, 1462 (1940). 

^ 27 Myers, R. J., Eastes, J. W., and Meyers, F. J., Ind. Eng. Chem. 55, 697 (1941) ; 
Lmdsay, F. K., Trans. Amer. Inst. Chem. Engrs. 57, 547 (1941). 
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treatment for control of these constituents must also be applied. Formerly the 
use of s oda ^ was widespread. This reagent hydrol yzes at boiler tempe ratu^s 
to give a high concentratio n of hydrox yl ion which tends tnpr^^ent acid corro- 
sion, and lit^Ee~ same "ffine converts calciim and naagiieshim_tp_cajb^ of 
hydroxide _conippunds which give a_ soft scale^ However, present-practice- is 
tend^ t o the u se of sodium phosphat e.^ 

the temperatures encountered in high pressure boilers, phosp^at^s precipi- 
tate calcium _and_magnesiuni-asJnsoIuble phpsphajtj^muds which accumulate as 
sludge in the mud drums of the boilers and hence do not form scale. If the 
magnesium co ncentration is high enough in proportion to silic a^ these muds also 
carry dow n most of the silica so that, under pr o per conditions, Jhe boilers may 
be ogeratidipZmpntl^^^ '^hese non-scaling muds are re- 

moved from the boiler by periodic “blow down ” periods during which the heavy 
sludge is bloi^out ofTlielySem^ Many' phosphates are available for use but 
it is generally conceded that whichever one may be used the desirable concentra- 
tion of phosphate iort (ROir) to be maintained in the boiler should be between 
60 and 120 p.p.m. 

/Corrosive conditions due to acid hydrolysis of salts, such as those of magne- 
siuST^and iron, may be successfully combated by maintaining a high alkalinity.^ 
^his condition is also essential for the proper precipitation of phosphate sludge 
and it is now common practice to maintain a pH of 11,0 or higher depending on 
the boiler pressure and temperature^ This high pH may be produced by utilizing 
a suitable phosphate mixture for the feed-water treatment. Thus, trisodium 
phosphate gives a higher pH than disodium which in turn is higher than mono- 
sodium phosphate. Use of one or more of these with or without added caustic 
soda will therefore suffice to give both the desired phosphate concentration and 
the desired pH. 

(JDorrosion due to oxygen may be largely eliminated by effective preheaters 
which will boil out most of the dissolved oxygen from the feed water, but for 
complete control it is also essential to employ some reducmg ag ent w ithin the 
boiler.^" T^annates have long been effectively used for this purpose and still 
serve when it is desirable at the same time_to intrpduce^^ollojdal_agent. Many 
plants today, however, receive a treat ment of sodium ^Ifite or colloid al ferrous 
iro n for this purp ose. A concentrati on of l£to_20 p.p.m. of sulfite is ^regarded 
as adequate to ensure fre edom from oxygen, corrosion.^ 

Foaming or carry-over is not serious with low pressure boilers but with the 
high speed generation and delivery of steam at high pressures there will be a 
carry-over tendency in spite of the advanced engineering design of steam purifi- 
cation equipment which should be an essential part of all high pressure installa- 
tions. This tendency can be minimized only by keeping a low concentration 
of total dissolved solids in the boiler water. This is accomplished by blowing 
off a percentage of the boiler water which at the same time serves to carry off 
the sludge of precipitated solids. At low pressures the heat loss in this water may 
not be serious, but at high pressures it is desirable to conserve the heat by con- 
tinuous blow-down through a heat exchanger or other heat conserving device. 
Usually, with ordinary types of feed water, the amount of blow-down will be 
from 2 per cent to 5 per cent of the feed water volume but in any case the total 
solids in the boiler water is seldom allowed to run higher than 3500 p.p.m. 



226 INDUSTRIAL CHEMISTRY 

(Caustic embrittlement be caused by high concentrations of caustic soda 
in boiler waters and is particularly aggravated by the presence of silica^ (it causes 
the steel of the bo iler str ucture t o become brittle_and,liable_to^crack, ^eciaTy 
a Fi^nts whe re^thejaietaUs^undet-Str^^ aMjnay^e disastrou s especially i n 
high pressur e inst alia ti o ps > It is effectively ur evented by mainfaining a sufficie nt 
concentration of sulfate in solution in the water'i The amount required depends 
onlh^ iTraount of^tofal^alLalinit}^ jmd on thF boiler pressure. Recommended 
ratios are for pressures up to 150 pounds, 1 part of sodium sulfate t o 1 part of 
alkalinity computed as sodium carbonate; for pressures up to 250 pounHsT^ 
surfafrio 1 of alkali and for pressures above 250, 3 to 1. In many types of 
feed water this ratio uill be automatically maintained by the nature of the con- 
stituents in the raw water but it should be maintained by additions of sulfate if 
necessary. Modem boiler design is eliminating the cracks and seams where in 
former designs high alkali concentrations could build up. Also modem feed - 
water treatment usuall);;^ contate phosphate. It is now generally recognized 
that under such circumstances the fear of caustic embrittlement is largely 
allayed.-® 


APPENDIX 

EXAMINATION OF WATER SUPPLY 

The value of a water for industrial or domestic use depends upon its purity 
Its examination, therefore, consists in a determination of the nature and quan- 
tity of the impurities present. The type of examination will depend on whether 
the water is to be used for sanitarj^ or industrial purposes. 

Special Sampling Methods — Special sampling methods have been developed 
to insure representative samples for analytical purposes. For microscopic study, 
the organisms are gathered with as little disturbance as possible and it is recog- 
nized that these organisms are usually present in much higher concentration 
near the surface of the water. For bacteriological examination the usual precau- 
tions to prevent contamination with imsterile apparatus are taken and further 
development of bacteria in the sample after it is collected is avoided by refrigera- 
tion and by reducing to a minimum the time inten’al between collection and 
analysis. For chemical examination where dissolved solids are to be examined, 
it is often nccessar}' to collect the samples at a definite depth, and special dc\dces, 
(Figure 7) have been designed to be loAvered to any predetermined distance and 
then opened for obtaining of the sample. Where dissolved gases must be deter- 
mined, devices (Figure 8) are used, insuring a thorough flushing out of the sample 
bottle before the accepted sample is taken. 


SANITARY AN.\LYSI5 OF W^ATER 

A sanitarj’’ analysis of water ordinarily consists of physical examination for 
temperature, turbidity, color, and odor; microscopical examination for number and 

o discussion of new trends in feed water treatment, the reader is referred to 

Straub, F. G., Trans. Amer. Inst. Chem. Eng. S6, 395 (1940) ; also Chem. & Met. Eng. 
4#,4u (1940). 
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kinds of microscopic organisms; bacteriological examination for total nmber and 
number of certain kinds of bacteria; and chemical exammation, usuaUy mclud- 
ing total residue on evaporation, loss on ignition, fixed solids, alkalinity, hardness, 
chlorine, iron, nitrogen as albuminoid ammonia, nitrogen as free ammonia, nitro- 
gen as nitrites, nitrogen as nitrates, and sometimes dissolved oxygen. ^ Sanitary 
examination in general is of less industrial value than mineral analysis, though 
for water used in the food industries and for the 
control of purification plants, sanitary analysis is 
of prime importance. 

MINERAL ANALYSIS OF WATER 

A mineral analysis of such waters as are ordi- 
narily used for industrial purposes includes four 
classes of water impurities: suspended solids, 
colloidal matter, dissolved gases and dissolved 
solids. 

Suspended Solids — Suspended solids include 
all organic or inorganic matter that can be re- 
moved by filtering. This material is complex and 
consists of many chemical compounds not usually 
determined in detail. Two determinations are 
often made: turbidity, the figures for which indi- 
cate the concentration of a known standard sus- 
pended matter that will obscure just as much 
light as the water under consideration, and sus- 
pended matter, which is the proportion by weight 
of the suspended solids in the water. The ratio 
of suspended matter to turbidity is called the 
coefficient of fineness. The greater the value of 
this coefficient, the greater will be the average 
weight of the suspended particles, and hence the greater will be the ease with 
'vhich they can be removed. 

Colloidal Matter — Colloidal matter includes, for the most part, silica (Si02), 
alumina (AI 2 O 3 ), and iron oxide (Fe203), though in some waters, especially pol- 
luted waters, a considerable amount of organic matter may be present in the 
colloidal state. In a mineral analysis, colloidal matter is not distinguished from 
that in true solution. 

Colloidal matter, which is not in true solution, is so finely distributed that it 
does not usually contribute turbidity. However, in a water which contains no 
other suspended matter the presence of colloidal material may sometimes be 
detected by reason of a faint opalescence observable in brilliant light. For in- 
stance m the Ozark uplift there are many large springs and the term Blue spring 
IS applied to many of them. The blue color haze observable in the almost 
crystal clear depths of the springs is attributed to material dissolved by the 
water under great pressure and released as colloidal matter as the • 

X/ the surface outlet. 

Missouri Bureau of Geology and Mines, Second Series, Voh 



Fig. 7. Sampling Device. 
The outfit is lowered on 
a rope to any desired 
depth when a sudden jerk 
stretches the spring and 
pulls the stopper so that 
the bottle may fill. 



228 


INDUSTRIAL CHEMISTRY 


The Dissolved Gases — ^The dissolved gases, carbon dioxide (CO 2 ), hydrogen 
sulfide (H 2 S) and oxygen (O 2 ) are not often determined, because the tests, to 
be of value, must be made at the source with special apparatus. The content of 
gases in stream w aters is necessarily small, but in ground waters great quantities 
of gases may be held in solution and their industrial importance may be con- 
siderable. 

The Dissolved Solids — ^The dissolved solids usually determined are shown in 
Table 4, which gives also the combining weights and reaction coefficients of the 
several radicals. Number of parts per million multiplied by the reaction coeffi- 
cient 'wnll give milh equivalent weights. 

The alkali radicals are frequently 
estimated and reported as sodium, the 
separation of the other radicals of the 
group being omitted. Since sodium is 
nearly always 75 per cent or more of the 
group, and the several members have 
similar significance, this practice vdll lead 
to no senous error for most industnal 
purpose'J. Calcium and magnesium are 
the only members of the alkaline-earth 
group ordinarily determmed; the others, 
where present, being found in relatively 
insignificant proportion. Manganese, iron, 
and aluminum are often determined to- 
gether as oxides and so reported. Acid- 
ity is reported in terms of hydrochloric 
acid, sulfuric acid, or calcium carbonate. 
Chloride and sulfate radicals are usually 
determined, but other stiong-acid radi- 
cals, which are rarely in sufficient propor- 
rp o 1 tion to be of great industrial importance, 

solved Gas Must be Determined. generally omitted m untreated water. 

The weak-acid radicals may be deter- 
mined together by the '^alkalinit}'^^^ titration, although separate determination 
of free carbon dioxide (CO 2 ), half-bound carbon dioxide (HCOa), and fully 
bound carbon dioxide (CO 3 ) are often made. When the other weak-acid radi- 
cals are absent, or nearly so, as is usually the case, such analyses are satisfac- 
tory. A determination of total solids is also frequently made and serves as a 
check on the sum of solid constituents computed from the individual analj^ses 
There are a number of so-called industrial methods of analysis, gi\dng directly 
such qualities of water as total hardness, temporarj^ hardness, and incrustants 
These are useful approxnmations, but they will not be given further consideration 
here because the complete mineral analysis gives more definitely the information 
afforded by such tests, as w^ell as much valuable information that they cannot 
supply. 
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EXPRESSION OF RESUUTS 

The quantities of constituents found in water analysis have, in past,^ been 
reported by several different systems, but best modem usage favors expression in 
terms of milligrams of constituent per liter of water. 

This is essentially a statement in parts per million by weight for waters suffi- 
ciently pure to be used for industrial purposes, and is often so reported. Con- 
version to this from other forms that have been extensively used can be made 
by use of the following factors : 


From parts per hundred thousand, multiply by 10.0 

From grains per imperial gallon, multiply by 14.3 

From grains per U. S. gallon, multiply by 17.1 

From pounds per 1000 U. S. gallons, multiply by 120.0 


The constituents were at one time reported as acid and basic anhydrides, as is 
still the custom in mineral analysis, but the present day preferred practice is to 
report all constituents as milligrams of positive and negative radicals, or better 
still, to report reacting units computed by dividing milligrams of radical by com- 


TABLE 4 — CONSTITUENTS USUALLY DETERMINED IN MINERAL WATER ANALYSIS 



Com- 

Reac^ 

ilon 


hining 

Coeffi- 

Basic Radicals 

Weights 

deni * 

Alkali : 

Sodium (Na) 

. 23.0 

0.0435 

Potassium (K) 

. . . 39.1 

0.0256 

Alkaline-earth : 

Calcium (Ca) 

. . . 20.0 

0.0499 

Magnesium (Mg) . 

. , . 122 

0.0822 

Hydrogen and weak- 
base : 

Hydrogen (H) . . . 

.. 1.0 

0.9921 

Aluminum (Al) ... 

. . . 9.0 

0.1107 

Manganese (Mn) , 

. . . 27.5 

0.0364 

Iron (Fe), ferric 

. 18.6 

00537 

Iron (Fe), ferrous 

27.9 

0.0358 


* Reaction coefficient is the reciprocal 




Reac- 


Com- 

lion 


hining 

Coeffi- 

Acid Radicals 

Weights 

dent 

Strong-acid : 

Nitrate (NO 3 ) 

,, 62.0 

0.0161 

Chloride (Cl) 

.. 35.5 

0.0282 

Sulfate (SO 4 ) 

.. 48.0 

0.0208 

Weak-acid and 
hydroxide : 

Sulfide (S) 

. . 16.0 

0.0624 

Bisulfide (HS) 

. 33.1 

0,0302 

Carbonate (CO 3 ) . . . 

. . 80.0 

0.0333 

Bicarbonate (HCO 3 ) 

. . 61.0 

0.0164 

Hydroxide (OH) . . . 

. . 17.0 

0.0588 

Silica (Si 02 ) 

. . 60.1 


(Probably colloidal) 

. . (mol. 
wt.) 



combining weight. 


bining weight of the radical, or by multiplying by the corresponding reaction co- 
efficient. On this basis, the equivalent quantities of acid and basic constituents 
are made apparent at once and the so-called hypothetical combinations may be 
readily computed if desired. Estimations of hypothetical combinations which 
were formerly popular, are of doubtful value, beyond giving an approximation of 
the composition of solid compounds which would be deposited in the event of 
evaporation to dryness. 
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The relationship of the various methods of computation is shovm in the tabu- 
lated report on a sample of a certain ground water in Table 5: 

The acid and basic components should be equivalent and it will be noted 
that they are so vdthin the limits of analytical error in this illustration. 

Such a report is susceptible of as complete an interpretation as if hypothetical 
combinations are reported, but if these are desired, they may be computed on 

T^BLE 5 — METHOD OF REPOBTING A TYPICAL ANALYSIS 


Component 

Gram 

pcrU.S. 

Gallon 

Pounds 

per 

1000 Gal 

M ilUgrams 
per 
Liter 

Reacting 
Units 
per Liter 

Sihca (S 1 O 2 ) 

0.293 

0 0417 

5 01 


lion, aluminum and manganese 
oMde (Fe 203 ) 

0.207 

0 0294 

3 53 


Sum of colloidal 

0 500 

0 0711 

8 54 

.... 

Sodium (Na) 

0 351 

0 0501 

602 

0262 

Potassium (K) 

0 307 

0 0438 

5 26 

0134 

Calcium (Ca) 

4 405 

0628 

75 41 

3 762 

Magnesium (Mg) 

1413 

0 217 

2419 

1.990 

Sum of basic 

6.476 

0.9389 

110 88 

6.148 

Chloride (Cl) 

0264 

0 0376 

4 52 

0127 

Nitrate (XO 3 ) 

0 020 

0 0028 

0 34 

0 005 

Sulfate (SO 4 ) 

1923 

0274 

32 91 

0685 

Carbonate (CO 3 ) 

9 365 

1335 

1 16021 

5335 

Sum of acid 

11572 

16494 

19798 

6152 


the assumption that the least soluble compound will appear first and the most 
soluble last This will give an additional report as shown in Table 6: 


INTERPRETATION OF RESULTS 

Each constituent impurity has its distinctive effects on the industrial value 
of a water and these may, therefore be considered individually, together wdth the 
specific methods of removal. 

Suspende^ Matter — Suspended matter is harmful in most industrial proc- 
esses It is visible, how^ever, and therefore the effects are readily observed, and 
the degree of purification obtained by any method of treatment is easily seen. 
Suspended matter may usua ^y be considered chemically inert, and its effects are 
essentially the mechanical effects of ordinary'’ dirt. Mechanical mterference with 
such processes as dyeing, bleaching, and scouring, and discoloration of the prod- 
ucts of manufaewre are chief industrial effects of using turbid w^ater. The 
methods used for purifying w’ater with respect to other substances are usually 
effective in removing suspended matter, so that no special treatment is required 
except when other purification is unnecessary. City winter supplies are often 
treated primarily to clarify them. Filtration preceded by coagulation is effec- 
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live, though' sedimentation alone may sometimes be used to remove all but the 
finest particles. 

Colloidal Matter — Colloidal matter, like suspended matter, is chemically 
inactive. Alumina is too little in quantity and too innocuous to warrant treat- 
ment. Iron oxide may precipitate and leave the characteristic reddish-yellow 
stain. Silica, which is a relatively important constituent of soft waters of low 


TABLE 6 — METHOD OF COMPUTING HYPOTHETICAL COMBINATIONS 


Compomid 

Formula 

Reacting 

Units 

per 

Liter 

Reacting 

Weight 

Milli-' 1 
grams 
per 
Liter 

Grains \ 
per 

u.s. 1 

Gallon 

Pounds 

per 

1000 

Gallons 

— ■ 

Silica 1 

Si02 

1 


1 

5.01 i 

0.293 

0.0417 

Iron, and aluminum . . 

Fe203 i 



3.53 1 

0.207 

0.0293 

Magnesium carbonate 

MgCOs 

1.990 

42.16 

83.95 

4.915 

0.700 

Calcium : 







Carbonate 

CaC03 

3.345 

50.03 

! 167.40 

9.790 

1.395 

Sulfate 

CaS 04 

0.417 

i 68.06 

28.40 

‘ 1.660 

> 0,237 

Sodium sulfate 

NasSOi 

0.262 

71.03 

18.65 

1.090 

0.155 

Potassium ; 







Sulfate 

K 2 SO 4 

1 0.006 

87.13 

0.52 

0.030 

' 0,004 

Nitrate 

KNO 3 

0.005 

101.10 

0.51 

0.030 

! 0.004 

Chloride 

KCl 

0.123 

74.55 

920 

0.535 

1 0.077 

Total 


6.148 

1 


317.17 

18.560 

2.643 

[ 


concentration, is not particularly deleterious, though it is likely to precipitate. 
It slowly forms a hard porcelain-like scale on tubes of boilers operated at high 
pressure and may thus cause serious trouble. No special methods for the removal 
of silica have been developed. It is decreased, however, by filtration, water 
softening, and most other methods of treatment, and especially by use of 
sodium aluminate. 


Dissolved Carbon Dioxide — ^Dissolved carbon dioxide is present in practi- 
cally all waters, being low in streams and very high in some ground waters. This 
substance is an agent in corrosion of well casings, pipes, boilers, etc. It is re- 
moved by heating or by treatment with caustic lime or other suitable chemical. 
Hydrogen sulfide, even in small quantity, is easily detected by its characteristic 
odor of rotten eggs. It occurs in badly polluted streams and in many ground 
waters, though probably only a small per cent of the well waters in the United 
States contam it. Like carbon dioxide it is an aid to corrosion. Because it forms 
dark-colored precipitates with many chemicals, it is deleterious in many industrial 
processes. Aeration or treatment by heating effectively removes it. Oxygen 
is m solution in practically all waters. It can be removed by heating. It is an 
agent in corrosion but is otherudse generally innocuous. 

Sodium and Potassium— Sodium and potassium are constituents of nearly all 
rocks and are present m all natural waters. The content of sodium is increLed 
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by several systems of water treatment. Potassium rarely has more than a fourth 
to a third the concentration of sodium. The compounds of these alkalies are 
readily soluble and are, therefore, relatively important constituents of all highly 
concentrated waters. Fortunately, they are detrimental in but few industrial 
processes. Concentration in boilers leads to foaming, and dilution must be ac« 
complished by ^^Dlowing the excess of concentrated water and replacing it 
with fresh. This, of course, results in material loss of heat. Concentration of 
sugar waters in refining sugar tends to produce liquors high in content of alkalies. 
If the proportion of alkalies to sugar is great, interference with crj^stallization 
and waste of sugar by retention in the mother liquor result. Distillation is the 
only practical method of purifying water with respect to sodium and potassium. 

Calcium and Magnesium — Calcium and magnesium radicals are among those 
most widely distributed in nature. They are present in greater or less proportion 
in nearly all natural waters, giving to them the property defined as hardness^ 
which is so detrimental in many chemical industries. When water is boiled, cal- 
cium tends to precipitate as the carbonate or sulfate, and magnesium as the 
carbonate or hydrate. The tendency to precipitate on heating renders calcium 
and magnesium undesirable constituents of water for all industrial purposes 
in which water is heated or is used for cooling purposes. The industrial effects 
were discussed in detail in connection with the several industries. Removal is 
ordinarily accomplished by water-softening processes combined with settling 
or filtration. 

Iron, Aluminum and Manganese — ^In general iron, aluminum, and manga- 
nese are undesirable constituents in industrial waters, chiefly because of the ac- 
companying tendency to precipitation and corrosion. The constituents of this 
group are especially susceptible to reactions in which they are deposited by oxi- 
dation, or otherwise removed from the system. Many of their compounds are 
readily hydrolyzed and ionized in such a way as to impart an acid reaction to the 
solution. The deposited constituents, as well as acidity, are harmful in many in- 
dustrial processes. This is particularly true of iron, which leaves dark stains 
that are very difficult to remove. In paper making, textile-manufacturing, and 
preparation of beverages ferruginous waters are especially undesirable. In gen- 
eral, water-softening processes are effective in remo\dng constituents of this 
group. Aeration and filtration through sand, coke or artificial zeolites are impor- 
tant methods of removing iron and manganese. 

Nitrate — Nitrate is seldom a prominent constituent of waters and is, in 
general, derived from the oxidation of organic matter. Nitrates are oxidizing 
agents and on this account are deleterious in many industrial processes, though 
on account of their relatively small concentration they may usually be ignored. 

Chloride — Cldoride is present in practically all waters, and, since the chlorides 
of bases found in water are very soluble, the chloride radical is a prominent con- 
stituent of nearly all highly concentrated waters. Chlorides in processes treat- 
ing foodstuffs or beverages tend to give a salty taste and excessive amounts must 
therefore be avoided. They affect organic matter and hence interfere with tan- 
ning, malting, fermentation, and other processes dealing with organic matter. 
Chloride can be effectively removed only by distillation, or by the use of the 
organic zeolites which remove anions. 

30 See p. 223. 
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Sulfate— Sulfate is most noteworthy in regions of sedimentary rook formation 
and is often directly traceable to deposits from sea water or to oxidation of sulfur 
and sulfides. Sulfate is usually associated noth lime or magnesia and thus is an 


TABLE 7 — ^MILLIGRAMS PER LITER, BY WEIGHT 


Radicol 

Lake 
Superior, 
jSauit Sie. 

Marie^ 

Michigan 

Leachates 
River t 
MoodVy 
Oregon 

Mississivjyi 

RiveVf 

New Orleans^ 
Louisiana 

Oreen River, 
Greenriver, 
Wyoming 

Youghiogheny 

River, 

McKeesport, 

Pennsylvania 

Sumpass 

Hot Springs, 
Shasta 
County, 
California 

Basic: 

Na 


6.7 

1 

32. 1 

8.0 

16, 

K 

) i 

1.6 

1.8 

14. 

Ca 

13. 

5.1 

32. 

41. 

23. 

8.9 

Mg 

3 1 

1.6 

8.4 

13. 

6.7 

5.1 



.04 

.6 


4.7 

1.4 

AT 




5.3 

K 





.5 

.37 








Total . . . 

19.36 

15.04 

53.9 

86. 

44.7 

51.1 

Acid: 

NO? 

Cl 

.50 

1.1 

.22 

1.2 

2.5 

9.7 

.12 

15. 

1.1 

4.5 

trace 

trace 

SO 4 

HCO 3 

2.1 

56. 

3.6 

34. 

24. 

111. 

81. 

140. 

123. 

0,0 

141, 

0.0 

Total . . . 

50 70 

39.02 

147.2 

236,12 

128,6 

141. 

Grand 

Total.. 

79 1 

54.1 

201.1 

322.1 

173.3 

192.1 


MILLIGRAM REACTING UNITS PER LITER 


Basic: 

Na 

K 

Ca. 

Mg 

Fe 

} { 
.65 
.25 
.00 

.29 

.04 

.25 

.13 

> .00 

} .57 

1.60 
.69 
.02 

1.39 1 

2.04 

1.07 

.35 
.05 
1.15 
! ,55 

.17 

! 

.70 

.36 

.44 

,42 

.05 

,59 

.37 

Al 


H 





,50 






Total . . . 

1.04 

0.71 

1 2.88 

4.46 

2.77 ' 

2.93 

Acid: 

1 


1 




NO3 

.01 

.00 

1 .04 

.00 

,02 

trace 

Cl 

.03 

.03 

.27 

.42 

.13 1 

trace 

SO4 

.04 

.08 

.50 

1.69 1 

2.56 j 

2.93 

HCO3 

.92 

.56 

1 82 

2.29 

.00 

.00 

Total. .. 

1.00 

0.67 

2.63 I 

4.40 

2.71 

2.93 

Grand 







Total.. 

2.04 

1.38 

5.51 

8,90 

5.48 

5.86 


undesirable constituent of boiler water, though it may be advantageous in proc- 
esses of tanning and ale brewing. 

The time soda process largely, and the zeolite process completely, changes 
the sulfates of the alkaline earths to sodium sulfate, which is usually harmless, 
although it remains in solution. For actual removal of the sulfate radical, pre- 

See Chapter 45. 
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cipitation \nth barium carbonate or hydrate is effective, but expensive and in- 
adimssible in potable water supplies. Distillation may be resorted to as an 
extreme remedy. 

Carbonate and Bicarbonate — Carbonate and bicarbonate can be reduced in 
hard waters by heating or by the lime soda process of “water softening. Carbo- 
nates in irrigation water are sometimes corrected by the use of gj’psum or land 
plaster. In most industrial waters the bicarbonate is the dominant acid radical 
and in moderate concentration is harmful in but few processes. In steam making 
it is precipitated ns a soft scale when calcium or magnesium is present. Other 
weak-acid radicals are not of great industrial importance. 

The Total Solids — ^The total solids or sum of all constituents, when considered 
together with the indi\idual character of the impurities, will indicate the quality 
of a water for industrial purposes. Natural waters are found ranging from one 
extreme to the other in content of all the various constituents, but industrially 
valuable waters are usually of relatively low total solid content. Analyses of 
tj'pical industrially useful waters showing reacting values and character formulae 
are reported in Table 7. 

SUMMARY 

The subject of water supply is introduced by a brief historical sketch showing 
its development from ancient beginnings, and the magnitude of the present'-day 
industry. Tlie sources and nature of water supply are discussed showing the 
U^pe of impurities present in rain water, surface water, and ground waters. The 
requirements of specialized industries are reviewed, including the needs for 
mimicipal, chemical, steam-making, etc. The methods of examination of water 
are outlined, taking up methods of sampling, sanitaiy' analysis and mineral anal- 
ysis and outlining systems of expressing results and the effects of the various im- 
purities such as turbidity, organic contamination and the several dissolved solids, 

Water purification systems are discussed, including methods for removal of 
volatile impurities by aeration, suspended impurities by settling, coagulation, 
slow or rapid sand filtration, removal of organic contamination b 3 " copper, 
chlorine, or ultra-violet light, removal of soluble matter bj’^ pre-heating, lime 
soda or zeolite treatment or by distillation. 

Methods for the examination of water supply' expression and interpretation 
of results and a Reading List are appended. 

READING LIST 

EXAIMINATION AND ANALYSIS 

American Public Health Assoc., “Standard Methods for Examination of Water 
and Sewage,” eighth edition (1936). 

Dorsey, N, E., “Properties of Water” (1939). 

Mason, W. P., ‘T)xamination of Water,” sixth edition (1931). 

Parr, S, W., “Examination of Fuel. Gas and Water,” fourth edition (1932). 

Prescott and Winslow, “Elements of Water Bacteriology,” fifth edition (1931). 

Whipple, G. C., “The Microscopj' of Drinking Water,” fourth edition (1927). 

WATER PURIFICATION 

American Water Works Assoc., “Water Works Practice,” fourth edition (1939). 

Buswell, A. M., “Chemistiy^ of Water and Sewage Treatment,” second edition, 
A. C. S. Monograph, Reinhold Publislung Corp., in prep. (1942). 



WATER FOR MUNICIPAL AND INDUSTRIAL USE 


235 


Ellms, J. W., “Water Purification/' second edition (1928). 

Flinn, Weston and Bogert, “Water AVorks Handbook," third edition (1927). 
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Hall, R. E., “Physico-chemical Study of Scale Formation and Boiler Water Con- 
ditioning" (1926). Also later journal articles. 

Hopkins, E. S., “Water Purification Control," second edition (1936). 

Jackson, P. G., “Boiler Feed Water," third edition (1922). 

Mason, W. P., “Water Supply” (1916). 

Parsons, W. H., “Water Works Administration" (1926). 

Paul, J. H., “Boiler Chemistry and Feed Water Supply," second edition (1923). 
Powell, S. T., “Boiler Feed-water Purification," new edition (1939). 

Rideal and Rideal, “Water Supplies, Their Purification, Filtration and Steriliza- 
tion" (1914). 

Ryan, W. J., “Water Treatment and Purification" (1937). 

Stein, M. F., “Water Purification Plants and Operation," fourth edition (1939). 
Turneaure and Russel, “Public Water Supply," third edition (1924), 

Wolman, A., “Manual of American Water Works Practice" (1939). 

BOILER WATER TREATMENT 

“Boiler House and Power Station Chemistry," E. Arnold & Co., London (1940). 



Sectioh II 

HEAVY CHEMICALS AND ALLIED PRODUCTS 

The Heavy GhemicaXs might he considered to he those that 
are produced in large quantities — ^usually at low cost. They 
usually serve as raw materials or treating agents for other 
process industries. 



CHAPTER 7 


SULFURIC ACID 

William M. Grosvenor, Consulting Chemical Engineer, New York City 

and 

G. W. Macpherson Phillips, Present address; Eastern Regional Research 
Laboratory, Department of Agriculture, Wyndmoor, Pa. 


PROCESSES OF MANUFACTURE 

Sulfuric acid was one of the first acids isolated. It was known to the 
Arabians in the eighth century and to Europe in the fourteenth and fifteenth 
centuries, when chemical industries really began to develop. The old name, 
'"oil of vitriol,” is derived from its first preparation by the alchemists Geber, 
Valentine, and their predecessors, who made it by distillation of green vitriol 
(FeSOJ and similar sulfates. They also obtained it by the burning of sulfur 
mixed with saltpeter. It is now made by either of two methods, the '^chamber” 
process (sometimes called “nitration” process) and the more modern “contact” 
process, for both of which the usual raw material is sulfur or sulfides, 'which are 
burned to with excess of air. The SOg is then caused to combine with 
oxygen and water to form HgSO^, the two methods differing as described below. 

In the chamber process the gases from the burner are mixed with oxides 
of nitrogen (so-called “niter”) and water in large leaden chambers. A diluted 
sulfuric acid containing “niter” is formed; this is passed through a so-called 
“Glover” tower counter-current to the hot burner gases which thus remove 
the “niter” and concentrate the acid to 75 to 80% (58° to 61° Baume). If 
stronger acid is desired, it must be made by a separate concentrating process. 
Another tower, the “Gay-Lussac,” recovers the oxides of nitrogen from the 
waste gases by washing them with strong acid. 

The contact process passes the dry burner gases through a closed tank 
called a “converter,” containing a granular catalyst, where SOg is formed 
by oxidation in the gas phase. The SOg is then absorbed in sulfuric acid, to 
which water is also added. In this way acid of any desired strength may be 
made, even acid containing excess of SOg, called “fuming acid” or “oleum.” 

Forms of Occurrence — Sulfuric acid is found in commerce in many dif- 
ferent strengths. Those customarily used as standard in the United States are 
designated in Table 1: 

The term “20% Oleum” means 20 parts SOg, 80 parts HgSO^. The figure 
“104.49% HgSO^” signifies that if 100 lbs. of the oleum are diluted with water 
so as to make monohydrate, 104.49 lbs. of monohydrate will be obtained. 

In selling acid, the actual weight is calculated to some one of the above 
standards. Statistics of national production are calculated to 50° Be. (62.2%) 
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acid. Factory accounts of sulfuric acid manufacturers using the chamber 
process are usually calculated to 50° Be. (62.2%) acid, or sometimes 60° Be, 
(77.7%) acid; those using the contact process are calculated to monohydrate. 

TABLE 1 — COMMERCIAL STRENGTHS OF SULFURIC ACID 

Chamber acid 50° B 6 ., 62.18% H 2 SO 4 

Glover acid, or Tower acid 60° B 6 ., 77.67% H 2 SO 4 

OU of vitriol (“0. V.”) 66° B6., 93.19% H 2 S 04 

Monobydrate 100.00% H 2 SO 4 

Fuming acid, or 20% oleum 

(20 parts SO 3 , 80 parts H 2 S 04 ) 104.49% H 2 SO 4 

40% oleum 109.00% H 2 SO 4 

Chamber acid, as actually made, may be 50° to 55° Be, (62.2% to 69.7%), 

Glover acid may be 58° to 63° Be. (74.4% to 83.3%) and 0. V, may be 65.5° 
to 66° Be. (90.6% to 93.2%). 


PROPERTIES OF SULFURIC ACID 

Strong sulfuric acid is a hea\y, oily liquid, practically colorless, odorless 
when pure, but sometimes smelling of SO 2 which is generally present in excess 
when the acid is formed. Boiling points of various strengths at atmospheric 
pressure and at various vacua are charted in Figure 1. Weak acid boils with 

TABLE 2 — WEIGHT CONVERSION FACTORS FOR COMMERCIAL STRENGTHS OF 
SULFURIC ACID 



50° B6. 

60° B6. 

68° Be. 

Mono- 

hydrate 

so% 

Oleum 

mo 

Oleum 

eo% 

Oleum 



0.8006 

0.6672 

0.6218 

0.5951 

0.5705 

0.5478 


1 2491 

0.8335 

0 7767 

0.7433 

0.7126 

0.6843 

66° 

1.4987 

1.1998 

0.9319 

0.8919 

0.8550 

0.8211 

Monohydrate 

1.6082 

1.2875 

1.0731 

0.9570 

0.9174 

0.8811 

20% Oleum 

1.6804 

1.3453 

1 . 12X3 


0.9586 

0.9206 

40% Oleum 

1.7530 

1 4034 

1.1697 



0.9604 

60% Oleum 

1.8253 


1.2179 

1.1350 

■ 

1.0413 


Based on tables of Manufacturing Chemists* Association of the United States; see book of tables 
entitled “Chemical Plant Control Data," pub. Chemical Construction Co. (1935). 


evolution of practically pure water; as the concentration increases, HoSO^ 
appears in the vapor in increasing proportions, reaching 1% by weight when 
the liquid contains 75 to 85%. The constant-boiling mixture is reached at 
98.3% (337° C.), the evolved vapor having the same percentage composition 
as the liquid. Stronger acids on boiling are eventually reduced to 98.3%. The 
vapor evolved from these strong acids partly dissociates into a mixture of SOg, 
H 2 O. The degree of dissociation is a function of the temperature; 
e.g., acid of 99.62% HgSO^ boiled in partial vacuum shows negligible dissocia- 
tion below 230° C., but at 250° C., 9% of the vapor is dissociated.^ Further 

^Thomas, J. S., and Ramsay, J. Chem. Soc., 123, 3265 (1923), 
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data on boiling points will be given (Table 6 ) later in this chapter^ under the 
heading "Concentrating Sulfuric Acid ” 
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_ The specific gravity (at 60° F. compared with water at 60° F.) increases 
with strength up to 1.8437 for 97% H,SO„ then decreases to 1.8391 for 100% 
HjSO.,, then increases to 2.10 for 60% oleum (60 parts SOg, 40 parts H SO ) 
then decreases to 1.857 for 100 % oleum (pure SO 3 ). The gravity (dually 
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measured in deg. Be.) is a reliable indication of the strength of the acid only 
up to about 66 ° Be. (93.19% H^SO^). 



The variations in freezing point with strength of acid are great and irregu- 
lar. Figure 2 shows Ihe freezing points of acid of 0 to 100% H 2 SO 4 and of 
oleum of 0 to 100% frei ^^Og. The dotted line beyond S0% oleum is for freshly 
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made acid; on standing it polymerizes, approaching the values given by the 
solid line.2 The irregularities in the freezing-point curve and in the specific 
gravity are due to the eristence of definite hydrates of H^SO^. 


TABLE 3 — CORROSION OF MATERIALS BY H2SO4 


Metals 

Dilute H 2 SO 4 

Strong HzSOi 


Hoi 

Cold 

Hot 

Platinum 

nil 

nil 

nil 

very slight 

High-silicon cast 
iron mth 13 to 15% 
silicon 

nil 

nil 

nil 

very slight 

Lead 

very slight 

slight 

slow <95% 

slow <80% 

Monel metal 

very slight * 

slowly 

attacked 

very slight 
<85% * 

attacked 

Stainless steel 

18% Cr; 8% Ni 

resistant * 
attacked f 

attacked 

resistant * 
attacked f 

attacked 

Stainless steel 
high Ni content 

resistant 

fairly 

resistant 

resistant 

fairly 

resistant 

Iron or steel 

attacked 

<65% 

attacked 

< 93%, or 
> 50° C. 

safe > 75% 

slow >93% 

Non~M etals 





Silica 

nil 

nil 

nil 

nil 

Sulfur 

nil 

nil 

nil 

slowly 

attacked 

Rubber 

resists < 50% 1 

resists <50% 
if < 85*^ C. 

attacked 
> 60% 

attacked 

> 50% or 

> 85° C. 

Concrete, brick, 
masonry containing 
basic constituents 

bad 

bad 

bad 

bad 

Paints, varnishes, 
enamels, and lac- 
quers 

some 

withstand 

practically all attacked 


Note: The designation “nil” indicates absence of noticeable attack, or a loss of weight of leas than 
1 mg. per sq. dm. per day. 

* If the acid contains dissolved air. 
t Air-free acid. 

yorlf*1936’ p ‘ 4 ^’’ Manufacture," Reinhold Publishing Corp., New 

2 * Pickering, S. U., J. Chem. Soc., 67, 331-369 (1890). 
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The specific heat of HjSO^ is 0.33. 

Strong acid and oleum have a powerful dehydrating action, breaking down 
animal tissue and skin and many other organic materials by robbing them of 
water, and in some cases carbonizing and blackening them. Severe burns 
produced by sulfuric acid are best treated bj" the instant application of large 
quantities of water. Unless large quantities are available, first wipe awa}'^ the 
acid with something dry before washing, as the heat of dilution with small 
quantities of water or with alkali is very great, and would accentuate the burn. 
Then treat with a sterilized emulsion of sweet oil and lime water or ammonium 
carbonate. For the eyes, bicarbonate of soda should be used instead of the 
stronger alkalies. 

Materials of Construction — ^The metals now customarily used to handle 
cold sulfuric acid are: lead or stainless steel for strengths up to 95%, steel or 
iron for strengths over 75%. For hot acid, lead is safe only up to 80%, and 
steel and iron can be used only above 93%, and then only in the absence of 
agitation which washes off the protective coating of sulfate. Therefore for hot 
acid between 80% and 93%, cast irons containing 14% silicon ("Duriron,” 
^'Corrosiron,” 'Tantiron,'' etc.) are used, or, if greater tensile strength is re- 
quired, high-nickel alloys such as “Hastelloy D.” Ceramics and acidic brick 
are used for all strengths and temperatures. Table 3 and Appendix “A” to 
this chapter give more detailed information on the corrosion-resistance of 
various materials. 


ECONOMIC ASPECTS 

The magnitude of the yearly production of sulfuric acid in the United 
States is perhaps not generally appreciated. Its tonnage in normal years is 
three to four times that of soda or one and a quarter times that of white 
sugar; in 1940 it was one-ninth that of gasoline. In spite of the recent exten- 
sive changes in products and processes in the chemical and allied industries, 
the demand for sulfuric acid has not appreciably decreased. New processes 
are supplanting some of the old-established uses of sulfuric acid, but other 
new uses spring up. In 1940, consumption in the United States surpassed 
that of the previous all-time peak reached in 1937. 

Furthermore, the low cost of sulfuric acid made under favorable circum- 
stances, and the very large investment in plant for its manufacture and use, 
tend to prevent any sudden or radical change in the economic status of this 
very important material. 

Both production and consumption of sulfuric acid are widely distributed 
throughout the United States. The cost of transportation, even in steel tank- 
cars, being high in proportion to the value of the product, encourages the 
building of acid plants at or near the point of consumption. Table 4 gives a 
list of production and consumption by states as of 1929 (later data on product 
is not available) and distribution of plants in 1929 and 1937. The trend to- 
ward larger plants is seen in the decrease of number from 288 in 1929 to 183 
in 1937, while the total consumption increased slightly as shown by Table 5. 

Uses and Production by Grades — The principal uses of sulfuric acid, and 
their trends in recent years, are shown in Table 5. 
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TABLE 4— SULTTJBIC ACID PLANTS, PKODDCTION AND CONSUMPTION BY STATES, 1929. 
CHAMBEE AND CONTACT PLANTS BY STATES, 1929 AND 1937. 


Slate 

Per Cent 
Pro^ 
duction 
in 1929 

Per Cent 
Consump- 
tion 

in 1929 

Plants in 1929 

Plants in 1937 

Chamber 

Contact 

Chamber 

Contact 

j 

1 Both 

Alabama 

2.35 

3.66 

14 

1 

7 

2 


Arizona 

t 

0.22 

1 

1 

1 

1 


Arkansas 

0.51 

0.10 

4 

1 




California 

4.70 

4.55 

6 

6 


7 

{ 

Colorado 

0.51 

0.48 

1 

2 


2 



t 

3.05 

2 


i 


i 

.... 

pftlp/Warft 

t 

0.12 


1 




Florida 

0.86 

1.52 

5 

1 

3 

1 


Gporgift 

3.34 

4.87 

32 


18 



Illinois 

8.20 

5.71 

13 

4 

■ 7 

6 


Indiana 

1.89 

4.73 

2 

2 

. , 

2 

i 

Iowa 

t 

0.11 






TCanfias 

t 

1.00 

1 





Kentucky 

t 

0.28 


1 


*i 


Louisiana 

1.26 

2.09 

6 

3 

3 

2 


Maine 


0.15 






Maryland 

1 8.70 

6.39 

10 

3 

5 

2 

i 

Massachusetts . . 

: 3.53 

2.32 

1 6 

2 

1 

1 


Michigan 

' 0.88 

2.59 

2 

2 

2 

1 


Minnesota 

1 0.76 

0.30 

1 7 

! 




Mississippi 

t 

0.57 


1 1 

4 



Missouri 

t 

0.98 


1 


1 2 


Montana 

1 

t 

0.05 

1 


1 

1 


Nebraska ... 

0.06 






New Hampshire . 


0,13 






New Jersey 

11.98 

8.34 

15 

8 

' 4 

1 *4 

2 

New Mexico .... 


0.04 






New York 

2.27 

7.29 

5 

2 

1 

i 

i 

North Carolina. . 

2.39 

3.31 

17 


9 



Ohio 

7.20 

8.43 

16 

3 

10 

2 

i 

Oklahoma 

1.02 

0.07 

1 

2 


2 


Oregon 


0.01 1 






Pennsylvania 

11.70 

10.79 

17 

8 

6 

9 

2 

Rhode Island 


0.34 




1 


South Carolina. . 

2.15 : 

2.92 

13 ! 


io 1 


Tennessee 

7.83 

1 20 

8 

1 

6 


1 

Texas 

3.91 

4.56 

3 

5 i 

1 

5 


Utah 

t 

0.10 

1 

1 


2 


Vermont 


0.08 






Virginia 

2.90 

3.51 

8 

1 

6 

3 


Washington 

t 

0.19 

1 

1 


1 


West Virginia. . . 

t 

1.31 

2 


1 

1 


Wisconsin 

0.25 

0.75 

1 

3 


2 


Wyoming 


0.73 




1 


Undistributed, . . 

8.91 







Totals 

100.00 

100.00 

221 

67 

107 

65 

11 


undistributed totsl. 

1937 Statistics from Minerals Yearbook, 1938, Bur. Mines. 
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The specific heat of H^SO^ is 0.33. 

Strong acid and oleum have a powerful dehydrating action, breaking down 
animal tissue and skin and many other organic materials by robbing them of 
water, and in some cases carbonizing and blackening them. Severe burns 
produced by sulfuric acid are best treated by the instant application of large 
quantities of water. Unless large quantities are available, first wipe away the 
acid with something dry before washing, as the heat of dilution with small 
quantities of water or with alkali is very great, and would accentuate the burn. 
Then treat with a sterilized emulsion of sweet oil and lime water or ammonium 
carbonate. For the eyes, bicarbonate of soda should be used instead of the 
stronger alkalies. 

Materials o£ Construction — The metals now customarily used to handle 
cold sulfuric acid are: lead or stainless steel for strengths up to 95%, steel or 
iron for strengths over 75%. For hot acid, lead is safe only up to 80%, and 
steel and iron can be used only above 93%, and then only in the absence of 
agitation which washes off the protective coating of sulfate. Therefore for hot 
acid between 80% and 93%, cast irons containing 14% silicon (^'Duriron,” 
‘^Corrosiron,” “Tantiron,” etc.) are used, or, if greater tensile strength is re- 
quired, high-nickel alloys such as “Hastelloy Ceramics and acidic brick 
are used for all strengths and temperatures. Table 3 and Appendix to 

this chapter give more detailed information on the corrosion-resistance of 
various materials. 


ECONOMIC ASPECTS 

The magnitude of the yearly production of sulfuric acid in the United 
States is perhaps not generally appreciated. Its tonnage in normal years is 
three to four times that of soda or one and a quarter times that of white 
sugar; in 1940 it was one-ninth that of gasoline. In spite of the recent exten- 
sive changes in products and processes in the chemical and allied industries, 
the demand for sulfuric acid has not appreciably decreased. New processes 
are supplanting some of the old-established uses of sulfuric acid, but other 
new uses spring up. In 1940, con.sumption in the United States surpassed 
that of the previous all-time peak reached in 1937. 

Furthermore, the low cost of sulfuric acid made under favorable circum- 
stances, and the very large investment in plant for its manufacture and use, 
tend to prevent any sudden or radical change in the economic status of this 
very important material. 

Both production and consumption of sulfuric acid are widely distributed 
throughout the United States. The cost of transportation, even in steel tank- 
cars, being high in proportion to the value of the product, encourages the 
building of acid plants at or near the point of consumption. Table 4 gives a 
list of production and consumption by states as of 1929 (later data on product 
is not available) and distribution of plants in 1929 and 1937. The trend to- 
ward larger plants is seen in the decrease of number from 288 in 1929 to 183 
in 1937, while the total consumption increased slightly as shown by Table 5. 

Uses and Production by Grades — ^The principal uses of sulfuric acid, and 
their trends in recent years, are showm in Table 6. 
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TABIiB 4— StnUFOTIC ACID PLANTS, PBODUCTION AND CONSUMPTION BT STATES, 1929. 
CHAMBER AND CONTACT PLANTS BT STATES, 1929 AND 1937. 


State 

Per Cent 
Pro- 
duction 
in 1929 

Per Cent 
Consump- 
tion 

in 1929 

Plants in 1929 

Plants in 1937 

Chamber 

Contact 

Chamber 

Contact 


Alabama 

2.35 

3.66 

14 

1 

7 

2 


Arizona 

t 

0.22 

1 

1 

1 

1 


Arkansas 

0.51 

0,10 

4 

1 




California 

4.70 

4.55 

6 

6 


7 


Colorado 

0.51 

0.48 

1 

2 


2 



t 

3.05 

2 


1 



Tlplnwarfi 

t 

0.12 


1 




Florida 

0.86 

1.52 

5 

1 

3 

1 



3.34 

4 87 

32 


18 



Illinois 

8.20 

5.71 

13 

4 

- 7 

6 


Indiana 

1.89 

4.73 

2 

2 


2 



t 

0.11 






Kaosas 

t 

1.00 

1 





Kentucky 

t 

0.28 


1 


i 


Louisiana 

1.26 

2.09 

6 

3 

3 

2 




0.15 






Maryland 

8,70 

6.39 

10 

3 

5 

2 


Massachusetts . 

3.53 

2.32 

6 

2 

1 

1 


Michigan 

0.88 

2.59 

2 

2 

2 

1 


Minnesota 

0.76 

0,30 

7 





Mississippi 

t 

0.57 


1 

4 



Missouri 

t 

0.98 


1 


2 


Montana 

t 1 

0.05 

1 


1 

1 


Nebraska 

0.06 






New Hampshire . 

i 

0.13 






New Jersey 

11.98 

8.34 

15 

8 

*4 

4 


New Mexico .... 


0.04 






New York 1 

2.27 

7.29 

5 

2 

i 

i 


North Carolina. . 

2.39 

3.31 



9 



Ohio 

7.20 

8.43 

16 

3 

10 

2 


Oklahoma 

1.02 

0 07 

1 ' 

2 


2 


Oregon 


0.01 






Pennsylvania 

11.70 

10 79 

17 

8 

6 

9 


Phode Island 


0.34 




1 


South Carolina. . 

2.15 

2.92 

13 


io 



Tennessee 

7.83 

1.20 

8 

1 

6 



Texas 

3.91 

4.56 

3 

5 

1 

5 


Utah 

t 

0.10 

1 

1 


2 


Vermont 


0.08 






Virginia 

2 90 

3.51 

8 

1 

0 

o 


Washington 

t 

0.19 

1 

1 


0 

1 


West Virginia. . . 

t 

1.31 

2 


i 

1 


Wisconsin 

0.25 

0.75 

1 

3 


9 


Wyoming 


0.73 



1 


Undistributed. . . 

8.91 







Totals 

100.00 

100.00 

221 

67 

107 

65 



Both 


i 

i 


2 

i 

1 

2 

1 


11 


ha^ng two or less plants ate lumped in the undistributed total. 
1929 Statistics from Chem. and !Met. Kng.i Jan., 1930, p. 4. 

1937 Statistics from Minerals Yearbook, 1938, Bur. Mines. 
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The Shifting Demand— In the last few decades, the uses of sulfuric acid 
in the United States have changed considerably. Early in the century about 
half of the sulfuric acid produced was used in the manufacture of fertilizers 
and the remainder in the manufacture of explosives, oil-refining, pickling of 
steel plate, and the preparation of heavy chemicals. For most of these pur- 
poses, the acids made by the chamber plants (50° to 60° Be., i.e., 62% to 78%) 
were of adequate strength. The stronger 66° Be. (93.2%) acid was made, 
when required, by heat-concentration of chamber-plant acids, which added 
20% to 50% to the cost of the acid (per unit of HgSO^ content). The com- 


TABLE 5 — CONBUMPTION OF SULFURIC ACID BY INDUSTRIES * 

(Total Acid calculated to tons of 50® B6.) 


Consuming 

Industries 

1929 

Boom 

1932 

Be- 

prcssion 

1937 

1939 

19J^0 

Per Cent 

mo 

Fertilizers 

2,418,000 

780,000 

2,510,000 

1,970,000 

2,260,000 

24.70 

Petroleum refining. . . . 

1,570,000 

1,240,000 

1,210,000 

1,210,000 

1,270,000 

13.88 

Chemicals 

890,000 

674,000 

1,020,000 

975,000 

1,090,000 

11,91 

Ck)al products 

935,000 

375,000 

860,000 

740,000 

900,000 

9.83 

Iron and steel 

800,000 

270,000 

850,000 

980,000 

1,200,000 

13.12 

Other metallurgical . . . 

675,000 

310,000 

620,000 

570,000 

640,000 

6.99 

Paints and pigments. . 

225,000 

160,000 

525,000 

520,000 

570,000 

6.23 

Explosives 

195,000 

120,000 

230,000 

160,000 

175,000 

1.91 

Rayon and cellulose 







film 

150,000 

176,000 

380,000 


KUIASiS!! 

5.14 

Textiles 

90,000 

75,000 

112,000 



1.37 

Miscellaneous 

390,000 

230,000 

400,000 



4.92 

Totals 






100.00 


♦Data from Chera. and Met. Eng., S8, 35 (1931); 40, 32 (1933); 45, 83 (1938); 40 , 106 (1939); 40, 91 
(1941). 


paratively small quantity of oleum required was produced in a few scattered 
contact plants, using platinum catalyst with none too satisfactory an efficiency. 
Pyrites ore was the usual source of the sulfur dioxide gases for both types of 
plants. 

Rapid development of the explosives industry during the World War of 
1914-18 caused an enormous increase in the demand for sulfuric acid of all 
strengths as shown in Figure 3. A great increase in chamber acid production 
was called for by the fertilizer industry, on account of European demands for 
American-grown cotton and foodstuffs. The increase in tower acid (60° Be.) 
includes by-product acid from zinc and copper smelters. The preparation of 
''mixed acids” (nitric plus sulfuric) used in nitration processes of making high 
explosives required sulfuric acid, usually 20% to 40% oleum, as a direct con- 
stituent and 66° Be. acid in the manufacture of the nitric acid.^ This in- 
crease in demand compelled operation of all existing chamber plants in excess 
of their normal capacity, rapid building of concentrating plants for producing 

®For a discussion of the manufacture of nitric acid see Chapter 8. 
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66° Be. (93.2%) acid from chamber acid (50° Be., 62.2%) and tower acid 
(60° Be., 77.7%), and for concentrating “nitration spent acids” for re-use, 
also a large increase in the number of contact plants. The concentrating of 
chamber-plant acid to 93%, if done as a separate operation, adds between 
20% and 50% to the cost of the product (per unit of H^SO^), or somewhat 
less in processes utilizing the heat of the burners. However, since the contact 
plant can easily produce acid equivalent to 104.5% H^SO^ (i.e., 20% oleum) 
or by special design 108% HjSO^ (i.e., 35% oleum), and at a cost little if any 



Fig. 3. Production of Sulfuric Acid by Strengths, 1889-1929 (million tons, 50° 
Be. Basis). (Kreps, T. S., “The Economics of the Sulfuric Acid Industry,” 
Stanford Univ. Press, 1938) 

greater per unit of H^SO^ than chamber-plant acid, obviously the cheapest 
method of strengthening the output of a chamber plant is by mixing it with con- 
tact acid, oleum, or even sulfur trioxide.^ Many chamber plants had contact 
plants added for this purpose. 

Sulfur became the principal raw material, due to its greater purity and 
consequent suitability for the contact process, to difficulty in importing pyrites, 
and to the development of efficient and simple sulfur furnaces. 

After the War of 1914-18, the demand for the stronger acids declined 
rapidly until the growth of the dye industry brought a resumption of the 
demand for “mixed acids” and oleum. The fertilizer industry continued to 
use chamber-plant acid, but the depression in the fertilizer trade forced aban- 
donment of many of those plants. However, the increase in the demand foi 

^Gilchrist, Refiner, 9 (a), 85 (1930). 
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sulfuric acid from the rapidly expanding oil industry ® required not only the 
manufacture of additional quantities of 98% acid and oleum, but the better 
recovery and concentration of the weak acid contained in the sludges pro- 
duced by the treatment of oils vdth strong acid. At many oil refineries, 
equipment was installed to concentrate the sludge acid to 66° Be. (as de- 
scribed later in this chapter), and in some cases contact acid plants were 
built at the refineries to produce strong acid for fortifying the sludge acid. 

The result of these changing uses has been to increase the building of 
contact-process plants and restrict the building of chamber-process plants. 
(See discussion later, under the heading ^'Chamber Process vs. Contact 
Process.”) 

Certain Uses of Sulfuric Acid Diminishing. Among the possible proc- 
esses in the chemical industry that would cause a decrease in the demand for 
sulfuric acid, tlie most important, if successful, would be the Dorr-Liljenroth 
processes for making ammonium phosphate fertilizer.'* One of these processes 
uses no sulfuric acid at all, but is an electric-furnace process and hence re- 
quires very cheap electric power for its commercial success. 

Another of the Dorr-Liljcnroth processes utilizes gypsum, carbon dioxide, 
and ammonia, as does also the Merseburg process. 

Some manufacturers have been using nitric acid instead of sulfuric in the 
manufacture of fertilizers. This idea was based on the supposed uselessness 
of the sulfate radical as a fertilizing agent. However, recent investigations 
indicate that sulfur in some form is a necessity in a “complete” fertilizer, i.e., 
a fertilizer that replenishes all the substances that plants remove from the 
soil.^ 

The petroleum industry, which has been the second largest consumer of 
sulfuric acid, is finding that for many purposes it is not necessary’ to employ 
acid treatment to the extent formerly considered necessary. Coupled with 
this fact is the growth of hydrogenation, in which any sulfur content of petro- 
leum is transformed into HgS, a potential raw material for sulfuric acid 
manufacture. 

Various other fields for the use of sulfuric acid are also diminishing. 
Whereas some years ago all nitric acid, as well as all “niter-gas” used in sul- 
furic acid plants, was produced by treating Chile nitrate with sulfuric acid, 
now nearly all is derived from the oxidation of ammonia.® Such acids as 
acetic and formic are also being made without the use of sulfuric. Hydro- 
chloric acid is also made directly from chlorine and hydrogen. Some coke 
plants are selling their ammonia as aqua o reven anhydrous ammonia instead 
of absorbing it in sulfuric acid. Phosphoric acid is in some cases used instead 
of sulfuric for fixing ammonia in fertilizers. Inliibitors and electro-chemical 
methods are reducing the quantity of sulfuric acid used in pickling iron and 
steel. 

The foregoing examples illustrate that the demand for a product keeps 

changing with \ievelopments in other fields; that there is an interproduct 

\ 

® For a discussion of the use of sulfuric acid in the oil industrj’’, see Chapter 14. 

®For a discussion of fertilizers see Chapter 13. 

I Fairlie, A. M., loc. cit., pp. 592-595. 

® See Chapter 8. 
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competition that is always changing.® But, while sulfuric acid is being par- 
tially replaced in some fields, its use grows in others, for, as the data of 
Table 4 show, the use is at least holding its own, and perhaps increasing 
somewhat. 

Cost of Manufacture — ^It is wise always to keep in mind the intrinsic 
commercial values of materials. No mistake of the young engineer is more 
fatal to his success than the loss of the practical man^s confidence resulting 
from a proposal to ''kill flies with a 16-inch gun” as one of them expressed it. 

The rising and falling prices of materials and labor since the World War 
of 1914-18 have made estimates of manufacturing costs unreliable, except as 
applied to a given short period of time. Other factors causing uncertainty in 
published estimates are type and size of plant, allowance for interest and 
depreciation, allocation of overhead, marketing of acid versus consumption 
on the premises, etc. In old acid plants, the sodium nitrate used has been 
reported to cost $0.75 per ton of 60° Be. acid^®; this is now superseded by 
ammonia at about $0.25.^^ 

However, as an indication for present day manufacturing costs it may be 
said that, based on 1937 costs in the United States, a modern brimstone plant 
with an efiBcient technical staff can produce a ton of 98% acid at a cost of 
$ 10 . 00 , including interest on plant, amortization, repairs, power, labor and 
miscellaneous and "overhead charges.” Of this, $7.00 is cost of sulfur and 
$3.00 is manufacturing cost. The purchaser would pay $13.50 per ton (in tank 
cars) and the manufacturer's profit would be about $1.50 on the sale.^^* 

The manufacturing cost of 60° Be. (77.7%) acid in a chamber plant, on 
the same basis, can be as low as $2.30. Adding a sulfur cost of $5.50 gives a 
total cost of $7.80, i.e., about the same per unit of H 2 SO 4 content as the 98% 
contact acid. 

In a plant making 98% acid from w^aste smelter gases the cost of manu- 
facturing on the 1937 basis would be about $7.00. Of course this is the total 
cost, there being no expenditure for sulfur. 

All the above costs are for large and efficient plants making about 100 
tons a day; in small plants, or under unfavorable circumstances, as in old 
plants with high maintenance expense, they will be considerably higher. In 
the eastern part of the United States, as a rule the smallest economical size 
of plant, whether contact or chamber, is about 25 tons of H^SO^ per day. 

In July, 1941, the quoted selling price was $16.50 for 98% acid in tank 
cars ($30.00 in carboys), $13.50 per ton for 60° Be. acid (77.7%), and $18.50 
per ton for 20 % oleum. 

Chamber Process vs. Contact Process — A. M. Fairlie has well general- 

ized the considerations leading to a choice between the various contact proc- 

further discussion of this point see Chapter 1. 

Tyler, Chem. and Met. Eng,, 33, 204-209 (1926). 

Fairlie, loc. cit., p. 583. 

Press^^l^93^8^' 72 Sulfuric Acid Industry," Stanford Univ. 

IS Fairlie, loc. cit., pp. 572-573. 

(1920)^^^^^^' Bureau of Mines Bulletin I84, 124, 192 

Fairlie, loc. cit., pp. 582-584. 
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esses and chamber processes. Without repeating the detailed statements made 
elsewhere in this chapter, we may summarize this as follows, remembering that 
local and economic conditions may modify the borderline cases. 

1. If 9S% acid or oleum are required, a contact plant must be used. 

2. Oil of vitriol (66° Be., 93.2%) can almost always be made more cheaply 
by diluting contact acid than by concentrating chamber acid. 

3. The air-cooled lead-chamber is obsolescent, as are the Mannheim and 
the Tentelew platinum contact processes. 

4. For 60° Be. (77.7%) and weaker acids, the choice between liquid-cooled 
chambers, a vanadium contact plant, and a platinum contact plant is open; 
local conditions will decide each proposed installation. Much of the published 
data, of course, is written by persons financially interested in one certain angle 
of the matter. 

5. The cost of catalyst, and hence the interest charges, varies greatly from 
time to time. 

6. The chamber plant has greater flexibility in production-rate than the 
contact plant. 

7. The contact plant has greater flexibility in tlie strength of the acid 
produced. 

8. High-pressure chamber plants, e.g., 30 to 50 atmospheres, as suggested 
by E. Berl, are a future possibility, though offering great difficulties of design. 

SOURCES OP RAW MATERIAL 

The principal sources of sulfuric acid in order of magnitude are: (1) sul- 
fur, (2) iron pyrites (FeS^), (3) smelter gases or other waste gases containing 
SOg, (4) gypsum (in Germany and France), (5) waste products from various 
industries. 

In the United States until 1880, sulfur was used exclusively.^ ° Due to a 
shift in relative costs, the use of pyrite then grew until in 1914 only 2.5% 
of the acid was made from sulfur. Then, the World War interfered with the 
importation of pyrite, and the success in the U, S. A. of the Frasch process 
for mining sulfur brought sulfur back into wide use. Since then, the devel- 
opment of improved sulfur-using contact-acid plants has aided the trend. In 
1940,^^ 66% of the acid was made from sulfur, 22% from pyrite (of which 
45% was imported), 11% from waste gases from zinc and copper ores, and. a 
small quantity from H^S at oil refineries. These figures do not include reclaimed 
acid from oil sludges, etc. 

In other countries whose mineral resources are different, sulfur is not so 
dominant. For instance, Germany, in 1928, produced 90% of her acid from 
pyrites and zinc blendes.^® 

Sulfur — Crude sulfur, commonly called '^brimstone,^^ has come from two 
principal sources: volcanic deposits of Sicil}" and Japan and underground beds 
in Louisiana and Texas. So great has been the development of these latter 
that imports into the United States have ceased. In Louisiana and Texas, 

i^ICreps, loc. cit., p. 77. 

^^Chem. and Met, Eng,, 48, 91 (1941). 

18 Kreps, loc. cit., p. 105. 
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sulfur occurs chiefly mixed with limestone, both supposed to be the products 
of the reduction of calcium sulfate by carbonaceous matter and heat. There 
are numerous scarcely-developed deposits of this nature in the United States. 
The Louisiana deposits are mined in an ingenious way developed by Frasch. 
Holes are drilled down to the deposit and lined ^vith an iron casing. Inside 
this casing are two pipes, one inside the other. Superheated water under 
pressure is forced down between the casing and the middle pipe, melting the sul- 
fur in the ground. When sufficient molten sulfur has accumulated, compressed 
air is turned into the inner pipe, and the sulfur is '^air-lifted^' in the space 
between the inner and middle pipes. In Texas, which now produces about 
85% of the total, the procedure is similar. 

The purity of the sulfur produced in the United States is very high, usually 
over 99.5% and sometimes 99.9%. In 1941, this sulfur sold for $16.00 per 
long ton, f.o.b. Gulf ports. 

In Sicily, sulfur is mined from open pits and separated from the gangue 
by fusion and distillation.-® It comes to the market as dirty yellow lumps 
of irregular shape and size. 

A pure sulfur is made from pyrites by the “Orkla” process, of which 
two installations have been made in Norway. The pyrite is smelted in a blast 
furnace with quartz, limestone and coke. The gases, containing sulfur, SO 2 
and CSg, are then catalyzed to CO 2 and sulfur. 

Sulfur as such is recovered from smelter waste gases by the Consolidated 
Mining & Smelting Co. at Trail, British Columbia. 

Pyrites — Pyrites, FeSg, often carrying more or less copper sulfide, were 
first used in Europe about 1830, but in the United States not until about 1880. 
Of the total consumption, 45% is imported, chiefly from Spain, Portugal, and 
Newfoundland. 

Prices are generally made per “unit,” which is 1% of a short ton of sulfur 
content. Pyrites containing 45% sulfur, quoted at $.13 per unit, will thus cost 
45 X $.13 or $5.85 per short ton. The quotations in 1940 were $.12 to $.13 
per unit, c.i.f. Atlantic ports. 

In the United States, deposits have been developed in New York, New 
Jersey, and several of the southern Appalachian and Far Western States. Most 
of them are not as high grade as the imported ore, but a few others are of the 
finest character. 

As impurities, copper, zinc, calcium, magnesium, and sometimes lead, are 
objectionable from the point of view of the acid maker, as they retain sulfur 
which oxidizes to sulfate and is not available for burning. 

Arsenic, lead, and zinc are also harmful, for they volatilize and enter the 
process. In a “chamber” acid-making plant, arsenic in the pyrites used will 
in part appear in the finished acid, limiting its marketability. In a “contact” 
plant, if the catalyst is platinum on asbestos or on magnesium sulfate, it 
would be seriously “poisoned” unless the gas were thoroughly scrubbed free 
of arsenic. 


"0 f of an analogous procedure in the mining of salt see Chapter 9 

Mineral Industries, Vol. 8, p. 592. 

21 Fairhe, loc. cit., p. 82. 
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'^Coal brasses/^ another form of pyrite occurring as an impurity in coal, 
are now being separated in a condition suitable for making sulfuric acid.^^ 

Waste Gases — ^The third source of sulfur is waste gases containing SOj, 
particularly the ^Tumes^^ from sulfide smelters. These gases are otherwise 
worthless and in many places are a source of great expense to the producers, 
owing to damage suits by those whose crops or trees are injured thereby. 
This damage is usually denied, but the fact remains that the vicinity of a sul- 
fide smelter is desolated. 

Some years ago a careful study of the question led the senior author to 
believe that, in practically all cases, it is feasible to recover such fumes, that 
marketable products can be profitably produced in any locality where large 
smelters operate, that the value thus produced will in many instances exceed 
that of the metal produced, and that no other phase of the sulfuric acid 
industry is so important. Zinc smelters located in the Eastern and Central 
States have already profited largely by the use of this former waste. Two 
copper companies in the South have done something in the same direction; 
in 1935, they had capacity for producing 1500 tons (60° Be.) a day. In 
1929, zinc blende served as raw material for nearly 8% of the total U. S. 
production of acid, and copper ores more than 7%. In 1938, these ores pro- 
duced 13% of the total acid. 

The principal technical difficulties to be overcome in the utilization of con- 
ventional smelter gases are their low and variable strength of SO 2 , the dust 
and metallic oxides {sometimes including precious metals) and the consider- 
able content of carbon dioxide and sometimes carbon monoxide. Also many 
smelters are located so far from the centers of consumption of sulfuric acid 
that transportation of the acid is expensive. New smelters designed with an 
eye to abating the SO^ nuisance by the utilization of the gases can produce 
gases of much higher and more constant SOg content, thus reducing the 
volume of gas to be handled and consequently the initial cost and operating 
cost of the acid plant. Rotary kilns and flash roasters for this purpose will 
be described under the heading “Burning of Pyrites and Sulfide Ores.^* 

Gypsum and Anhydrite — Gypsum, though uddely distributed and abun- 
dant, is not yet in use in this countr^^ as a primary raw material for sulfuric 
acid. In Germany, gypsum is heated with clay and coal, sand and slag being 
added; the resulting SO^ gases are purified and used for acid-making.-® 

"^he I. G. Process based on the use of CaSO^ has a yearly capacity of 65,000 
tons SOg and 75,000 tons of cement. Claj" is pre-dried to remove moisture 
and is then mixed and ground with anhydrite (CaSO^) and coke into a raw 
meal whose composition is such as to permit complete reduction of the sulfate 
radical to SOg, as well as to contain the correct mixture for a good quality 
cement. The charge is then roasted in a rotary kiln. The gas driven off is 
freed froni\foreign particles in large d^sL^chambers and is cooled and washed 
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nietric tons of sulfuric acid camo from pyrites) the temainder came from zinc 
and copper smelters, plus a small amount from sulfur in coah Since the im- 
portation of pyrites then became uncertain, I. G. Farbenindustrie undertook 
large-scale production, using the Muller-Kiihne process. 

France is experimenting with similar plants. Russia and India have 
also undertaken the production of SOg from gypsum. If the anhydrite (CaSO^) 
cement process proves to be commercially successful in this country, this may 
become an important source of SO2. 

Waste Products Used for Acid Manufacture — ^^Spent Oxide^^ is utilized 
largely in England. This is a mixture of ferric oxide, ferrous sulfide and sul- 
fur, resulting from the use of ferric oxide to absorb hydrogen sulfide out of 
illuminating gas.^® 

Alkali waste from the Leblanc process,^^ containing calcium sulfide, has been 
utilized in England by the Chance-Claus process which produces HgS; this is 
then burned to 

Hydrogen sulfide from ammonium-sulfate plants has also been used in 
England.^® The sodium phenolate purification process used in oil refineries 
also produces H2S suitable for acid-making 

^^Acid sludge,” formed in large quantities at oil refineries, contains strong 
sulfuric acid and various hydrocarbons, naphthenes, phenols, etc,; the dis- 
posal of this has always been a serious problem. At large refineries it is feas- 
ible to recover the acid by separating and concentrating, as described later 
in this chapter. Alternatively, and especially for small tonnages, there are 
new methods developed by the Chemical Construction Co. of New York, which 
involve charring the sludge to coke (available for fuel) and SO2, then making 
sulfuric acid from the gases 

Ferrous sulfate liquors from steel and iron pickling and from titanium pig- 
ment manufacture are also produced in large quantity. The latter contain 
about 16% H2SO4 and 23% FeSO^. For these, the Chemical Construction Co. 
has installed plants to roast the dried sulfate mixed with pulverized coal and 
manufacture acid from the gases produced. The Mantius Engineering Co. has 
installed large equipment to recover the FeSO^ and H2SO4 by partially evapo- 
rating, crystallizing out the FeSO^, then evaporating to 60° or 66° Be.^^ 


SULFUR BURNING 


In burning sulfur, four points chiefly have to be considered; viz., freedom 
of the gases from volatilized sulfur which has not been oxidized; sufficient 
richness of the gases for profitable operation of the acid-making plant; con- 


24Chem. Abs., 5^, 6405 (1938), 

25Chem. Abs., 32, 313 (1938). 

20 See Chapter 15. 

See Chapter 10. 

28Fairlie, loc. cit., p. 86; Kreps, loc. cit., p, 80. 

2 ® Fairlie, loc. cit,, p. 86. 

20 Kreps, loc. cit., p. 266. 

s^ Chem. and Met. Eng., U, 24, 79 (1937). 

of Petroleum,” Oxford University Press, 1938, p. 2769 
®=U. S. Patent 2,078,088. ’ • 
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and is one of the most satisfactory for use in induced draft systenas, i.e., 
where the gas is sucked through the burner by a fan or blower located be- 



Pressure Burner, Spray Type— The forced-draft system of combustion, 
i.e., forcing the air into the burner and thence through the rest of the acid- 
making plant by means of a blower located before the burner, has definite 
advantages, especially for contact-process plants. It facilitates the use of pre- 
dried air, since no inward leakage can occur. It eliminates the need of mak- 
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ing the fan of materials resistant to sulfur dioxide. Also, since a centrifugal 
fan or blower develops a pressure proportional to the density of the gas 
handled, a blower handling cold air develops higher pressure at a given speed 
than when handling hot gas. 

In 1927, Hechenbleikner introduced a forced-draft sulfur furnace (Figures 
6 and 6) which has acliieved great success. Molten sulfur is sprayed in 
through a burner which in many respects resembles the common spray-gun 
type oil burner. The sulfur is melted by steam coils in a large pit where im- 
purities are removed by settling and by skimming. The molten sulfur is 



Fig. 6. Spray Sulfur Furnace, Blower, Melting Pit and Sulfur Pumps. (Cour- 
tesy Chemical Construction Co.) 


pumped by a small variable-speed centrifugal pump through a steam-jacketed 
pipe to the spray nozzle. The air for combustion is forced into the furnace 
at a pressure of 1.5 to 2 lbs. per sq. in. by a high-speed centrifugal blower 
direct-driven by a steam turbine or a motor. The quantity of sulfur con- 
sumed and the strength of the sulfur-dioxide gas can be controlled closely 
by regulation of the sulfur pump and the blower. Since the sulfur burns in a 
spray as it leaves the nozzle and there is no bed of molten sulfur in the fur- 
nace, this type of furnace has the further advantage that, in an emergency, 
the gas flow can be stopped instantaneously, whereas furnaces containing a 
body of sulfur can only be shut down after some delay. 

Waste Heat Boiler — Since, in a contact plant, the sulfur-dioxide gas must 
be cooled somewhat before it can be sent to the converter, the exit gases from 
the furnaces are usually passed through a waste-heat boiler where they gen- 
erate the steam used for melting the sulfur and driving tlie sulfur pump. With 
careful engineering design, in a plant of 80 tons daily acid capacity or larger, 
enough steam can be obtained to drive the blower also, resulting in a large 
saving in power cost. The most desirable arrangement is to produce burner- 
gas of about 12% SOo, pass this through the boiler, then dilute it with air 
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fn or for the converters. This gives in practice a furnace tempera- 
ture of about 1015® C. (1860® F.) instead of 640® to 720® C. (about 1180° to 
1330® F.) and the increased tempexatuie diiJereuoe between gas and steam 
enables the use of a much smaller boiler and the production of slightly more 


steam. 

Some of the early 
steam from the joints 


waste-heat boilers caused trouble because leakage of 
of the boiler entered the gas stream. Moisture in the 



Fig. 7. Centrifugal Blower, Turbine-driven. 


gas is highly objectionable, as it lowers the dewpoint of the gas, so that liquid 
sulfuric acid may be deposited in cooler parts of the plant and cause corro- 
sion. Such acid will also ruin a vanadium-oxide catalyst by forming sulfate. 

In 1930, boilers of a new type, developed by the junior author of this 
chapter in collaboration with the Foster-Wheeler Co., were installed for the 
American Cyanamid Co. In these boilers (Fig. 8), all joints and tube-ends were 
outside of the gas stream, so any steam leaks would blow harmlessly into the 
atmosphere, and incidentaWy be accessible ior repair. Automatic valves pre- 
vented drawing steam from the boiler unless the pressure was over 175 lbs. 
per sq. m.; thus the metal surfaces in contact with the gas were kept hotter 
than the dewpoint of even a very imperfectly dried gas and corrosion was 
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prevented. The steel tubes were further protected against corrosion by cast- 
iron rings shrunk on. Tl^eso rings were provided with hns to increase the 
surface for heat transfer from the gas, since the gas temperature is low 
and the heat-transfer coefficient from gas to a surface is very much less than 
that from a surface to boiling water. This design was based on Foster 



Fig. 8. Leakproof Waste Heat Holler with Tubes Protected by Cast Iron 
iFinned Sleeves and Return-Bends. Gas inlets at bottom, outlet at top. (Cour- 
tesy Foster-IVlieeJer Corp.) 


tesy 

V 


^ler^s waste-heat boiler, in which the hot gas stream passes up through an 
cubical chamber closely packed with finned horizontal water- 
Ae fu:^°^ tubes between wliich the gas flows. In this sulfur-gas boiler, the 
tu\)^r hairpin-shaped, i.e., in the form of a long The two ends of 

each hairpin passed out through the gas-tight wall of the chamber and joined, 
entire!}^ outside of the wall, into headers leading to the steam-and-water drum. 
The gas ^chamber was designed for a pressure of 4 lbs. per sq. in, 

®*For s^;discusrion of the principles of this type of heat transfer see Chapter 2. 
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Burning of Pyrites and Other Sulfide Ores— The use of pyrites has be- 
come of comparatively small importance in this country, but the urge among 
copper and zinc smelters to make sulfuric acid instead of discarding their 
sulfurous gases has focused attention on means of roasting these ores so as 
to produce gases better adapted to acid-making. The latter problem is simi- 
lar to pyrites-burning. 

Burners or furnaces for pyrite and other sulfide ores are of several classes. 
Lump pyrite was formerly burned on grates like coal; in recent practice the 
pyrite is ground to 14" oi* burned in mechanically-raked hearth fur- 

naces; recently, rotary kilns have been installed to handle sulfide ores from 
10-mesh down to include most flotation concentrates.^® For very fine ores 
"flash roasters^' are used, in which the pulverized ore is blown from a nozzle 
into a combustion chamber 

Mechanical Fines-Burners, The mechanical furnace with vertical shaft was 
developed by McDougall in England and by Ferret in France in the 1870’s. 
Modifications were made and patented from time to time by these inventors, by 
Mackenzie, Frasch, Herreshoff, Spence-Skinner, Lurgi (Germany), and others. 
Two furnaces widely used are the Herreshoff (Nichols Engineering & Research 
Corp.) and the Wedge (Bethlehem Foundry & Machine Co.). These are suffi- 
ciently similar that the following description will serve for both.®^ The Wedge 
can also be obtained in a water-cooled design. 

This furnace (Figure 9) has a vertical, cylindrical steel shell, lined with 
firebrick; inside this shell eight to sixteen brick hearths are placed one above 
the other. The topmost hearth, which merely dries and preheats the ore, is 
open to the atmosphere. The others are enclosed, the gas passing up from 
one to the other and out above the next-to-topmost. A hollow air-cooled 
shaft, rotating very slowly on the vertical axis of the shell, carries two or four 
radial arms over each hearth. To the under side of the arms are attached 
rabble teeth or plows almost touching the hearth. These are set at an angle 
so that, as each tooth plows through the shallow layer of pyrite ore on the 
hearth, it moves the ore radially by the width of a furrow. The ore is con- 
tinuously fed in near the center of the top hearth, and by the repeated plow- 
ing is gradually moved out to the periphery, where it falls through openings 
to the next hearth below. On this next hearth the teeth are set to move the 
ore inward toward the center, where this hearth has its discharge opening. 
Thus, being plowed alternately outward and inward on successive hearths, 
the roasted ore finally arrives at the bottom discharge opening. In usual prac- 
tice, the roasting is not quite complete, the cinder containing 2 to 3% sulfur. 

Ores containing 30% of sulfur or more will burn in these furnaces without 
any other fuel. If the sulfur content is over 40%, e.g., pyrites, which usually 
contains 45 to 50%, the normal heat of combustion would introduce danger 
of overheating the arms and teeth and clinkering the ore. Therefore the shaft 
and most of the arms are made double-walled, and air is circulated through 
them for cooling. After passing through these arms, the air is returned hot 

FairJie, loc. cit., p. 107. 

3®Fairlie, loc. cit., pp. 115-121. 

Chapter^24 function of roasting in nonferrous metallurgy see 
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he shaft and may then be discarded through the top of the 
‘verted and discharged through hot-air arms on the lower- 
*e the ore is sulfur-poor. With the four-arm-outlet design 
^lalion of rabble arms, cooling arms, or hot-air arms can be obtained, 
^ifords a very flexible arrangement. Such arm outlets as are not used 
.ay be blanked off by closing plugs which are furnished for this purpose. 
The arms and teeth are removable and replaceable through small doors in 
the wall; a man enters the hollow shaft to remove the nuts holding the arms. 
In recently built furnaces, the use of special heat-resisting irons and steels 
permits operation at higher temperatures than before. 

Rotary Kilns for Fines. The horizontal rotary kiln^® is used for pyrites 
and other sulfide ores. It is most satisfactory on ores of 10- to 80-mesh, but 
is also said to handle 200-mesh flotation pyrite by sintering ^9 it as described 
below. It is like a cement kiln, viz,, a steel cylinder, sometimes as large as 

11 feet in diameter by 110 feet long, lined with fire-brick. The cylinder is 

slightly inclined downward from the feed end; it rests on rollers and is power- 
driven at a speed of one or two revolutions per minute. The ore is fed in at 
the higher end and gradually works its way down to the other. Scoops at- 
tached to the walls lift the ore by the rotation of the cylinder and spill it 

in a shower through the gas. With pyrite, the aim is to form nodulized 
FCgO^ cinders of or so, minimizing the formation of dust. This is accom- 
plished by mixing some previous cinder with the ore fed in, and by keeping 
the temperature close to the sintering point. At too low a temperature, the 
ore remains as fines or dust; at too high a temperature, large clinkers are 
formed. In any case a certain amount of dust is formed, necessitating a wet 
purification of the gas. The sulfur content of the cinder is only about 0.5%. 

In Germany, many kilns of this type, made by the Lurgi Gesellschaft, are 
in operation on various sulfide ores. In the United States, the Chemical Con- 
struction Co. has a number of installations, including some for handling oil- 
refinery sludge and some for ferrous sulfate from the waste liquors of pickling 
plants. 

Flash Roasters. For very fine material such as the 200-mesh pyrite sep- 
arated from copper ores by the flotation^® process, flash roasters are coming 
into use. In the Nichols-Freeman system (Nichols Engineering and Research 
Corp., N. Y.) the fine wet pyrite is dried in a ball mill by preheated air and 
blown into the top of a vertical, cylindrical combustion chamber, into the bot- 
tom of which air is fed for secondary combustion. Here the pyrite burns, 
forming principally FcgO^, which, due to the sudden high temperature (1100® 
to 1150® C.), fuses into bubbles of pinhead size and falls to the bottom.^^ 
Some red dust, probably Fe 203 , is formed; this passes out with the gas. The 
gas is cooled by a waste-heat boiler, then undergoes a complete purification. 
The cinder contains only about 0.5% sulfur. 

For zinc-sulfide flotation concentrates, a large installation of flash roasters 
38 Fairlie, loc. cit., pp. 107 and 550. 

Chlpto^2l another widely used type of sintering machine see 

■‘“See Chapter 24. 

Trans. Amer. Inst. Chem. Eng., S3, 187 (1937). 
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was made in 1928-31 at Trail, British Columbia, by the Consolidated Mining 
and Smelting Co. of Canada.^- Since zinc roasting produces much more dust 
than does pyrites, the waste-heat boiler was omitted, and cyclone separators 
and Cottrell electrostatic precipitators were used on the hot gases. Due to the 
high rate of combustion, the zinc concentrates are thoroughly roasted with- 
out the use of any other fuel. This is difficult or impossible to achieve in any 
other type of furnace now in use, the original sulfur content erf the ore being 
so low. 

Dust Removal and Purification of Gases — In a cliamber-process plant, 
dust and sublimed sulfur carried by the gases into the Glover tower are objec- 
tionable, but not prohibitively so. They are absorbed by the acid; part settles 



out as sludge in tanks, pipes, pumps, etc,, and part remains as impurity in the 
acid sold. 

In a contact plant, however, dust reacliing the converter will coat the 
catalyst and seriously affect its performance. It is therefore customary to‘ 
carry out such a good removal of dust that a Tyndall test shows none, i.e., 
a beam of light as strong as sunlight passed through the gas is invisible. Fur- 
thermore, the older varieties of platinum catalyst require that various volatile 
substances that would ^^poison'^ them, especially arsenic, chlorine and fluorine, 
must be condensed and scrubbed out. Finally, the gas must be filtered to re- 
move sulfuric-acid mist, and dried by strong sulfuric acid. These processes 
will be described later, under the heading of Contact Process. 

Settling Chambers. Older plants used large settling chambers to reduce 
the velocity of the gas and so to permit at least the coarser dust to settle 
out. A more effective device, but troublesome to clean, consists of a series of 
bofizontal parallel shelves an inch or so apart, across which the gases pass 
in a slow stream; from a general inlet chamber to a general outlet chamber. 
The principle that of shortening the distance through which the dust has 
to fall in order to be deposited. 

Cyclone Dust Collector, Cyclone dust collectors are used in many mod- 
ern plants to remove the coarse dust. They occupy much less space and are 
cheaper than settling chambers. They consist of a vertical cylindrical cliam- 
ber with a deep conical bottom. The gas enters tangentially at the top at 
high velocity and is drawn off at the center by a pipe extending part way 
down into the chamber. The dust is thrown against the walls by centrifugal 
force and falls into tlT'^ conical bottom whence it can be removed without 

^2Ind. and Eng. 717 (1932). 
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stopping the flow of g 3 ^s. By the use of a. number of small cyclones in parallel 
instead of one large cyclone^ somewhat finer dust can be separated, because 
the centrifugal force is greater and the dust has less distance to travel to 
reach the wall. 

Cottrell Electrostatic Dust Precipitator, The Cottrell system of electro- 
static precipitation jg capable of removing the finest dusts from gases, as 
well as droplets of liquid constituting a mist, and in commercial practice re- 
moval of 95 to 97% of the total amount of dust is attained. Impurities exist- 
ing as gases (e.g., arsenious oxide at high temperature) are of course not 
removed. The apparatus is quite expensive, and is customarily used as a dust 
remover only where the value of the dust is appreciable, e.g., zinc oxide in 
plants making acid from zinc-sulfide ores. It is however almost universally 
used when the removal of sulfuric acid mist from cooled gases is required at 
later stages of the process of acid-making. 

In the usual Cottrell, the gas is passed in parallel through a great number 
of small vertical metal pipes each having a wire hung in its center. The 
pipes are electrically grounded, and a unidirectional voltage of 50,000 to 80,000 
volts is applied to the wires. The particles of dust are electrostatically at- 
tracted to the pipes. At regular intervals the unit is cleaned, one section at a 
time, by shutting off the gas stream and the voltage, and mechanically rapping 
the pipes to dislodge the particles. Another form of the Cottrell precipitator 
uses parallel plates instead of pipes. The power consumption is small, about 
5 to 8 IC\VH per million cubic feet of gas,^^ 

Gases as hot as 500° C. can be handled in the standard steel apparatus. 
By using special metals (chrome-steels, etc.), 600° C. gas can be handled. In 
handling dusty burner-gases the temperature should be kept above the dew- 
point of the gas; otherwise sulfuric acid droplets may be deposited on the 
electrodes as well as dust, making a coating not removable by rapping. With 
well-dried gas (3 to 5 milligrams of water vapor per cubic foot) the dew- 
point of the gas is 125° to 135° C., but with 100 milligrams it is about 
200° C. 

THE CONTACT PROCESS OF MANUFACTURE 

The ^'contact” process is increasingly being used for sulfuric acid manufac- 
ture. The name is derived from the fact that the reaction, or group of suc- 
cessive reactions, by which the SO^ in the burner gas is oxidized by the O 2 
therein, takes place in contact with the surface of a solid catalyst. The re- 
action is strongly exothermic, and is usually carried out at temperatures be- 
tween 400° and 550° C., as will be discussed later. 

Early History — We are apt to think of the contact process as a develop- 
ment of the last thirty years, overlooking the enormous amount of effort that 
for nearly a century was spent in the right direction, but just missed some 
little step which was important. Peregrine Phillips, in 1831, patented the oxi- 
dation of sulfur dioxide by passing it with excess of air through a tube con- 
taining hot finely-divided platinum. 

43 See Chapter 2 and Chapter 15. 

44Fairlie, loc. cit., p. 139. 
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Until about 1870, however, there was no great commercial demand for 
very strong sulfuric acid such as is made by the contact process, and the little 
that was required was made by distilling sulfates. Then the demand came 
with the invention of alizarin.^® In 1875, Clemens Winkler described his 
own attempt to s^mthesize SOg, recommending platinized asbestos for the pur- 
pose. Unfortunately, despite the "Law of Mass Action,” even then well known, 
he stated that stoichiometric proportions of gases should be used. We know 
today that, as taught by that law, and as will be quantitatively discussed later 
in this chapter, it is the excess of oxygen present with these gases which gives 
us as complete a conversion ns is now commercially obtained. The increasing 
demand for concentrated acid led to a great deal of research and development 
on the contact process, much of it being shrouded in the utmost secrecy. 
Progress was very slow, much of the early difficulty being due to the accept- 
ance of Winkler^s erroneous theory. Finally, the principal platinum-catalyst 
systems were patented about 1900. The history of the developments of the 
process has been summarized in various places.‘‘^»‘*’’»^®»^* 


CATALYSTS 

Poisoning o£ Catalysts — ^Early investigators found that arsenic trioxide 
and arsine "poisoned” the platinum catalysts, largely reducing their powers 
of conversion. A catalyst so poisoned had to be rejuvenated by chemical 
treatment to remove the arsenic, a long and expensive process. The volatile 
compounds of selenium, antimony, lead, and some other metalloids, have a 
similar poisonous effect though less severe. Chlorine, hydrochloric acid, and 
hydrofluoric acid are temporary poisons; i.e., the lessening of activity which 
they cause gradually disappears on passing gas free from the poison. Silicon 
tetrachloride deposits silica which, like dust or any other suspended matter, 
covers the contact mass from ready access to the gases. All early contact 
plants, therefore, required elaborate purification equipment to remove the 
poisons from the burner gas. 

Poisoning has been staled by Langmuir to be due to the formation of a 
"monatomic” film of the poisoning substance over the active surface of the 
catalyst. Thus a very small amount suffices to reduce the activity of the cata- 
lyst very seriously. 

It is claimed by Merriam®° that if the burner gas reaches the converter 
without ever having been cooled to the condensing point of arsenic vapor 
or of sulfuric acid, these substances lose their power to poison a platinum 
catalyst. If this system be found practical, it will permit the elimination, 
at least in brimstone plants, of the expensive cooling, purifying and reheating 
operations customarily used to protect a platinum catalyst.®^ 

See Chapter 28. 

^cBerichte, 84 , 4069-4115 (1901). 

Wells and Fogg, loc. cit., pp. 150-151; 169-174; 181-183. _ 

Miles, F. D., “Manufacture of Sulphuric Acid” (Contact Process), D. Van 
Nostrand Co„ 1925, pp. 289-410. 

J. Soc. Chem. Ind., 4L 106 T (1922). 

°°Fairlie, loc. cit., p. 517. 

Thompson, Trans. Amer. Inst. Chem. Eng., ^7. 286 (1931). 
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Iron-oxide catalyst is not injured by arsenic, but it is such a weak catalyst 
that in practice it can only be used for partial conversions. ^ 

The first successful catalysts practically immune to poisoning by arsenic 
and by chlorine were those using vanadium pentoxide instead of platinum. 
Platinized silica gel, a catalyst recently developed, also has been found im- 
mune to arsenic. 

Vanadium Catalysts— As early as 1895 the use of vanadium catalysts 
was suggested for oxidation of SO 2 . The earliest patent covering this 
type of catalyst was granted to deHaen in Germany in 1900. As early as 
1904, Kiister recognized the freedom from poisoning of vanadium catalysts as 
compared with platinum. Although there was a considerable amount of in- 
vestigation of vanadium catalysts carried on in Europe before the War of 
1914-18, there seems to have been no particular interest in them displayed in 
this country, nor any commercial importance attained by them until after 
the War. Since 1920, America has taken the lead in this direction. 

At first, difficulties were experienced in the United States in the attempts 
to use vanadium catalysts and get commercial yields. These difficulties have 
been overcome within the last fifteen years by the development of new types 
of converters permitting closer temperature control, and by improved cata- 
lysts. These developments have resulted in a great increase in the relative 
number of contact-acid plants in the United States since 1927 and have revo- 
lutionized the American sulfuric-acid industry, since they have so simplified 
the contact-acid process as to permit the manufacture of 66® Be. (93%) acid 
more cheaply by dilution of contact-plant acid than by concentration of cham- 
ber acid. 

Composition of Vanadium Catalysts. The active agent in vanadium cata- 
lysts is vanadium pentoxide or salts thereof such as sodium vanadate. The 
chemical action is presumably reduction to one of the lower oxides of vanadium 
and re-oxidation to pentoxide. Commercial catalysts contain a '^promoter,'^ 
usually a compound of potassium, which very greatly increases the catalytic 
activity. The correct proportion between the promoter metal and the princi- 
pal metal (vanadium) is very critical.^^ Other promoter metals have been 
proposed, notably thallium,®^ calcium,®^ and barium,®^ also other vanadates 
such as silver,®^ copper,®^* and tin.®^ 

The completed catalyst, or "contact mass,” is in the form of granules or 
pellets the size of a pea. These granules (the "support” or "carrier”) must 
be porous to permit access of gas to the interior of the granule. However, 
they must be strong enough so that neither mechanical handling nor the strains 
caused by heating and cooling of mass or converter will fracture them or break 
off small particles. Such formation of dust or fines in a commercial converter 


Chap^li?^^’ ^ ^ * "Mechanism of Contact Catalysis,” Oxford Univ. Press, 1936, 

(in^G«man^998)^’ Formicheva, J. Appl. Chem., (U. S. S, R.) 10, 988-998 

Chem. Abs., 28, 5603, 4182. 

55 Maxted, E, B., "Catalysis and Its Industrial Applications,” London, 1933, 


^ectroohera., 41, 821 (1935). 
Maxted, L. B., and Hassid, N. J., J. Soc. Chem. Ind., Oct. 23, 1931, p. 400 T. 
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will choke the interstices between the granules and interfere with the uni* 
formity of distribution of the flow of gas, thus causing local overheating. 

The Selden Catalyst. The Selden vanadium catalyst and Jaeger's “auto- 
matic temperature control" converter are now marketed by the Chemical Con- 
struction Co., New York, as part of their standard contact plants. About 
seventy-five plants have been built in the United States and abroad. The 
catalyst is made as follows.^^ Kieselguhr is sprinkled first with potassium- 
silicate solution, then with potassium-aluminate solution, forming a jelly-like 
zeolite of potassium-aluminum silicate containing particles of kieselguhr. This 
is forced through a screen to form it into lumps, over which is then poured a 
thick solution or suspension of ammonium vanadate. This mixture is passed 
between rollers and through a screen. It is then formed under heavy pressure 
in a pill-making machine into pellets about ^o" diameter by long. The 
pellets are then heated in a stream of dilute SO^ and air, care being taken to 
keep the temperature from going above 500° C. 

The Monsa72to Catalyst. The Monsanto mass is understood to be made 
from ammonium vanadate, potassium hydroxide, and waterglass, with a car- 
rier such as kieselguhr. It is marketed as pellets of the same shape as the 
Selden mass. 

K. F. I. Catalyst. The General Chemical Co.'s “K. F. I. Catalyst" is said 
to be made by absorbing alkaline sodium-vanadate solution in a dry mixture 
of kieselguhr, potassium sulfate and gum tragacanth, neutralizing with sulfuric 
acid, drying, pelleting and calcining at 600° 

The Calco Catalyst. The “Calco" catalyst consists of large (%" to %") 
chips of natural diatomaceous earth, fired at 1000° C. to strengthen them, and 
impregnated with compounds of vanadium and of alkali metals. These chips 
are said to be less friable than catalysts made b}’’ pelleting powdered material. 
The Calco catalyst is claimed to give conversions as good as other vanadium 
catalysts; tests made in the senior author's laboratory have confirmed this. 

Chromium-Tin Catalyst — ^Recently there has been considerable activity in 
Russia to develop catalysts without vanadium. Cr-Sn-Ba is said to be as 
good as vanadiiun; for Cr-Sn-K and Cr-Sn-Fe, good conversions are also 
claimed.®-* They are said to be as resistant to poisoning as the vana- 

dium catalysts. 

Platinum Catalysts — ^The earliest work on the oxidation of SOj to SO 3 was 
done with platinum catalysts, and they have quite extensive commercial use. 
However, on account of the great cost of the platinum used in a contact mass, 
it is necessary that it be recoverable from a discarded or poisoned mass. Only 
three ^'carriers" have been found that permit this to be successfully done, 
viz., asbestos fibre, magnesium sulfate, and silica gel. 

’5 

Fairlie, loc. cit., pp. 414, 415, 

®®U. S. Patent 1,887,978. 

Fairlie, loc. cit., p. 415. 

®iU. S. Patent 1,862,825. 

®2Adadurov, I. A., J. Chem. Ind. (Moscow), 53-55 (1934). 

Adadurov, I. A., J. Appl. Chem. (U. S. S. R.), 7, 875-880 (1934); Chem. Abs. 
28 , 4182. 

Adadurov,I.A.,and Geraet, D. V., ibid., 8 , 606-610, 612-626 (1935) (in German 
611, 626-627). 

®®GerneL D. V., and IClnlun, A., ibid., 8 , 598-604 (1935) (in German 605). 
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Platinized Magnesium Sulfate (Grillo-Schroeder Mass). Magnesium sul- 
fate is calcined, ground fine, mixed to a thick cream with water, and again 
calcined in a red-hot pan with constant rabbling. This forms porous lurnps, 
hard and non-friable. Lumps of half-inch size are selected by screening, 
sprayed with platinic-chloride solution, and placed in the converter. On heat- 
ing, metallic platinum is formed. 

Another method is to mix the platinic chloride with the magnesium sulfate 
before calcining. This distributes the platinum better throughout the mass, but 
some platinum is lost in the screening operations. Both methods are described 
in detail by Miles and by Wells and Fogg.®’' 

In early plants, 26 to 28 troy ounces of platinum were used per daily ton 
of H 2 SO 4 ; by 1920, due to improvements in design, 13 ounces were found suf- 
ficient; nowadays, 5 to 6 ounces suffice. The concentration of platinum in 
the mass is usually 0.1 to 0.3%; in some plants, to avoid overheating in the 
first stages of the conversion, where the reaction is more intense, a less con- 
centrated mass is used there. 

Temporary poisoning by free chlorine does not ruin the mass; its activity 
can be restored by passing chlorine-free gas through it at high temperature 
for some hours. Slight arsenic poisoning can be removed by filling the con- 
verter while hot with chlorine gas and letting it stand a day, then passing hot 
gas for another day. For more severe arsenic poisoning, the mass is removed, 
sprayed with aqua regia, and replaced. Both of these methods depend on the 
volatilization of the arsenic as chloride. However, if the mass has been con- 
taminated by so great a quantity of arsenic that neither these treatments nor 
grinding and recalcining will permanently restore its activity, it must be dis- 
carded. In this case, of course, the platinum is recovered by dissolving in 
acids, reducing to metal, and redissolving as platinic chloride 

Platinized Asbestos. The preparation of platinized asbestos is simple in 
theory, but in practice is something of an art. Long-fibred asbestos, prefer- 
ably Italian, is washed with hydrochloric and nitric acids, then soaked with a 
10 % solution of platinic chloride containing a reducing agent, such as glucose 
or sodium formate, and heated.®® The asbestos is sometimes woven in the 
form of rope mats, sometimes merely fluffed into a loose mass. In the con- 
verter, the gas passes downward through a number of shallow layers of the 
asbestos, each layer supported on a perforated tray. Thus, the gas is well 
distributed. 

The amount of platinum required per daily ton of acid is about the same 
as with magnesium sulfate, having paralleled it as the art has developed. 
The asbestos usually carries 6 to 10% of its weight of platinum. 

Working on properly purified gases, a well-made asbestos mass should re- 
main in place 10 to 15 years. 

Chlorine poisoning is treated as for Grillo mass. Permanent poisoning re- 
sults if arsenic oxide reaches the mass; when this occurs, the mass (or at 
least the initial tray-loads) must be replaced by fresh mass. A slight poison- 

®® Miles, loc. cit., p. 132 ff. 

Wells and Fogg, loc. cit., p. 174 ff. 

®® Miles, loc. cit., pp. 140-144. 

J. Soc. Chem. Ind., 41 , 106 T (1922). 
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ing by arsenic can sometimes be cured by washing the asbestos with hydro* 
chloric acid. 

Platinized Silica Gel The ^^glassy” silica gel of W. A. Patrick has great 
promise as a carrier for platinum. It is made’'^ by mixing solutions of 
water-glass and of hydrochloric or sulfuric acid, both at the proper concen- 
trations, whereupon a clear, firm gel is obtained. This is broken into pieces, 
washed, and dried at 300® to 400® C. or under vacuum at 75° to 120 ° C. 
The product resembles broken glass in appearance, but has an enormous num- 
ber of ultra-microscopic pores. It is next treated with a reducing gas (e.g,, 
SO 2 or H 2 ) which fills the pores, then is sprayed with a platinum solution, 
and heated to form metallic platinum. As usually prepared, it contains Yg 
of 1% by weight of platinum; 1% to 3% ounces of platinum per daily ton 
of H 2 SO 4 are used. 

Chlorine has the same poisoning effect as on other platinum catal^'sts, and 
fluorine or hydrofluoric acid destroys the gel. However, it is said to be to- 
tally immune to arsenic. This property, and the small amount of platinum 
required, should make its use increasingly popular. 

Vanadium vs. Platinum — The question of the relative desirability of vana- 
dium vs. platinum as catalyst has been a highly controversial subject, and is 
still a complicated one. Until 1927, platinized asbestos and platinized mag- 
nesium sulfate were the customary catalj^sts. Vanadium was introduced in 
1927; with its freedom from arsenic poisoning it captured the market till the 
general economic depression of 1929. During this period, however, the price 
of platinum declined from $120.00 per troy ounce (January, 1926) to $36.00 
(January, 1931), and now (July, 1941) it is still $36.00. Recently, platinized 
silica gel, claimed to be immune to arsenic, has come on the scene. Obvi- 
ously, the question for any particular projected plant is "What catalyst will 
enable this plant to make the kind of acid required at the least cost, including 
interest and amortization?” 

A catalyst susceptible to arsenic requires apparatus for thoroughly purify- 
ing the gas. This is expensive to build, costs something to operate, and with 
most systems wastes all of the heat in the burner gas. However, if the plant 
in question is required to make arsenic-free acid, the gas must be purified 
anyhow, or care taken to use a brimstone practicall}'' free from arsenic, such 
as that of Texas. 

Platinum is expensive, but 85 to 90% of it is recoverable in salvage. Vana- 
dium catalysts are made from relatively cheap materials but, inasmuch as 
they were privately developed and are patented, royalty charges are high. 
Vanadium masses have little or no salvage value. The total cost of platinum 
catalyst m^er a period of j^ears can be much less or much greater than vana- 
dium cata^st, depending on the market price of platinum and the royalty 
charged for the vanadium catalyst. For example, for a plant to make 100 
tons of H 2 SO 4 per day \vith platinized asbestos at 5% oz. per ton, 550 
ounces of metallic platinum would have cost $19,250 in August, 1939, and the 
asbestos and the preparation of the catalyst would cost about $9000, making 
a total of about $28,250 without allowance for the salvage value of 85 or 

70 U. S. Patent 1,297,294. 

7iFairlie, loc. cit., pp. 392-397. 
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90% of the platinum. In January, 1926, with platinum at $120 per oz. in- 
stead of $35, this catalyst would have cost $75,000. 

It is often stated that vanadium catalysts cannot effectively handle gases 
stronger than 8% SOg, whereas platinum handles 10%, the latter enabling 
greater acid production in the same size plant. Proponents of platinum some- 
times state that the increased production is in direct ratio to the gas strength 
and that the only increased cost is that of the sulfur burned; obviously, these 
statements neglect the extra equipment and cost for burning the additional 
sulfur and handling the additional acid in process. It is also claimed that 
low gas-strength increases the resistance to gas flow in proportion to the square 
of the gas volume and thus greatly increases the power cost of gas handling. 
This is true in an existing plant, but if low gas strength is contemplated, the 
converters, heat exchangers, piping, etc., can be properly designed for it, in 
which case the increased volume of gas increases the power cost in direct ratio 
only. 

The conversions obtained in a new plant should be the same with platinum 
as with vanadium, given suitable gas strengths, proper quantities of catalyst, 
competent design of apparatus, and careful operation. However, vanadium 
partisans claim that during the course of years plants using poisonable plati- 
num catalysts usually find their conversion falling off. 

Dust in the gas gradually injures both vanadium and platinum masses by 
covering their active surface. With vanadium, this can be partly cured merely 
by removing the mass, screening it, and replacing it. 

Platinum, as will be set forth later, has a lower temperature coefficient 
of activity than vanadium, thus its effectiveness is not so easily disturbed by 
accidental variations in temperature. Also since platinum “ignites" (i.e., ini- 
tiates the catalytic reaction) at a lower temperature than vanadium, less pre- 
heating of the gas is required. 


GENERAL THEORY OF THE CONTACT REACTION 

The equilibrium conversion (i.e., the maximum conversion possible to ob- 
tain in infinite time) is dependent on a number of factors, viz.: 

1. The percentage by volume of in the entering gas. 

2. The percentage by volume of SO 2 in the entering gas. 

3. The pressure existing in the system. 

4. The temperature at the reaction zone. 

The closeness of approach to this equilibrium, being dependent on the 
velocity of reaction, is influenced by all of the above factors and also by: 

5. The “load-rate,” usually designated “space velocity,” i.e., volumes of gas 
per hour per unit volume of catalyst including interstitial voids. 

6. The linear velocity of the gas through the catalyst. 

The actual “velocity of reaction” of course decreases asymptotically to zero 
as the reaction approaches equilibrium. At any given distance from equilib- 
rium, it is inversely proportional to the “load rate” if linear velocity is kept 
constant, and according to some authorities ^2 jg directly proportional to a 

July' 
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fractional power of the linear velocity if load rate is kept constant. It also 
increases greatly with temperature up to an optimum temperature which is 
different with different catalysts. 

Equilibrium of the Conversion — ^According to Guldberg and Waage's "'law 


of mass action/^ the equilibrium of the reaction 2 S 02 -b 02 ' 
by the equation 

[S03]2 


^2SO 


K 


[SOsPdOi] 


>3 IS given 


(Eq. 1) 


in which [SO^], [SO 2 ] nnd [O^] are the partial pressures of the respective 
gases, or, unless the reaction occurs at other than atmospheric pressure, the 



Fig. 11. Equilibrium Constant of the Contact Reaction. 


percentages by volume of these gases in the mi.vture. K is a constant at any 
one temperature, but decreases greatly as the temperature increases. 

This equation can also be based on one molecule of SO^ and one-half mole- 
cule of O 2 , in which case it is written 


[SO3] 

[SOsldOsl^ 


(Eq. 2) 


The k thus defined has, of course, different numerical values from that in 
the previous equation. In using published values of the equilibrium constant, 
one must be careful to note what equation is used to define it. This equation 
may be transposed to 

[SO3] 


= 


(Eq. 3) 
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from which it is apparent that the ratio of SO3 to SOg and hence the per- 
centage 3deld, or '^conversion/^ at the termination of the reaction is greater the 
greater the percentage of residual oxygen. ^^Conversion'^ is the customary 
term for ''amount of SO^ oxidized, expressed as a percentage of the total SOg 
entering the process.” 

Several authorities have given different equations, based on experimental 
data, for predicting the value of at a given temperature. On the basis of 
experimental work done in our own laboratory, we have chosen the one given 
by Miles, viz.: 

logioA; = + 0.611 logioT - 6.7497 (Eq. 4) 

in which T is the absolute temperature. 

From this equation values of h were obtained which have been plotted 
against Centigrade temperature in Figure 11. 

Calculation of the Equilibrium. The results of laboratory tests and com- 
mercial work are usually expressed in "% conversion,” i.e., 

[SO3] 

[SO3] + [SO2] 

Then let 

a = % O2 in original gas 
b=% SOg in original gas 
100.r = % conversion 


and Eq. 3 can be algebraically transformed to 



(Eq. 5) 


From the form of this equation it will be seen that it must be worked 
backwards. That is, values for a, 6, and x can be assumed and the correspond- 
ing equilibrium constant computed. Then, from Figure 12, the temperature 
corresponding to that value of the constant can be read. 

In spite of much debate on the subject, it is now accepted as a fact^® 
that the equilibrium is the same for every catalyst; the relative "values” of 
different catalysts lie in their effectiveness in increasing the rate of reaction 
and hence enabling close approach to equilibrium by means of not unreasonable 
amounts of catalyst. First-class commercial plants usually attain within 1 or 
2% of the equilibrium conversion. 

Effect of Temperature on Conversion— Figure 12 was calculated, by the 
method outlined above, for 7% brimstone-burner gas, i.e,, the gas resulting 
from burning sulfur (not pyrites) in such a quantity of air that the resulting 
gas contains 7% SOg by volume. This gas will contain 13.99% Og, since 7% 

Miles, loc. cit., p. 100. 

74 Bancroft, Ind, and Eng. Chem., 16, 645 (1922). 

75 Taylor, G. B., Tenth Report of the Committee on Contact Catalysis, pp. 11-12 
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out of the original 20.99% 0 ^ that air contains has been used to form the SOj 
The effect of high temperature in reducing the possible conversion is clearly 
shown. However, since the velocity of reaction is with most catalysts about 
forty times as great at 500® as at 400® C., it is customary to pass the gas first 



over a very hot portion of the catalyst (above 500®), then over portions at 
successively mwer and lower temperatures (down to 400® or even 376® C.), 
and thus eventually high equilibrium is approached. Best utilization of the 
catalyst is obtaWd by converting about 93% of the SOg at temperatures above 
500® C. This subject will be amplified laten 

Effect of Ga^ Strength on the Equilibrium — The solid lines in Figure 13 
give the equilibria! ‘‘or those strengths of brimstone-burner gas and those tern- 
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peratures likely to be encountered in practice. These have been calculated 
from Figure 12. It will be seen that the possible conversions with weak gas 
(low SOj content) are somewhat greater than with strong. The dash lines give 
the equilibria, similarly calculated, for mixtures of SOj and air; these are 
higher because of the greater percentage of oxygen. 

Gases from a pyrites burner have lower equilibria than brimstone-burner 
gas of the same SO^ percentage, because some of their oxygen has been used 



Fig. 13. Equilibrium Conversion for Gases of 5 Per Cent to 14 Per Cent SO 2 . 
The solid lines are for gases produced by burning brimstone in dry air. The 
upper two lines (dashed) are for artificial mixtures of SO 2 and air. 


in oxidizing the iron. For instance, pyrites gas of 7% SO^ has approximately 
the same equilibrium curve as brimstone gas of 10% SO^. 

Optimum Strength of Gas. Computations by means of the reaction-rate 
equation discussed later in this chapter have been made by the junior author 
to determine the optimum strength of brimstone-burner gases between 6% 
and 10% SOj. These indicate that, to attain equal oomersions, the amount 
of catalyst required per unit of sulfur burned is somewhat less for strong gas 
than for weak, provided that the conversion required is not higher than a few 
tenths of a per cent below the equilibrium conversion of the strong gas. For 
conversions better than this, the weaker gas has the advantage. The reaction- 
rate equation used in these computations was deduced from various published 
experiments using platinum catalysts; hence it may not be strictly applicable 
to vanadium catalysts. 
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Strong gas^ of course, has also the commercial advantage that the volume 
of gas to be handled for a given amount of acid production is less, hence the 
gas-handling equipment is smaller and the power costs are less. 

Lunge states that the practical maxima are 11.23% SOg for brimstone 
gas, 8.59% for pyrites gas, and 8,12% for gas from '^blende'^ ores. Current 
practice considers operating maxima to be about 1% SOj less than these figures. 

The net result of all these considerations is that weak gas (7 to 8%) is 
desired only where extremely high conversion is preferred to a high rate of 
production, or w^here the peculiarities of the plant will not allow strong gas to 
be handled. The usual stumbling-block in the use of strong gas is insufficient 
cooling of the interior of the converter. 

Kinetics o£ the Contact Reaction — In an appendix to this chapter there 
is given a mathematical treatment, based on equations and constants deter- 
mined from experimental data, of the kinetics of the contact reaction. The 
general conclusions drawn from this work are given under the five headings 
below. Literature references are given in the appendix. 

Velocity of the Contact Reactioji, This reaction, like all catalyses of 
gases by a solid, includes five steps. Since these steps are consecutive, the 
slowest one determines the rate of reaction. The steps are: 

1. Diffusion of reactants, through the adjacent gas layer, to the catalyst. 

2. Adsorption of reactants on tlie catalyst surface. 

3. The chemical change, which occurs at the catalyst surface. 

4. Desorption of products of reaction from the catalyst surface. 

5. Diffusion of products of reaction away from the catalyst. 

The relation of these separate steps to each other is obviously dependent 
on the physical structure of the catalyst as well as its chemical makeup. 

The rate of progress of steps (1), (2), and (3), at any temperature, varies 
approximately in proportion to the concentration of SOo existing at the instant, 
whereas steps (4) and (5) are slower the greater the concentration. The 
temperature coefficient (the increase in rate with increase of temperature) of 
steps (1) and (5) is small, but of (2), (3), and (4) is very large. 

The effects of temperature and of concentration on reaction rate may 
therefore be different with different catalysts and different catalyst-carriers. 

Computations of Expected Conversions, The graph of ^^activity*' given 
in the appendix enables the '^specific activity" of any catalyst, at any certain 
temperature, to be approximately evaluated from a single experimental run 
(^r set of runs at the same flow rate and temperature), provided the experi- 
ment is controlled so as to give strictly isothermal conversion. Thus, by a 
few suitable sets of runs, one can quickly determine: (a) the relative activity 
of different catalysts, (b) the temperature coefficient of any catalyst, (c) the 
effect of linear velocity, i.e., the comparison between a broad shallow con- 
verter and a narrow deep one, and (d) the conversion to be expected at flow 
rates different from the one tested. 

Effect of Gas-Strength on Co 7 iversion, From any one laboratory or com- 
mercial run that stops short of equilibrium conversion. Tables 7 to 11 enable 

Lunge, G., "Manufacture of Sulphuric Acid and Alkali,” Gurney and Jack- 
son, 1913, Vol. I, Pai4 I, p. 391 ff. 
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the calculation of what the conversion would have been if the gas had been of a 
different strength, all other conditions remaining the same. For the tables to 
be strictly applicable, the runs must be isothermal. 



bOjrAir Mixtures vs. Burner-Gas. Laboratory work is often done with 
gases made by mixing SO, with air, hence richer in oxygen than burner-gas 
For any one run made with such gas, Tables 12 and 13 enable the calculation 
ot what the conversion would have been with burner-gas of the same SO 
content. ^ 


276 


INDUSTRIAL CHEMISTRY 


Temperature Coefficient of the Reaction Rate* Table 14 presents a list 
of temperature coefficients observed with various catalysts and at various 
temperatures. It will be seen that, at least up to 475° C., vanadium catalysts 
have a much greater temperature coefficient than platinum. In practice this 
is reflected in the lower 'flgnition temperature*^ of platinum catalysts. 

Temperature Rise Due to the Reaction, The reaction S0j, + 0 = S 03 is 
strongly exothermic. The heat developed at 18° C., according to the Inter- 
national Critical Tables, is 22.2 kilocalories per gram mol of SO^. At higher 
temperatures it may be expressed as 22.19 -f .000545t, where t is the centigrade 
temperature. This expression was formulated from the work of A. P. Beards- 
ley,^®® which correlated the I. C. T. value with figures calculated from the 
change of the equilibrium constant with temperature. This calculation fol- 
lowed Bodenstein*s method, but used more recent values for the equilibrium 
constant. Thus, in the presence of ample catalyst, the reacting gases will 
rise in temperature until equilibrium is reached. This effect is shown quanti- 
tatively in Fig. 14. The sloping lines show the theoretical course of the tem- 
perature rise due to conversion, assuming specific heats for air and SO^ as given 
in U. S. Bureau of Mines ^Technical Paper No. 445,** and that the specific heat 
(per unit weight) of the gas is the same before and after conversion. Other 
lines may be drawn, approximately parallel to these, noting that the slope is 
slightly different in the different regions of the chart. The four curves show 
the equilibria for 6 %, 8 %, 10 %, and 12 % brimstone-burner gases, i.e., the 
maximum attainable conversions at various temperatures. The '^example** line 
shows that 8 % gas at 410° C., already 45% converted, will be heated to 480° 
C. by conversion to 75%, and will reach equilibrium (91.7%) at 520° C. In 
actual plants, of course, the gases are cooled during the reaction to enable 
higher conversions to be reached. 

IWPES OF CONTACT PLANT 

The principal types of contact plants that have been used for making sul- 
furic acid arc: the Badische, the Tentelew, the Mannheim, the Grillo-Schroeder, 
and the Chemico-brimstone. All except the last will handle either pyrites or 
brimstone. For pyrites, which produces a dusty and impure gas, the gas- 
purification system must be much more elaborate than for brimstone, and 
involves cooling the gas to near atmospheric temperature. By the addition 
of such a S 3 '^stem, the “Cliemico** has been adapted to burning sulfide ores. 
The Tentelew and the Mannheim are now obsolete, and the Grillo-Schroeder 
is installed only for use on metallurgical gases. 

The Badische process cools and washes the gas with acid and passes it 
through coke filters, heat exchangers, converters containing fluffy platinized 
asbestos, and towers in wliich the SO 3 is absorbed in strong sulfuric acid. 

The Grillo-Schroeder is similar to the Badische except that the catalyst is 
platinized magnesium sulfate. 

The Tentelew is similar to the Badische except that the gas is filtered dry 
and washed \vith caustic soda instead of acid. 

7 ®® Beardsley, A. P., unpublished work. 

Bodenstein, Zeit. f. Elektrochemie, June 16, 
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In the Mannheim process, the hot gas is partially converted by an Fe^Og 
catalyst, cooled, passed through strong acid to absorb the SOg, filtered, heated, 
and sent to the final converters containing platinized mats of asbestos rope. 

The Chemico, since it does not use pyrites, omits the scrubbing of the gas 
and thus conserves heat and greatly simplifies the plant. It has other distinc- 
tive features which will be described below. 

Other processes are also in use at a few plants. The use of silica gel 
catalysts/7 non-poisonable by arsenic, simplifies the gas purification. ^ The 
Chemico converters and Selden mass, with a gas-scrubbing and purifying 
system including Cottrell precipitators for removing dust and acid mist, are in 


steam 



Fig. 15. Flow Diagram, “Chemico” Contact Acid Plant. 


use on smelter gases. The Montecatini Corp. (Italy) uses a vanadium cata- 
lyst and a heat-recuperating converter, the first stage operating at 550° to 
600° C., the second at 420°, like the Chemico system. 

The Chemico-Brimstone Process — flow diagram of a ^'Chemico” con- 
tact-acid plant employing the Selden converter is shown in Figure 15. The 
sulfur-burning equipment, including steam-heated melting pit, air blower, spray 
sulfur burner, and waste-heat boiler, has already been described. The air 
supplied to the burner is usually dried as completely as feasible, in order to 
avoid formation of HgSO^ in the converter. For this purpose it is usually 
passed through towers fed with acid of 66° Be. (93%). 

To remove dust mechanically carried over, the gas before entering the con- 
verter is passed through a filter tower packed with 3" or 4" lumps of quartz, 
since the dust, if carried into the converter, would mechanically clog the 
catalytic mass. In some late installations this tower is omitted. 

The Jaeger Converter, The Jaeger converter system (Figure 16) used in 
this process takes into account the temperature control required by the thermo- 
dynamics of the reaction. The system consists of two layers of catalyst in 
series, located in one cast-iron converter vessel. 

In the first layer, cooling elements consisting of closed-end tubes, each mth 

’^^Fairlie, loc. cit,, pp. 396, 642, 

78 Chem. Abs., 32, 5163 j Comelio, E., Chimica e Industria 20, 8-12 (1938). 
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an open-end tube inside it, are embedded as shown in Figure 16. The incom- 
ing gas flows up through the inner tubes and down through tlie annular space 
between the tubes, then enters a shallow layer of crushed quartz beneath tlie 
catalj’^st mass and so up through the mass. The mass is thus cooled through 
its entire depth by the incoming gas. If there were no resistance to heat 
transfer, this part of the converter would be perfectly self-regulating in tem- 
perature against fluctuations in gas flow, because the amount of cooling- 
medium (viz., the incoming gas) is always in direct ratio to the total heat 
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Fig. 16. The Jaeger Converter. 

developed by the reaction. Calculations by the junior author indicate that 
true radiation"^ accounts for 90 or 9o% of the heat transfer from the mass 
to the outer pipe, and for most of the transfer from the outer pipe to the 
inner. Since heat transfer by radiation between two bodies is proportional to 
the difference of the fourth powers of the absolute temperatures of the bodies, 
any slight increase in the mass temperature would cause a considerable in- 
crease in the heat transfer to the metal of the tubes. The heat transfer from 
the metal of the tubes to the gas takes place partly by radiation, SO„ being 
a radiating gas. Such part of the transfer as is due to convection is propor- 
tional to the 0.8 power of the gas velocity; therefore, this step of the transfer 
^vill nearly keep pace with variations in quantity of incoming gas. Thus it is 
claimed that an automatic temperature control is obtained without skilled 
supervision. 

The proportion of reaction gas flowing through the cooling elements is 
varied from the periphery toward the center in such a way as to compensate 
for the unavoidable cooling due to tlie external heat loss from the convertei 

7® For a discussion of heat transfer by radiation see Chapter 2. 
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shell- thus a more uniform temperature is maintained throughout each hori- 
zontal cross-section, a distinctive feature of this type of converter. 

The second layer of catalyst is pro\dded mth similar cooling elements; 
these utilize cold air. Thus a lower temperature (430° to 400° C.) is obtained, 
desirable to give a high equilibrium conversion in this the final section of the 

converter. r u ^ 

The graph in Figure 16 shows approximately the course of the temperature 

of the gas as it passes through the converter, leaving the mass at 400°, at 



which temperature a conversion of 99.33% is theoretically possible with 8% 
gas. Incidentally, the gas is shown as being further cooled to 350° after 
leaving the mass. As shown in Figure 17, about 96% conversion out of a 
total of 98% occurs in the first layer of the catalyst, Nevertheless, in the 
second la3’'er, because of the great decrease in reaction velocity caused by the 
lower temperature as well as by the nearness to equilibrium, a longer period of 
contact with the catalyst is required. The larger cross-section of catalyst in 
the second layer resulting from the less close placement of cooling elements 
(less cooling being required) assists in achieving this. Figure 17 is a presen- 
tation of the course of temperature and conversion that the design of this 
converter aims to accomplish. If we were to draw on this diagram a graph of 
equilibrium conversions corresponding to the temperatures given, we would 
find that by the time the gas has passed 25% of the catalyst it has reached 
the equilibrium (89%) for the temperature existing at that point, hence no 
more conversion is possible without cooling. We further find that, upon cool- 
ing, the gap between obtained conversion and equilibrium increases to 3% at 
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the halfway point of travel, then decreases to about at the conveyor 

exit* Obviously, an increase in the amount of cooling air used would tend to 
increase this gap and so increase the reaction velocity; on the other hand it 
would, by the action of the temperature coefficient, tend to decrease the reac- 
tion velocity. Thus tliere is an optimum air flow for any given conditions, 
which can be predicted approximately by calculation and determined finally by 
trial. 

The converters are built in various sizes up to a capacity of 70 tons H 2 SO 4 
per day. The 40-ton size is IOV 2 feet diameter and 16 feet high. For an 80- 



Fig. 18. Jaeger (Seldcn) Converter; Waste-heat Boiler in Background. 


ton or 120 -ton plant two or three 40-ton converters are connected for parallel 
operation from one sulfur furnace with one set of absorbing towers. 

Cooling and Absorbing the SO^ Gas, From the converter, the oxidized gas 
is cooled to about 150° C. in steel multi-tubular coolers. It then passes to 
one or more packed towers (Figure 19), where it is absorbed in acid. These 
towers can be so designed and controlled as to give acid or oleum of any de- 
sired strength. The operation and control of absorbing towers, and the meth- 
ods of obtaining acids of various strengths, are practically the same for all the 
various sorts of contact plants; this will be described later under the headings 
“Cooling the SO 3 Gas’^ and “Absorbing the SO 3 Gas.^^ 

Control. The plant is controlled from one central room W'hicli contains 
the recording and indicating pyrometers, SOg gas-analyzing apparatus, etc. 
Figure 20 shows a typical control room. The left-hand instrument is a multi- 
point recorder which by means of electrolytic cells records the strengths of 
the acids flowing in various parts of the plant. The two other multipoint 
instruments record gas temperatures in the converters and elsewhere. The 
large indicator shows the temperature of the sulfur furnace. The small indi- 




Fig. 20. Control Room of Chemico-Brimstone Plant. 


installed; these operate by measuring the thermal conductivity of the gas flow- 

mg t rough sampling chambers, but have not been completely successful in 
prcLctiic^* 
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This centralized control results in a sa^nng of labor so that onl}^ one oi 
two operatoi^ and a helper for wheeling sulfur, oiling machines, etc., are re- 



quired per sliift. Less grotJad space is required than for the older t3T)e3 of 
contact-acid plants and far hess than chamber ])Iants of equivalent capaclt^^ 
The Chemico Process for Pyrites or Smelter Gases — ^If pj’rites ore or 
smelter gases are used as the raw material, they must be freed of suspended 
solids to avoid mechanically clogging the catalyst and contaminating the acid 



SULFUEIC ACID 


283 


produced, not because of any danger of chemically poisoning the vanadium 
catalyst. Figure 21 shows the Chemico system of accomplishing this. To 
remove the suspended solids, the gases are passed through a cyclone dust- 
collector and then scrubbed with weak acid in a series of two towers. Next 
the gases are freed of acid mist by a Cottrell electrostatic precipitator, and 
finally dried in a packed tower by 93% acid. By these processes the gases are 
cooled below the proper temperature for admission to the converter. They 
are then heated in a heat exchanger by the heat of the gases leaving the con- 




Fig. 22. Diagram of Badische Process. 


verter. Commercial plants using Selden mass and converters are in opera- 
tion on such gases, and are producing a pure, clear acid with the same conver- 
sion efficiencies obtained in sulfur-burning plants. 

The Badische Process— There were few installations of the original 
Badische process. Litigation over the United States process patents led to a 
settlement between the parties involved, and the General Chemical Co. acquired 
the rights in the United States, but its plants, which had been built prior 
to the litigation, were not altered substantially after the settlement, as they 
had been developed independently to a rather high state of perfection. A 

schematic diagram of the General Chemical Co. form of installation is shown 
in Figure 22. 

Cooling the Gas. In Figure 22, A is a preliminary cooling and dust-separat- 
mg apparatus into which the hot burner-gas and steam are admitted and 
allowed to cool slowly. An old “chamber-process” chamber, into the first part 
of which some steam is injected, may be used. In this case steam is desirable 
rather than water, because the incipient condensation of water on the minute 
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suspended dust particles coagulates tlie particles and hastens their deposition 
Condensation on the walls keeps them free from dust and improves the heat-- 
transmission coefficient. 

Instead of this wet-waU chamber cooler, a dr}’’ cooler consisting simply of 
cast-iron pipes exposed to the atmosphere may be used. In some plants these 
pipes are enclosed, forming a heat exchanger to heat the cold purified gas 
going to the converters. In either case the dr}' cooler may be followed by a 
Cottrell for electrostatic precipitation of dust. 

The hot gas always contains a little SO 3 formed by the catalytic action of 
the rusty iron surfaces in the burner and elsenffiere, also some water which 
enters with the sulfur as well as in the atmospheric air. Therefore, it must 
not be cooled to its dewpoint in iron pipes, for if it is, the condensed acid will 
corrode the iron and may form arsine with any AS 2 O 5 present, causing poison- 
ing of the catalyst. The dewpoint of the gas is of course higher the more 
water it contains; a rough rule is to keep the gas above 275° C. while in iron. 

Scrubbing and Drying the Gas. The gas must be fairly well dried before 
entering the converters, to avoid tiie deposition of sulfuric acid therein and 
also the corrosion of iron pipes and apparatus. Sulfuric acid w'ill ruin a 
vanadium catalyst hy forming sulfates. A moisture content of 3 to 6 mg. per 
cu. ft. is considered good practice, though Miles prefers 0,6 to 2.0 mg. per 
cu. ft. (.02 to .07 gm. per cu. meter). However, a flight amount of moisture 
is necessary for effective conversion by platinum catalysts Russel and Smith 
have shown in the laborator}" that if the gases are dried over practi- 

cally no conversion occurs. 

For dr}'ing and scrubbing the gas, one or more washers or scrubbing 
towers B, fed with strong sulfuric acid, are used. In most plants, these have 
steel shells and are designed for acid of 92 to 98%.®- However, if the gas 
should remain in contact with acid of this strength for sufficient time to come 
to equilibrium therewith, its moisture content would be reduced to about .02 
mg. per cu. ft. The amount of acid must therefore be controlled so as not to 
overdry the gas. 

Another method, employed by the senior author, is to use large towers and 
a liberal quantity of 80% (61° Be.) acid. Gas brought to equilibrium with 
such acid will still contain about 6 mg. of water per cu, ft., therefore no control 
of acid quantity is needed. These towers are of acid-proof construction, lined 
with brick and filled with a packing of acid-proof shapes or quartz. They 
may have either steel or lead shells. For 80% (61° Be.) acid, the latter are 
more durable, although steel shells carefully protected by tight brick linings 
vffil last for years. The towers are equipped vith ample coolers for the acid. 
As the acid is used j ver and over again, it becomes weaker by the amount of 
vrater removed fronr the gas, and must be strengthened by adding stronger 
acid from the SO 3 absorbers. 

The towers also remove the residual dust and most of the arsenic oxide. 
For the remo\W of special impurities that occur in certain gases, such as 

Miles, loc. cit., p. 241. 

Chem. Soc\ (London), Trans. 77, 340 (1900). 

Fairlie, loc. citN, p. 352/ 
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fluorine, chlorine or hydrochloric acid, weaker acids may be used in the first 
tower.®^ 

Coke Filters. The gas is now picked up by the blower C, capable of forc- 
ing the desired volume of gas against a pressure of 5 to 8" of mercury. Most 
of this pressure is friction through the coke filters. The blower is driven by a 
motor Z>. 

With most ores, the gases are at this stage free from nearly all impurities 
except impalpable dust, entrained particles of acid from the washers, and the 
fume of H^SO^ formed by condensation. These particles and fume contain 
considerable arsenic oxide if there was any in the gas. The flue E carries the 
gas over to the bank of filters F built on the Kessler principle, i.e., slow, even 
filtration through a large cross-section. These contain crushed coke carefully 
sized and free from dust. The first layers consist of 4" lumps carefully laid 
by hand; on these is placed a 6" layer of sizes graduated to 
coke for a depth of several feet, grading down in size to about 1 mm. The 
area usually provided is 1 sq. ft. for every 85 cu. ft. of gas per hour. Down- 
ward circulation is best, so that when cleaning any one filter its top surface 
only need be stripped and replaced with an equal quantity of fresh coke. 
AVhen the gas is purified as fully as possible in the towers, such renewals are 
infrequent; their necessity is indicated by the stoppage of the draft. If the 
filters are working properly, a concentrated pencil of light of the intensity of 
direct sunlight is entirely invisible (Tyndairs test) when thrown through 
the gas before entering the contact mass. 

Heat Exchangers and Converters. From the filters F the gas is collected 
into the pipe G, which carries it over to a tee where it may be routed in either 
of two directions by the valves H and N. The greater portion of the gas 
passes downward through the inner tubes of the heat exchanger I, and thence 
via the pipe J through the inner pipes of a second heat exchanger K. Valves 
Ny Oj and P are provided for regulating the temperature of the contact mass 
in either converter by admitting a portion of the unheated gas. By the valve 
V, gas may be taken directly into the second heat exchanger K, and like- 
wise partially heated gas may be taken from the first heat exchanger 1 directly 
into the first converter ilf, if desired. 

From the second exchanger Ky the gas normally passes through the pipe L 
over and down into the first converter ilf . Entering this converter it is ex- 
pected to have a temperature approaching 400° C. and in this converter, 
which may be shorter than the other, about 80 to 85% of the conversion is 
expected to be carried out. Theoretically, 8% gas entering at 400° C. a con- 
verter of ample capacity and perfectly insulated against heat loss by radia- 
tion would eventually attain a temperature of 587° C. and a conversion 
(equilibrium) of 79%. Loss of heat by radiation to the atmosphere lowers 
the temperature and consequently raises the equilibrium conversion and so 
enables greater conversion. 

Leaving the converter at the bottom through the pipe Q, the gas passes 
across outside the pipes in the heat exchanger K and down through the pipe R 
into the second converter S. The second converter is made larger than the 

®sFairlie, loc. cit., p. 345. 
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first, and carries much more, and sometimes richer, platinized asbestos; this 
is required because the reaction is slowed by the low temi>erature and the close- 
ness to equilibrium. In this com’erter, an additional conversion of 15% will 
raise the temperature of the gases 35.5° C. (disregarding loss by radiation); 
therefore, if the gases are cooled to 400° or 420° by the heat exchanger K, 
they will not rise in the second converter S to a temperature so high as to 
prevent obtaining a satisfactory total conversion. Extremely careful regu- 
lation of the temperature is maintained at the entrance and various other 
points in the first converter. 

Each converter consists essentially of a vertical cylindrical shell di\ided 
into a number of superposed chambers by perforated cast-iron shelves. On 
each shelf is spread a layer of platinized asbestos. In some designs there are 
as many as 50 shelves, spaced V' apart and each carrying to ^4" of as- 
bestos; in others only a few shelves are used, with deep layers of asbestos. 
The gas passes from chamber to chamber through the asbestos, travelling 
downward to avoid lifting the asbestos. The advantages of the multi-shelf 
converter are that it distributes the gas and mixes it thoroughly, also that the 
danger of compacting a thick layer of asbestos is avoided. The disadvantage is 
the cost of constructing and filling, and especially the time required to refill it 
in case of damage by poisoning. 

The coal -fired heater Z is required wdien starring the plant, to heat the gas 
and thereby bring the contact material to tlie ignition point. It may be 
located an>T\diere along the pipe line H K P 0 L. It is provided with valves 
and connections so arranged that the gas ma}’ be bj'-passed through it at any 
time during the process when it is necessary to maintain a higher inlet tem- 
perature at the first converter. 

Absorption of SO 3 . From the second converter the gas passes to the first 
exchanger /, giving up the greater portion of its heat by heating the enter- 
ing gas. 

A water cooler or, in recent practice, a tubular air cooler T is required 
to bring the temperature of the gas down to the point (450° C.) w'here the 
SO 3 can be satisfactorily absorbed. The cooled gas leaves by the pipe U and 
passes up tlie absorbing tower F, where it meets a stream of 0S.5 to 99% acid 
at 50° to S0° C. flowing dowm over tlie loose acid-proof packing of the tower. 

Production of Acid. The acid from the bottom of the tow’er passes into 
the cooler TT^, from which is drawn the acid for sale. The waste gases from 
this tower go to the atmosphere. Sufficient acid for the circulation is run into 
the tank X; a centrifugal pump lifts this to the feed tank Y. whence it flow's 
b}^ granty to the tow'er V. Water (or w’eak acid from some other source such 
as a chamber plant) is added to the circulation, to make up for the acid with- 
drawm and so keep the circulating acid at the proper strength. The control 
and operation of the SOg coolers and absorbers wdll be described later. 

Costs. Little or no fuel need be used for the operation of the system. The 
actual cost of manufacture per 100 lbs. of H^SO^ as 9S% acid is sometimes even 
less than the cost of making 100 lbs. of H^SO^ as 52° Be. (65%) chamber acid 
at the same location, with the same price of ore and the same labor conditions 
Repairs compare favorably wdth the chamber plant. 
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Two units like the one illustrated in Figure 18, i.e., a so-called double unit, 
have a capacity of about 25 tons of 100% H^SO^ per day, and cost about 
$175,000. 

The Grillo-Schroeder Process — ^The most widely used platinum contact- 
process system in the United States has been the Grillo-Schroeder, Figure 23, 
which has been built in a number of ways. The various modifications are in 
design of the plant, rather than method. Much the same steps are, in general, 
employed in all the modifications. 

The plant shown in Figure 23, like the large U. S. government plants built 
during the World War of 1914-18, was designed without regard for heat econ- 
omy. These plants were in locations where natural gas was cheap, and in view 
of the extreme haste, simple gas-fired heaters were preferred to the more 
costly heat exchangers with their complications of piping. 

Cooling^ scrubbing^ and drying the gas can be done exactly as described 
for the Badische process. However, in the plant illustrated, the gas first 
passes through a tower fed with a heavy stream of 60° Be. (78%) acid, then 
through lead pipes cooled externally by water, and finally through another 
similar tower with 60° Be. acid. 

Coke Filters. A steel- or lead-pipe line carries the gas to a coke filter 
similar to the Badische type, then through ^'fine filters,"' which are usually 
made of cast iron and have layers of asbestos fibre or mineral wool. The gas 
from these filters is cool and free from dust and from most impurities, but still 
contains a little moisture unless 93 to 98% acid was used in the second tower. 
This moisture may now be removed in a final drying tower where the gas is 
scrubbed with 93 to 98% acid. This tower may form a little mist, so the gas 
is passed through another coke filter to remove it. 

Gas Heater. The gas is moved through the entire system by means of a 
positive-pressure blower located beyond this second coke filter. The gas is 
forced through a preheater in order to raise its temperature to the proper 
“ignition” point to initiate conversion by the catalyst, i.e., 380° to 400° C. 
The preheater in these government plants was a furnace fired with gas, con- 
taining cast-iron pipes through which the gas passes. In plants designed for 
heat economy this heating is done by heat exchange from the burner-gas. 

Converters. The usual Grillo-Schroeder converter is made of cast iron or 
steel and has 5 or 6 trays on each of which is placed a layer of contact mass 
9 to 12" deep. The mass is platinized magnesium sulfate in about lumps. 
Its preparation has already been described. The arrangement is similar to 
the Badische converter already described, but the gas passes upward. It will 
be obvious that in the plant illustrated the converters must be of recuperative 
design (i.e., self-cooled by the incoming gas), otherwise overheating and poor 
conversion would result. The converted gas (SO3) is cooled and absorbed 
as in other plants. 

Cooling the 1SO3 Gas. The treatment of the oxidized (SOg-bearing) gas to 
form acid or oleum of any desired strength is essentially the same in any type 
of contact plant. The SO3 leaving the final converter passes through the 
tubes of a steel multi-tubular cooler in which cold air is blown over the out- 
sides of the tubes. In modern practice the SOg gas is thus cooled to 150° C. 
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or somewhat less, and is then sent to the absorbing towers. Older practice 
in platinum-catalyst plants was to cool the gas further, to 40® C., in a water- 



cooled apparatus before sending it to the absorbers; some years later 70° was 
customary. Oleums of 40 to 45% SOg freeze at about 35° C.; therefore, at 
this temperature or below, the pipes may become clogged. On the other hand, 
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if the gas be sent too hot to the absorbing towers, contact mih. the acid therein 
forms a mist of HoSO^ which passes unabsorbed through the towers and es- 
capes to the atmosphere. Excessively hot gas also heats the acid to such a 
point that corrosion of the tower and piping becomes appreciable. 

Absorbing the SO3 Gas~-Mahing 98,5% Add, Whenever SO3 gas is 
brought into contact with water vapor, a fog of exceedingly fine droplets of 
H2SO4 is formed. This fog, once formed, is very persistent; it is practically 
impossible to remove it from the gas by any form of washing or absorbing 
tower. To absorb SO3 from gas, therefore, one should use acid strong enough 
and cool enough to have little or no water vapor over it, i.e., 98% or stronger. 
On the other hand, if the absorbing acid in the final tower has any appreciable 
partial pressure of SO3, just that much SO3 will be lost in the waste gases 
passing out of the tower; this acid should therefore not be much stronger 
than 99% without special cooling. These considerations thus dictate a strength 
of 98.5% for the acid in the final absorbing tower, and modern practice ad- 
heres closely to this. If the plant is designed to make only 98.5% acid, there- 
fore, one absorbing tower is all that is needed. 

Making Oleum, If oleum is to be made, the gas must pass through at least 
two absorbing towers, first one in which oleum is circulating, then one in which 
98.5% acid is used. The water or dilute acid required is added at the 98.5% 
tower, and the '^make^' or increment of acid from addition and absorption in 
this tower flows to the oleum tower. Since oleum absorbs SO3 rather slowly, 
the two-tower system is not sufficient for making oleum stronger than 20% 
(i.e., oleum containing 20% free SO3). 

For 30 or 35% oleum (and not infrequently for 20%), three or more ab- 
sorbing towers are used. They may all be arranged in series, the “make^^ of 
acid passing from one to another (counter-current to the gas) as it is strength- 
ened. Not infrequently the two towers nearest the converter are operated in 
parallel, especially if there are four or more towers in the train. 

It is possible to make 40% oleum in this way if the oleum tower is well 
cooled. Since oleum of this strength freezes at 35° C., it is only manufac- 
tured for purposes for which no other strength will answer. It is made prin- 
cipally by explosives manufacturers, who for their own use can mix it with 
nitric acid before cooling; this prevents freezing. 

Construction of Absorbing Towers, The absorbing towers are usually of 
steel plate with a lining of 2% to 4" of acid-proof brick. For a 120-ton 
Chemico plant they would be 11 feet in diameter and 28 feet high. They are 
filled with a packing of small stoneware “spiral rings” or other blocks shaped 
especially to expose a great surface; formerly, lumps of quartz or coke 
were used. 

Though not shown in Figures 13, 20 or 21, it is not unusual to pass the gas 
from the final acid-circulating absorption tower through another tower similar 
except that :t is run dry, i.e., without any acid. This tower serves to remove 
mist from the gas. The waste gas then carries away practically no SO but 
contains of course the unconverted SO,; e.g., if the burner-gas was 8% SO 
and conversion was 97%, the exit gas would contain 0.24% SO,. ^ 

5“* Fairlie, loc. cit., p. 228. 
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Distillation for Strong Oleum — To produce oleum of 66% SO3, such as 
is required for sulfonation in the manufacture of dyes and intermediates, a 
direct-fired steel still, having a condenser and receiver of steel, is used. The 
still is charged with oleum of 20 to 30% free SO3. A layer of similar oleum 
is placed in the receiver and kept thoroughly cooled and stirred during the 
distillation. When the desired strength of oleum is obtained in the receiver, 
the distillation is stopped. The residue in the still is weak oleum and may be 
returned to the contact plant absorbers. 

Purity of Contact Acid — l^Tienever acid of a high degree of purity and 
water-white color is required, there is no doubt as to the superiority of the 
contact process. Only by expensive distillation can ordinary sulfuric, acid be 
purified to be comparable with the usual contact acid. 

THE CHAMBER PROCESS OF MANUFACTURE 

History — In 1746, Dr. Roebuck constructed a lead chamber for the manu- 
facture of sulfuric acid by an intermittent process. Steam was first used in 
the chamber in 1774; air was admitted continuously for the first time in 1793. 
Progress was rapid after the invention of ^‘lead burning” (welding) in 1838. 
The Gay-Lussac tower for the recovery of oxides of nitrogen was invented in 
1827, but was not put into practice till 1842; even up to 1867 the majority 
of plants were not using it. The Glover tower, for de-nitration, was first 
built in 1859 and was generally adopted by 1870. Modern developments have 
been chiefly concerned vith certain improvements for reduction of costs, such 
as more effective methods of cooling the chambers which enable a reduction 
in their size. Otherwise the process has not changed much since 1870. 

General Description of Process — Clear understanding of the chamber 
plant is more easily obtained by first considering the general method of carry- 
ing out the process and then noting modifications of process and of apparatus 
that are made in practice at one point or another. The basis of all chamber 
plants, no matter how modified, is that, in a mixture of sulfur dioxide and 
water vapor in proper proportions and at suitable temperature, the presence 
of certain oxides of nitrogen (collective!}^ referred to as ^^niter”) causes the 
oxidation of SOj to SO3; the latter then combines with water to form H0SO4. 

Chemistry of the Chamber Process — The chamber process might be clas- 
sified as catalytic inasmuch as the oxides of nitrogen which are required to cause 
the formation of 2H2SO4 from 2SO2 + 0^ -b 2H2O are not present in the 
finished product. However, it is perhaps more exact to consider it as a cycle 
of several successive chemical reactions. In the history of the process, several 
theories have been propounded as to what the intermediate reactions are. 

Lungers original theory is still sound in principle, though now be- 
lieved to give only a part of the picture. He stated that the intermediate 
product was nitrosyl sulfuric acid (SO-NH or SOo'OH-ONO or HSOg'NOg). 
The ‘^chamber crystals” sometimes found in the chambers (when the watei 
supply is insufficient) have this composition. 

Chapter 28. sTBerichte, 67, 3323 (1S88). 

®oj. Chera. Soc., 47, 470 (1885). 
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Lunge and Ernst Berl later announced an intermediate product between 
SO 2 and SO 5 NH. This they called sulfonitronic acid, SOgNH,. Since it is 
violet-blue in color it is now commonly called 'Violet acid”; its formula is 
sometimes written 112804 * NO or H 2 SO 3 ■ NOg. 

In 1935, E. Berl, 89' 90 ^ result of further research directed toward high- 

pressure synthesis of sulfuric acid, further modified the reactions, as follows; 

(1) 2NO + O 2 2 NO 2 In the gas phase 

(2) SO 2 + H 2 O H 2 SO 3 On the gas-liquid surface 

(3) H 2 SO 3 + NO 2 (HzSOONO 

(4a) 2{H2S0^)N0 +^02 + (NO 2 ) 2S06NH + HzOCNO) " 

(5a) 2S06NH + SO 2 + 2 H 2 O 2 (H 2 S 04 ) - NO + H 2 SO 4 

(4b) (HsSOONO H 2 SO 4 + NO In the liquid pnase 

(5b) 2S06NH + H 2 O 2 H 2 SO 4 + NO + NO 2 

(5c) SO 5 NH + HNO 3 H 2 SO 4 + 2 NO 2 “ 

Oxygen, by equation (1), rapidly converts NO (colorless gas) to NOg 
(actually NgO^, red gas). In the presence of small amounts of SOo, as at the 
chamber exit, the reaction stops at 50% completion, so that the oxides of nitro- 
gen at this point can be regarded as N 2 O 3 . 

Equations ( 2 ), ( 3 ), (4a) and (5a) show the production of H 2 SO 4 on wetted 
surfaces, with formation and decomposition of violet acid and nitrosylsulfuric 
acid successively. 

In the body of the liquid, the same results are obtained via equations (2), 
(3), (4b), (5b) and (5c). Violet acid decomposes completely, by equation 
(4b), in sulfuric acid of 50% strength or less, but is quite stable in acid of 80% 
or stronger. 


GENERAL DESCRIPTION OP A CHAMBER PLANT 


Although the chamber process evolved by the slow methods of trial and 
error long before the fundamental chemistry was known, the steps involved 
make up a logical and simple procedure for carrying out the various reactions. 

The three essential parts of the plant, after the burners, are; the Glover 
tower, the chambers, and the Gay-Lussac tower. 

The process comprises six steps: 

1. Sulfur dioxide gas is produced by combustion of sulfur or sulfides. 

2 . "Oxides of nitrogen” (NO and N^O^) are made, usually by catalytic 
oxidation of ammonia. 

3. The hot burner-gas passes up through a "Glover tower” down which is 
flowing the "nitrous vitriol” produced in Step 5. The hot gas drives out the 
oxides of nitrogen from the vitriol, and is cooled. Some oxidation of SO^, and 
consequent formation of H 2 SO 4 , also occurs. 

4. The gas and the nitrous oxides obtained from Steps 2 and 3 enter the 
"chambers,” where steam and water are added and sulfuric acid of 50° to 54 ° 
Be. (62 to 68 %) is formed by oxidation and hydration of the SOg. 

5. The residual gas passes up through the "Gay-Lussac towers,” down 
which flows cool 60° Be. (78%) sulfuric acid; in this cool acid the oxides of 
nitrogen are soluble and so are absorbed, forming "nitrous vitriol.” 


88 Z. Angew. Chcm., 19, 807-819; 857:869; 881-894 (1906) 
89 Trane. Amer. Inst. Chem. Eng., SI, 193 (1935). 
90Chein. and Met. Eng., 41 , 571 (1934). 
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6. The 50® acid formed in Step 4, unless sold as such, flows down tho 
^‘Glover tower” of Step 3, as does also the nitrous vitriol; it is thus partly 
concentrated, and forms acid of 60° Be. (the final product of the plant) while 
the nitrous gases return to the cycle. 

Flow of the Gas — ^The general arrangement, in plan and in elevation, of a 
conventional chamber plant is shown in Figure 24. From the burner dust- 
catcher (1) the gas is forced by the blower (2) up through the packed Glover 
tower (3). In some plants the blower comes after the Glover as shown at (4); 
sometimes it is assisted by another blower (12) later in the process. 



Fig. 24. Arrangement of a Chamber Plant. 


Next the gas passes in scries through three or more “lead chambers” (5), 
(7), (9). The gas contains some water evaporated out of the acid in the 
Glover tower, and water is sprayed into the chambers; thus liquid acid is 
formed in the chamber by cooling and condensation, both on the walls and as a 
mist or rain in the body of the chamber. The chambers are simply large 
rooms w'hose walls are of sheet lead hung from a steel or wooden framework. 
Originally the:;e chambers were of enormous size; but it was later discovered 
that the principal value of the large size w^as in dissipating to the atmosphere 
the heat of the reaction (SOo + + H^O H^SO^ 4- 54,000 calories, i.e., 

approximately 1000 BTU per pound of H^SO^) and thus that smaller chambers 
would suffice if externally cooled, as by water flowing over them. 

Some large plants, to assist in cooling and mixing the gases, interpose towers 
(9), (8), (10), the gases passing through a tower after leaving each chamber. 
The towers may be empty or, better, packed with lumps of quartz or ceramic 
shapes. Cold w’ater or dilute acid is fed in at the top, cooling the gases and 
supplying H^O for the further formation of acid. 

The modern tendency is to use more and smaller chambers, so as to m- 
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crease the mixing effect and to increase the inside surface for reaction and the 
outside surface for cooling. 

The SOg is now practically completely reacted to H 2 SO 4 , Next comes a 
cooling device consisting of either towers ( 11 ) or a long flue. 

Next the gases pass up through the Gay-Lussac tower or towers, usually 
two in series, (13) and (14). In these the down-flowing acid dissolves and 
abstracts nearly all the nitrogen oxides from the gases. From the last tower 
the gases are discharged into the atmosphere. 

Flow o£ Liquids — ^Having followed the passage of the gas through the 
plant, we shall now consider the flow of the liquids. The sulfuric acid formed 
in the last chamber ( 9 ) collects on the floor of the chamber, being the weakest 
(48° to 60° Be., 59 to 62%) acid made in the system. It is also the purest, 
as explained below, and can be drawn off for separate concentration when a 
purer than ordinary chamber acid is required. Generally it flows into the next 
preceding chamber ( 7 ), where it is slightly strengthened by the stronger acid 
made in the warmer chamber. It is also slightly contaminated in (7), espe- 
cially in a pyrites-burning plant, by the greater quantity of dust, ASoOg, etc., 
in the fresher gas. It will also pick up a little more lead from the action of 
the warmer acid on the chamber walls. From there it passes to the first 
chamber ( 5 ), finally reaching 52° to 54° Be. (65 to 68 %). Thence it may be 
partly withdrawn for sale as '^Chamber Acid^' or taken to the storage tank (15). 

Most or all of this acid is elevated from the tank to the top of the Glover 
tower (3) and run in along with the nitrous vitriol. At first it becomes stronger 
by admixture with the nitrous vitriol, then diluted by the upcoming steam. 
Meeting the SOg of the burner gases, the nitric acid and nitrosylsulfuric acid 
are decomposed and the resulting oxides of nitrogen are carried up by the 
burner-gases. As the acid trickles down, it is heated by the hot gases and thus 
becomes concentrated, flowing from the bottom of the tower into coolers (16) 
at a strength between 59° and 61° Be. (76 to 79%). This is the '^Glover- 
tower acid,^' salable as such. When pyrite is used, this acid contains most of 
the arsenic and dust not held back by the dust-catching devices *(1). It gen- 
erally contains a little SO 2 but is nearly free from oxides of nitrogen, though 
it is quite capable of dissolving them readily when cold. 

A portion of this strong acid, after cooling, is elevated to the top of the 
final Gay-Lussac tower (14), where it trickles down against the flow of out- 
going gases, thus dissolving and recovering the final portions of the nitrous 
gases. It is then sent to the preliminary Gay-Lussac (13), where it similarly 
meets the gases from the chamber and becomes ^'nitrous vitriol.” From the 
bottom of the preliminary Gay-Lussac it flows to a storage tank (18), whence 
it is sent to the top of the Glover. 

The quantity of acid pumped around the circuit of the Glover, final Gay- 
Lussac, preliminary Gay-Lussac, and back to Glover towers may be from one 
to four times the amount of acid produced by the plant. To enable better 
control of temperatures and densities, the pumps and piping are so arranged 
that part of the efflux of any tower may be returned to the top of the same 
tower, thus increasing the circulation on that tower. This is found particularly 
useful on the final Gay-Lussac tower. 
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CONSTRUCTION AND FUNCTION OF THE APPARATUS FOR CHAMBER PROCESS 

Step No. 1 : Preparation of the Sulfur Dioxide Gas — The making and 
cleaning of the sulfur-dioxide gas has been described earlier in this chapter. As 
there explained, it is customarily made richer than for the contact process 
(about 10 % if made from brimstone) and need not be so thoroughly cleaned 
unless ver}' pure acid is to be made. Inert dust, such as unbumed sulfur, can 
be settled out in the chambers as sludge. Dust of metallic oxides merely forms 
soluble impurities in the finished acid. 

Step No. 2 : Making the “Niter-Gas*' — ^The chamber process involves a 
continual loss of oxides of nitrogen, since the efficiencj’ of their absorption in 
the Gay-Lussac towers is only about S5%. Formerly, the oxides of nitrogen 
were replenished by “potting niter” or by adding nitric acid, but commencing 
in 1926, the great majority of American chamber plants have turned to the 
oxidation of ammonia for this purpose. 

In “niter-potting,” sodium nitrate and 60° Be. sulfuric acid are heated in 
cast-iron pots, forming nitric acid and other nitrous gases and (as by-product) 
“niter cake.” The latter, a mixture of NaHSO^ and Na^SO^, can sometimes 
be sold, but often is a 'waste product. The pots are sometimes (for economy) 
placed in the bumer-gas flue; sometimes (for better control) separately fired. 

The ammonia-oxidation process merely burns NH 3 gas catalj^tically by 
passing it, mixed with air, through a heated platinum gauze.® ^ It gives a more 
uniform and easily controlled supply of a purer g<as, avoids the trouble of dis- 
posing of niter cake, and in most localities is cheaper in operation. 

Step No. 3 : The Glover To’vver — The functions of this tower are to cool 
the burner-gases, release the oxides of nitrogen from the nitrous vitriol, concen- 
trate the chamber acid and generate steam. Incidentally, the SO^ is partly oxi- 
dized and some H^SO^ is formed. 

The burner-gas should enter the tower at 425° C, to 650° C. Higher tem- 
peratures damage the tower; lower temperatures decrease the efficiency of de- 
nitration of the nitrous mtriol and render difficult the concentration of Glover 
acid to 60° Be. Careful thermal design of the incoming gas flues and the dust 
separators (and dust precipitators, if any) is relied upon to obtain the proper 
cooling. Tliis involves calculating the proper balance between the insulation, 
the exposed surface, and the amount of gas to be cooled. 

In operating the Glover tower, the inflow of chamber acid is regulated so 
that the acid discharged is 60° to 61° Be., or a trifle lower in verj' cold 
weather. Sometimes water may have to be added to accomplish this. The 
inflow of nitrous vitriol is regulated to obtain the proper composition of the 
exit gas. This gas\ (SO 2 , SO 3 , N^, O., NO, NgOg, N^O^, and steam) issues from 
the Glover tower at a temperature of 70° to 110 ° C. and is conducted through 
a lead flue to the blower or to the lead chambers. 

Constructioji of wover Tower, The modern Glover tower is essentially a 
tall, square, brick chamber (e.g., 10 to 15 feet square and 30 to 40 feet high), 
loosely filled for most\of its height with packing or checker-work of brick or 

See Chapter 8 . \ 
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tile. The hot gases flow up, and the acids flow down, through the packing. 
All the masonry is of ''acid-proof brick, laid in "acid-proof” cement. 

The walls are usually of uniform thickness (17 to 21 inches) from top to 
bottom. They are usually stayed together by external tie rods. Because of 
the great weight of packing, a foundation of reinforced concrete is generally 
used. This is raised about twelve feet off the ground to permit the acid to 
flow by gravity to the coolers. For protection of the concrete against spilled 
acid, an apron of 6-pound sheet lead (i.e., having a weight of 6 lbs. per sq. ft.) 
is spread over the foundation. A pan of 30- to 60-pound lead, with edges 
turned up 18 to 24 inches, is constructed over the apron. The pan is com- 
pletely protected by a brick lining, the floor layer being three or more courses 
thick. The tower itself is built in the pan, its walls making a tight seal to the 
upturned edges thereof. A design formerly in common use made the pan ex- 
tend a couple of feet out beyond the tower on all sides, forming a moat into 
wliich the acid flowed; this facilitated cleaning out sludge, but the fumes from 
the hot acid were a nuisance. 

Inside the walls of the tower, heavy brick supports in the form of arches 
or pillars hold up the masonry grid on top of which the packing is laid; this 
leaves a space for the distribution of the gas. The packing is sometimes made 
up of special shapes carefully arranged (a hollow ring or hexagon with an in- 
ternal helix is one favorite), sometimes of irregular pieces dumped in. It 
should be more loosely stacked in the lower part of the tower, because the 
hot gases require more cross-sectional area. 

The roof of the tower is of 12-pound lead, hung from external steel sup- 
ports. The packing stops about 4 feet below the roof, leaving a space for gas 
collection and for the installation of the acid-distributing pipes or sprays or 
splash-plates. These spread the acid uniformly, and are supplied from a mix- 
ing box which is connected with two tanks at the top of the tower; one tank 
contains chamber acid, the other Gay-Lussac acid (nitrous vitriol). 

The gas-outlet flue, made of lead, is connected into the roof. The gas-inlet 
flue, made of ‘masonry, enters the tower 18 or 20 inches from the floor at a 
steep downward pitch to minimize the effect of spattering acid. The acid out- 
let is an opening in the wall of the tower, level with the floor, through which 
the acid flows into a lead box lined with masonry and overflows through a 
Duriron pipe. A damming arrangement lifts the level of the acid sufficiently 
to seal the opening in the tower wall. The outlet conducts the hot acid to the 
acid coolers. 

Usual design provides 200 to 350 cu. ft. of packed space per ton of sulfur 
per day. A rational evaluation of the required volume should be based on the 
strength of the gas as well as the amount of sulfur burned, and should take 
into account the wetted surface of the packing 

Before 1914, when the Chemical Construction Co. introduced the all- 
masonry tower into this country,®^ Glover towers were completely sheathed in 
lead supported by a structural steel frame, and the walls were thinner toward 
the top. Other types of construction still sometimes used are: (1) circular or 
octagonal plan instead of square, (2) large quartz lumps as packing, gradu- 

*^2Zeisberg, Chem. and Met. Eng., 21, 765 (1919). 

®sFairlie, Joe. cit., p. 169. 
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ating smaller toward the top, (3) cast-iron inlet flue instead of brick, (4) tim- 
ber framework to support the lead sheathing. For detailed descriptions of this 
and other forms of Glover towers, see older edition.^ of this Manual or consult 
the reading list at the end of this chapter. 

Add Coolers. The acid leaving the Glover tower will be 130° to 160° C.; 
it must be cooled for storage or for use in the Gay-Lussac towers, and to en- 
able it to be handled in lead. The ordinary acid coolers are open vertical cylin- 
drical lead tanks supported by a steel framework and filled with coils of lead 
pipe through which cold water circulates. Sometimes the^' have external water 
jackets to prevent corrosion of the tank-walls; if not, it is advisable to line at 
least the first cooler with “acid-proof” masonry. The acid-inlet pipe is of 
silicon-iron and dips belo^v the surface of the acid in the cooler to avoid ex- 
cessive fuming. At least three coolers, arranged in cascade for gra\dty flow, 
are usually employed. 

Add Pumj)s, Blow cases (“acid eggs”) and air-lifts "were formerly the only 
feasible method of elevating acid. They are now practically superseded by 
motor-driven centrifugal pumps. The latter may be of ordinary cast iron, 
high-silicon cast iron, bronze, hard lead, ceramic, glass or rubber-lined iron, 
according to the composition and temperature of the acid to be handled. 

Step No. 4: Lead Chambers — Classical Type. The classical lead chamber 
is merely an enormous room, whose w'alls are of sheet lead exposed to outdoor 
air circulation but protected from rain b}" a roof. The walls and top are thin, 
usually weighing 6 pounds per square foot; the bottom, 10 to 15 pounds. The 
sheets are attached at short intervals to a steel framework. The chambers 
may be 20 to 30 feet wide, 20 to 30 feet high, and 50 to 150 feet long. A small 
plant may have three or four of these, a very large plant, twelve. They are 
placed at least 7 feet apart to permit air circulation, and are raised 10 or 12 
feet off the ground to permit inspection and repair of the bottoms and pro- 
vide gravity flow for the acid effluent. The volume of chamber-space pro- 
vided was formerly 24 cubic feet per pound of sulfur burned per 24 hours; 
nowada.vs, by careful control and ^^ith at least square foot of external sur- 
face per cubic foot, 7 cubic feet per pound is sufficient in ordinary w^eathcr 
and 6 cubic feet in winter.^"* This unit, cubic feet per pound of sulfur per day, 
is often designated “space rate,” though actually it is the reciprocal of a rate. 
Greater output can be obtained by increasing the amount of niter in circula- 
tion, but the loss of niter in the exit stack will be greater unless the Gay-Lussac 


towers are increased in size. 

Pure water is sprayed into the tops of chambers by means of atomizers. 
The walls are provided with thermometers and vrith devnees for sampling the 
acid and measuring the depth of acid on the floor. Hydrometer readings are 
taken frequently and the w’ater feed regulated accordingly. Sometimes each 
chamber has a sight glass for observing the color of the gases. The connecting 
flues may be located in various ways, except that inlet and outlet of a given 
chamber should be on different levels, e.g., left and right, bottom and top. 

Inter- Chamber Towers — Many plants abroad have towers or columns of 
varioiis sorts between the chambers to aid in cooling and mixing the gases. 
Their value in the long run is questionable. If packed, and fed with exter- 


^^Fairlie, loc. cit., p. 189. 
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nally-cooled acid, they increase the output capacity of the chambers in pro- 
portion to the added cooling effect, but this effect can be more cheaply ob- 
tained in other ways. The added resistance to gas flow also increases power 

^ ^New Types of Chambers— -Many modifications of the chamber have been 
developed, some with notable success. These are principally directed toward 
reducing the cost of the plant by providing better cooling and better mixing. 
Some dispense with void chambers and use only packed towers. The best- 
known of these chambers are the Mills-Packard, the Gailiard-Parrish, the 
Raiding chamber, the Dior chamber, the Pratt process (obsolescent), the Wol- 



Fig. 25. Mills-Packard Water-cooled Chambers. 


skel plant and the Schmiedel-Klencke roller-boxes. Among tower processes may 
be mentioned the Anaconda packed-cell process, the Opl tower process, and 
the Petersen tower process. Operation of the reaction chambers and towers 
under high pressure has been proposed by Berl and others. Several of these 
systems will be described below; for descriptions of the others, consult the 
reading list at the end of this chapter. 

Mills-Packard Water-Cooled Chambers — This system uses moderate- 
sized lead chambers cooled by water flowing down their external surfaces. The 
coefficient of heat transfer from walls to flowing water being much greater than 
from walls to air as in the conventional chambers, a much smaller wall surface 
suffices to carry away the heat of reaction due to a given acid-production rate, 
even in installations where the water is recirculated through a spray pond or 
cooling tower, and hence comes to the chambers not much cooler than the 
atmosphere. 

A chamber-volume of 2.25 to 2.75 cubic feet per pound of sulfur burned 
per day is claimed to be sufficient in two of the plants operating in the United 
States; the chamber-volume thus is only about one-third as great as the best 
air-cooled chambers. 

In order that the water may spread out to form a continuous sheet cover- 
ing the entire walls, they are slightly sloped outward from top to bottom. The 
shape of the chambers is a frustrum of a cone, 40 to 50 feet high and 20 to 
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35 feet in diameter; the chambers more recently built are divided into halves 
by an alley, tlie walls of which also slope and are water-cooled. The slope of 
the walls in early designs \vas 1:8, i.e., one foot outward in 8 feet of height; 
this has been gradually reduced to 1:32. Early plants had horizontal gutters 
attached to the walls at vertical interv'’als of about 7 feet, to redistribute the 
water; these have been eliminated in later designs. The walls are supported 
at interv^als by straps hung from a steel framework. No housing or building is 
required, as the sheet of water flowing over the lead walls is found to be suffi- 
cient protection against thermal disturbance by sun or rain. The total con- 
struction cost is said to be less than half that of conventional lead chambers 
of the same output; the ground occupied is also said to be less than half. 

The metal temperatures of the lead walls are of course lower than in an air- 
cooled chamber, because of the higher coefficient of heat transfer on the outside 
of the walls. This promotes the thermo-circulation of the gas within the cham- 
ber and the formation of liquid acid on the walls. It should also reduce the 
rate of corrosion of the lead; tests have shown a loss of 6 to 10 ozs. per sq. 
ft. in 8 years’ service of a lead wall weighing 7 lbs. per sq. ft.®^ 

Gaillard-Parrish chambers, used abroad, are approximately cylindrical, 
22 to 50 feet diameter by 45 to 70 feet high. In the top are placed one or more 
centrifugal ‘"dispersers,” each driven by a vertical motor whose shaft passes 
through the roof. These dash an umbrella-shaped shower of cool chamber acid 
against the walls all around, forming a curtain thereon to cool them and pro- 
tect them from the gases. To keep tliis curtain spread out, the walls are usu- 
ally made sloping inward from top to bottom. The splashings also form a fine 
mist which falls through the gases to the bottom. The acid is collected from 
the bottom, cooled to 40° C., diluted to 50° Be., and carried back to the dis- 
persers, Down-drafting seems to be best. Three chambers in series are the 
common set-up. The rating is 2.75 to 3.50 cu. ft. per pound of sulfur per day. 

Schmiedel-Klencke “Roller-Boxes” have been effective!}" used in com- 
bination with regular chamber systems. They are long lead boxes each fllled with 
three fluted rollers rotating at 250 to GOO r.p.m. The gases pass longitudinally 
through the bo.xes, and the rollers, dipping into the nitrous vitriol in the bot- 
tom of the box, throw it into the gas stream in the form of a spray. The 
complete Schmiedel-Klencke process, of which these boxes formed a part, com- 
prised other novel features in apparatus and in process, but has not been en- 
tirely successful 

The Anaconda Pa eked -Cell Process dispenses with chambers and uses 
packed towers instead, each divided into compartments by partitions. The vol- 
ume of these totals about one cubic foot per pound of sulfur per day. Cooling 
is achieved by copious circulation of acid which is too dilute to absorb oxides 
of nitrogen. Addition of water maintains the acid at a proper dilution. The 
niter concentration used is about three times that usual in chamber plants. 

Ernst BerTs High-Pressure Process was suggested by him as a result of 
an extensive research,^^* The reactions here referred to are given earlier in 

ospairlie, Chem. and Met. Eng., U, 728 (1937). 

Trans. Inst. Chem. Eng., (British) 5, 34-41 (1927). 

97 Trans. Amer. Inst. Chem, Eng., SI, 193 (1935). 

9® Chem. and Met. Eng., 4L 571 (1934). 
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this chapter under the heading ^'Chemistry of the Chamber Process " Berl 
states that at atmospheric pressure, reaction (1), viz., 2NO + Og 2 NO 2 , is 
much the slowest of the series, hence determines the overall velocity of the 
group of reactions. Being a trimolecular gas-phase reaction, its velocity is pro- 
portional to the cube of the pressure. At high pressures the effect of this 
reaction is nearly suppressed and reactions (4a) and (5a) govern the velocity. 
At a pressure of 13 atmospheres, he obtained a production rate equivalent to 
3 tons of 60® Be. acid per 24 hours per cubic meter of chamber space. This 
rate is equivalent to 0.022 cubic foot per pound of sulfur per day, viz., about 
300 times the production per unit volume that is customarily obtained in lead 
chambers. The Gay-Lussac tower would also be much smaller than usual. 

The assumption that the velocity of reaction (1) will be proportional to 
the cube of the pressure is of course valid only if the reverse reaction is negli- 
gible, i.e., at the commencement of the forward reaction. But since the NO^ 
pobnnerizes instantly to N 2 O 4 , we can write the reaction as: 2NO + Oo ^ ^ 20 ^, 
and near equilibrium the velocity would be approximately proportional to the 
square of the pressure. Berl finally concludes that the overall reaction rate is 
proportional to the square of the pressure, and by extrapolation to 33 atmos- 
pheres, deduces, even for a plant of large production, a chamber small enough 
to be feasibly constructed to withstand such pressures. Of course, the dissipa- 
tion of the heat of reaction, and the difficulty of constructing the compressors 
and other pressure-tight equipment out of acid-proof materials, would consti- 
tute serious problems of design, Berl states that at 50 atmospheres the heat of 
reaction would be sufficient to concentrate the 60° Be. acid to 66 ° Be. 

Step No. 5: The Gay-Lussac Tower — ^The construction and packing of 
the Gay-Lussac tower is essentially the same as that of the Glover tower. It may 
be built with walls of sheet lead, either bare or lined inside with “acid-proof^^ 
brick, or of masonry alone. The purpose of the brick lining in a lead tower 
is to take the lateral thrust of random packing. Self-supporting (stacked) 
packing needs no tower lining. If a tower is built of lead lined with brick, 
provision must be made for free circulation of acid between the lining and the 
brick, otherwise pockets of nitrous gases will become oxidized and corrode the 
lead.°^ 

The cross-section may be round or octagonal, but is usually square. Ap- 
proximately twice as much packed space is required in the Gay-Lussac as in 
the Glover. Since it is usually desirable not to have the Gay-Lussac taller 
than the Glover, there are ordinarily two or more of the former connected in 
series. 

For efficient operation of the towers, the system should be kept cool; the 
gas should not be hotter than 60° C., the acid not hotter than 35° to 40° C. 

Control of the Chamber Process— Mter Control. As might be expected, 
niter (i.e., mixed oxides of nitrogen) is the important variable. A temporary 
cessation of niter supply ^vill cause a rapid fall of temperature in the first 
chamber, as much as 20° C. in a few hours, simultaneously reducing the 
strength of acid produced. The percentage of niter in the gases has a great in- 
fluence on temperature, because, within wide limits, it controls the rate of pro- 

^oFairlie, “Sulfuric Acid Manufacture,” p. 224. 
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duction of sulfuric acid without necessarily affecting the ultimate yield of acid 
or the consumption of niter. The simplest indication of niter conditions is the 
color of the gases. In the first half of the travel (cubical space) through the 
chambers, the niter is all in the reduced form (colorless NO), About the mid- 
dle of the travel, if the process is working properly, a faint tint (yellowish 
N 2 O 3 ) appears, and in the latter part of the last chamber a distinct red (NgOJ. 

To prevent loss of *^red gas"' via the final vent-stack of the Gay-Lussac, it 
is necessary to adjust the supply of niter in the chambers so as to maintain a 
minute amount of SO^, in the gas entering the front Ga 3 ^-Lussac. An excess 
of niter also speeds up the reaction in the front chambers and increases unduly 
the strength of the chamber acid. 

A deficiency of niter is even more objectionable than an excess. It is indi- 
cated by paleness of the last chamber, decreasing nitrous strength of Gay- 
Lussac acid, and possibly by red fumes in exit gases. The serious consequences 
of deficiency are: decrease of production, SO^ escaping to the last chamber in 
too great quantity, with moisture, preventing proper formation of NOoHOSOo; 
reduction of niter to N^O, not recoverable; passage of niter as NO with SOj 
to Gay-Lussac; decrease of absorption, which, added to decomposition of ni- 
trous vitriol b)’ SOo, leads to loss of niter both in bottoms and at exit. Thus 
a deficiency rapidly becomes worse; in fact it is possible that vdthin an hour 
or two the recovery of niter may completely cease and the plant have to be 
shut down with a loss of 3 to 6 hours' time. 

The amount of niter in process is controlled by adjusting either the inflow 
of nitrous vitriol to the Glover tower or the rate of adding fresh niter to the 
front chamber. 

The observation of the color of the gases, especially in the last chamber, is 
the traditional method of studying the operation of the chambers; but, unfortu- 
natel}^ by the time the colors have visibly changed, the sj^stem is already seri- 
ously out of balance. A method tliat more quickl}^ indicates a departure from 
normal operation is to observe the temperature difference between two fixed 
locations in the travel of the gas through the chambers, e.g., the first chamber 
and the middle one. The more niter in the gas, the greater will be the tem- 
perature difference. A two-pen recording thermometer or pyrometer will draw 
a record of these temperatures on a chart, and can be arranged to control 
automatically the rate of supply^ of nitrous vitriol or of fresh niter gas. 

A. M. Fairlie has developed a method of control by means of 

systematic determinations of the SO., content of the gas at various parts of the 
plant. His criterion is the ratio beUveen the SO., in the Glover entrance gas 
and that in^ one of the carly^ chambers. He say’s, '^The oxidation of sulfur diox- 
ide, and consequently the diminution of the SO^ percentage, proceeds the more 
rapidly'^, the greater the quantity'’ of nitrogen-oxy’gen compounds present in the 
gas mixture, in proportion to the sulfur dioxide present, and converse^. To 
control the process efficiently^, then, is to introduce at the front of the plant 
such a quantity^ of niter as m\\ induce oxidation of the sulfur dioxide admitted 

^ 0 ° Fairlie, A. M., Trans. Amer, Inst. Chem. Eng., 9 , 319-332 (1916). 

Fairlie, ^'Sulfuric Acid Manufacture,” pp. 272-280. 

102 U. S. Patents 1,205,723 and 1,205,724. 
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at that rate of speed found by experience to yield the highest recovery of niter 
in the niter-absorption apparatus.” 

Loss of Niter. A certain loss of niter is unavoidable, but inasmuch as it is 
an important item in the manufacturing cost of the acid, every effort is made 
to reduce its amount. Careful control of the process, a liberal circulation of 
acid over the towers and the avoidance of forcing the plant greatly beyond its 
normal capacity are the requisites. Niter is traditionally calculated as “NaNOg, 
96% pure,” even though actually obtained by oxidation of ammonia. On this 
basis, the loss in brimstone plants usually amounts to between 2 and 4% of 
the weight of sulfur burned. In plants using pyrite or metallurgical gases it is 
50% greater, because the weaker gas requires more niter in circulation per unit 
of sulfur. 

Control of Water. The strength of the acid being made in the chambers is 
continually observed at drip-spouts. It is controlled by regulating the rate of 
admission of the water sprayed into the chambers. According to Ernst Berl,^°® 
the velocity of oxidation of SOg by nitrosylsulfuric acid (SO5NH) in the pres- 
ence of sulfuric acid, is greatest when the latter is 57.5% (46.7° Be.); also 
“violet acid” (SOgNHg) decomposes fastest at 60 to 65% (48^^° to 52° Be.). 
Hence the value of keeping the acid formed in the chambers within this range. 
Moreover, if the acid became stronger than 68% (54° Be.) it would hold out 
of the reaction zone considerable nitrosylsulfuric acid in solution. Such acid 
would be unsuitable for sale as “chamber acid” ; it would also strongly corrode 
the lead pans. If the acid became too weak, the Glover tower would not be 
able to concentrate it sufficiently; there would also be a tendency to form nitric 
acid, which would corrode the lead. 


CONCENTRATING SULFURIC ACID 


Summary — As we have set forth earlier in this chapter, by far the cheapest 
method of strengthening the output of a chamber plant is by mix in g it with 
contact acid, oleum, or even sulfur trioxide.^“'‘ However, in industrial plants 
where large quantities of weak acid are formed as by-product and have to be 
concentrated for re-use, the addition of sufficient contact acid would produce a 
surplus amount. In these cases, concentrating by evaporation is necessary. 
The “sludge acid” from oil refineries is the principal instance of the use of this 
by-product. “Spent acid” from organic nitrations is also important. 

In the construction of apparatus for concentrating sulfuric acid it must be 
noted that different strengths of acid have different corrosive properties, as set 
forth earlier in this chapter and explained in the appendix. At boiling temper- 
atures, even when reduced by vacuum, lead is safe only up to 80% (61° B6.). 
Steel and ordinary cast iron will withstand cold acid, in absence of strong agi- 
tation, if the acid is not weaker than 65 to 75% (52° to 58° Be.), but, if the 
temperature reaches 50° C., the acid must be at least 93% (66° Be.) to form 
the necessary protective coating of sulphate. Boiling acid above 80% (61° Be.) 
IS handled by the brittle high-silicon cast irons (14% Si) or by “Hastelloy D’ 


571 (1934). 

Gilchrist, Refiner, 9 ( 9 ), 85 (1930). 
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(85% Ni, 10% Si, 3% Cu, 1.5% Al), though alloys of Fe-Si-Cr or Ni-Cr can 
be used, and of course platinum, gold, glass, quartz or ceramics. 

It will be seen from Table 6 that the boiling points of the stronger sulfuric 
acids are very high, and that to reduce the boiling points to commercially feas- 
ible levels requires the use of high vacua or low partial pressures. Both sys- 
tems are in commercial use. The high-vacuum processes use closed steam- 
heated vessels equipped with condensers. The partial-pressure systems work 


TABLE 6 — BOILING POINTS OF SULFURIC ACID, DEG. C. 
AND COMPOSITION OP VAPOR 


Per Cent ^2*804 

by )Veighl 

Absolute Pressure, inches Ilg: 

Vacuum, inches Ilg: 

Deg. 

Be. 

In 

Liqitul 

In Vapor 


Zeis- 

Thomas 

29 92 

3.92 

J,92 

0.92 

0.52 

0.32 

0.12 



herg 

and 

Barker 

0 

26 

28 

29 

29.4 

29.6 

29.8 


30 




57 

43 

28 

20 

16 

-7 

26.37 

40 



116 

63 

47 

32 

23 

18 

-3 

mm 

50 



126 

72 

56 

41 

31 

23 

4 

41.38 

60 



141 

87 

71 

56 

46 

38 

18 

48.48 

70 



164 

no 

93 

77 

67 

59 

39 


75 

1 


181 

126 

109 

92 

82 

73 

53 


80 

2 


201 

143 

126 

108 

98 

89 

6S 


85 

4 

1 

225 

164 

146 

127 

116 

107 

85 


90 

16 

8 

256 

194 

174 

156 

143 


111 


93 

37 

' 25 

276 

; 213 

193 

174 

161 

151 

’ 128 


95 

55 

48 
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232® 

211® 

191® 

176 

164 

143 

a 

96 

66 

61 

312® 

241® 

220® 

199® 

184 

173 

152 

a 

97 

78 

76 

324« 

251® 

229® 

208® 

193 

182 

161 

a 

98 3 

98. 3 

98. 3 

338 

264® 

242® 

220® 

205 

194 

172 

a 

99 23 


100 

313*’ 

244*^ 

223^ 

202^ 

187^ 

175'’ 

153^ 

a 


° Above 60° the Baum6 reading does not increase fast enough to be a useful indication of strength. 


at atmospheric pressure and blow large quantities of heated air through or over 
tlie acid, thus simultaneously heating it and reducing the partial pressure of 
its vapor. 

Table 6 also gives figures from two difTerent sources on the composition of 
the vapor given off by sulfuric acids of various strengths. Acid of 9S.3% 
H^SO^ is a constant-boiling mixture, giving off vapors of the same percentage 
composition as the liquid, hence this is the strongest acid that can be made by 
any evaporative method. 

Notes on Table 6 — ^The boiling points, except as noted, are abridged from 
data given by the National Lead and by Otto Mantius.^°® Those 

marked ^^b” were computed, and those for 90% and 93% were checked within 
a few degrees, by means of graphs of log p vs. l/(T-30) which were plotted 

Fairlie, “Sulfuric Acid Manufacture,” p. 609. 

^®®Otto Mantius, private communication. 
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from the work of Thomas and Barker at 180° to 295° C. and of another 
experimenter at 25° to 70° C. The boiling points marked “c” were^ computed 
by similar plots correlating Mantius’s figures with those listed under "b.” Since 
Thomas and Barker’s work was done by determining the weight of H^SO^ and 
of H2O evaporated by air-streams, the plots of pressure are subject to uncer- 
tainty due to partial dissociation of the H^SO^ vapor. 

The figures in the column headed “Zeisberg"' were obtained from his pub- 
lished curve for percentage composition of vapors at atmospheric pressure, 
assuming that the percentages are by weight. Those headed 'Thomas and 
Barker” were calculated from the weights of H^SO^ and HgO found in their 
original experiments. This calculation does not involve partial pressures. (We 
have discarded two readings, apparently doubtful, at very low pressures.) 
Their work was done on acids of 89.2 to 99.2%, and at temperatures rang- 
ing down to ISO"" C. For the acids of 95 to 99%, no definite trend of vapor 
composition with respect to temperature is shown. For acids of 89.2% and 
91.2%, the percentage of H^SO^ in the vapor at 180° to 190° C. is less than 
half what it is at 220° to 260° C. E. Mantius states that at temperatures 
below 195° C. practically no HgSO^ is found in the vapor of acids below 95%. 

Recovery of Oil-Refinery Sludge-Acid— kludge-acid, separated from the 
oil-bearing refinery sludge by treatment with water and steam, contains hydro- 
carbons, naphthenes, phenols, tars, etc. Some varieties of oil require steam- 
treating in an autoclave at 50 to 150 lbs. pressure to remove as much of the 
hydrocarbons as possible by volatilization and charring. The open-tank treat- 
ment gives acid of 35 to 45% HgSO^, the autoclave 40 to 50% or even up 
to 49° If vacuum evaporation is to be used, the acid should then be 

allowed to stand in storage tanks to allow heavy impurities to settle out and 
foam to be skimmed off. 

A strength corresponding to about 65° Be., varying according to the charac- 
ter and quantity of the impurities and the temperature of the treatment, is the 
maximum to which heat-concentrating of these acids is commercially feasible. 
Beyond this, the reduction of H^SO^ to SO2 by the hydrocarbons and suspended 
carbon becomes serious. Note that the Baume gravity of these dirty acids is 
greater than pure acid of the same strength, on account of dissolved sodium 
sulfate and other salts and suspended carbon; 66° Be. acid may contain 88 to 
92% H2SO4, instead of the normal 93%.^^- 

Vacuum Evaporation — Simomon-Mantim. Of the vacuum evaporators, 
the best-known is the Simonson-Mantius, made by the National Lead Co. It 
is made in two types, one for producing 80 to 83% acid (about 61° to 63° 
Be.), the other for 93% (66° Be.) to 97%. Both of these types consist essen- 
tially of a closed vertical cylindrical shell with internal steam-heating tubes. 
The shell is of steel lined with lead, inside of which is an acid-resisting masonry 
lining to protect the lead. Since the brick lining is a good heat insulator, the 
metal shell is kept cool by the outside atmosphere, and thus is less corroded 


and Barker, J. Chem. Soc., 127 (2), 2820ff. (1925). 

Chem. Eng., U, 1-11 (1922). 

E. Mantms, private communication. 

Petroleum,’^ Oxford Univ. Press, 1938, pp. 2765, 2766 
Sulfuric Acid Manufacture,” p. 293. 

The Science of Petroleum,” p. 2766. 
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by the acid. It also permits the metal to accumulate a jprotective coating of 
sulfate, which would otherwise be scrubbed away by the circulation of the 
boiling acid. For boiling acid stronger than 90%, it is even possible to omit 
the lead lining if two thicknesses of brick are used. 

When using high vacuum, the condensing system consists of a large steam- 
jet vapor compressor, discharging into a counter-current barometric condenser. 
The air and incondensible gases are drawn out of this condenser by a two-stage 
steam ejector having the usual intercondenser between the stages. The water 
and condensed vapor from the barometric condenser pass away through a drop- 
pipe. This disposes of the evolved acid vapor, which would otherwise create 
a nuisance, but it is, of course, lost. The amount of acid thus lost is stated to 
be less than 1% of the product when concentrating to 93%, or less than 3% 
when concentrating to 97 %. im Theoretical calculations based on the vapor- 
composition figures of Thomas and Barker, from Table 6, give 0,7% and 2.7% 
loss for 93% and 97% respectively; based on the Zeisberg figures, these losses 
would be about 1.6% and 3.9%. However, on tlie assumption that the acid- 
richness of the vapor evolved by acid of a given strength is less at tempera- 
tures below 195° C., the losses at high vacuum may be considerably less than 
these figures. 

The evaporators for the 30 to 83% product are made in sizes producing 5 to 
70 tons per day. They are heated by coils of heavy-walled lead pipe, using 
steam at about 45 lbs. gage (145° C. steam temperature). For single units, 
batch-wise operation is used, as is customary with all high-concentration single- 
effect evaporators. 

For larger installations, two or more units are used, operated continuously; 
each unit is divided into four compartments through which the acid flows in 
series. This arrangement, equally with batch-wise operation, ensures that the 
greater part of the evaporation is done from acids of comparatively low boil- 
ing points. With condenser water at ordinary temperatures (e.g., 25° C.), pro- 
ducing a vacuum of 28", the boiling point of 80% acid is 126° C.; thus there is 
a temperature difference of 19° C. available for heat transmission through the 
coils, which should give a fair evaporating rate up to the end of the opera- 
tion. As the acid strength increases and its boiling point consequently rises, 
the evaporating rate will of course fall off unless the vacuum or the steam 
pressure be increased. For instance, to boil 82% acid at the temperature as- 
sumed above (126° C.) would require a vacuum of 28.5" and consequently 
cooling water 6° cooler than for 80% acid. 

The evaporator for higher acid strengths (up to 97%) is illustrated in Fig. 
26. These are made in sizes producing 10 to 120 tons per day, and are oper- 
ated batch-wise. They are heated by closed-end tubes of silicon-iron, using 
steam at 150 lbs. gage (186° C.), or of ^'Hastelloy D” using steam at 300 lbs. 
gage (217° C.) or Dowtherm vapor at 20 lbs. gage (304° C.) . Very high vac- 
uum is needed to reduce the boiling point of these strong acids sufficiently 
below the 'steam temperature to obtain a reasonable rate of evaporation. For 
instance, 97% acid, at an absolute pressure of 0.2" of mercury, boils at 172° C., 
giving only 14° temperature difference for 150-lb. steam. With 300-lb. steam, 

^^^Fairlie, ^^Sulfuric Acid Manufacture/^ p. 326. 

Otto Mantius, private communication. 
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drawn over the surface of the acid, or better, are bubbled through the acid, 
which is agitated by the flow of the hot gases or by bubbling a little compressed 
air through it. The acid is drawn off by overflow pipes at the end of the pan 
opposite the tower. The gases from the pan flow up the tower, heating and 
partly evaporating the fresh acid flowing down and giving up the strong acid 
fume carried from the pan. The gases leaving the tower, containing some acid 
mist, are then passed through a Cottrell electrostatic precipitator. These con- 
centrators were built to produce acid as strong as 9S% though the majority 
are operated to produce 93%. 

Sludge-acid, unless very thoroughly purified, will foam when the concen- 
tration reaches 70% (55° Be.). This i.s largely due to reduction of the acid 
to SOo by suspended carbon wliich begins to form, by decomposition, at about 
this strength. Adding dilute acid to hot acid of this strength wall also cause 
foaming.^ This foaming would give trouble in a tower-and-pan concentrator. 
It is therefore preferable to use tw^o such concentrators, one producing acid of 
about 65% (52° Be.) which is then cooled, settled, skimmed and sent to the 
tow’er of the second concentrator. 

Other forms of concentrator w’orking on the tow’er-and-pan principle, but 
different in construction, are the Kessier, the Galhard, the Kalhperiy, tk 
Trepex, etc.^^^ The Glover tower of a chamber plant also acts as a concen- 
trator of this type. 

Direct-Fired Concentrators — ^The oldest concentrators w’ere pans or stills 
of various sorts heated by a fire or by the pyrites burner. If heated from an 
independent fire, they were usually arranged in a “cascade/^ consisting of a 
large number of basins arranged like a flat staircase of twenty or thirty steps. 
Each basin has a lip by wdiich the acid overflows into the neighboring basin on 
the next step below'. The acid is fed continuously at the top and the finished 
acid overflow's from the last step. The low^er portion of the cascade is hooded 
to carry off fumes. The furnace is under the low’cst step, and the gases travel 
under the steps counter-current to the acid. According to the strength and 
purity of acid desired, the pans w^ere of cast iron, lead, silicon-iron, porcelain, 
glass, ^Vitreosil” (fused quartz), platinum, or gold-lined platinum. The low 
coefficient of heat transfer from the hot gases to the pans demanded a large 
area of pans for even a modest output, thus requiring high initial cost. This, 
added to the incessant expense and nuisance of breakage or corrosion, has ren- 
dered these systems obsolete, except that cascade pans of vitreosil are still in 
use for small tonnages of very pure acid. 


APPENDIX 

A — HANDLING SULFURIC ACID 

Corrosive Properties of Sulfuric Acid on Materials of Construction 
Sulfuric acid wdth commercial impurities attacks practically all metals under 
one condition or another. The attack on lead is slow for cold acid less than 

ii«“The Science of Petroleum,'' p. 2767. 
i^Fairhe, '‘Sulfuric Acid Manufacture," pp. 316-320. 
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95%. At boiling temperatures, however, or even at the moderate temperatures 
used when boiling acid at high vacuum, lead is safe only up to concentrations 
of 80%. Steel and ordinary cast iron are vigorously attacked by dilute acid, 
but strong acid forms a coating of sulfate which protects the metal from fur- 
ther attack unless violent agitation of the acid washes away the coating. In 
practice, the attack of quiet acid on iron or steel, in the cold, is slow for acid 
exceeding 65% (52° Be.), and commercially negligible above 75% (58° Be.). 
Acid of 93% (66° Be.) is commercially stored in steel tanks at temperatures 
up to 50° C. (122° F.), or, if perfectly quiet, 60° C. (140° F,). Oleum can 
be distilled in steel vessels. 

Acid above 80% (61° Be.) at high temperature was formerly handled in 
platinum, gold, glass, fused silica, “chemical” stoneware, or “acid-prooF^ brick, 
but in recent years a number of acid-resisting alloys have appeared on the 
market, some of which resist very well corrosion by hot and cold, and both 
strong and dilute, sulfuric acid. Notable among these are ferro-alloys of silicon 
and chromium, certain nickel-chromium or nickel-silicon alloys and (for acid 
up to 80%) a number of malleable bronze alloys, especially aluminum bronzes. 
The most resistant of these alloys are the high-silicon cast irons, known com- 
mercially as Corrosiron, Duriron, Tantiron, etc., containing 14 to 15% silicon; 
these are resistant to all concentrations of sulfuric acid at all temperatures.^^® 
They possess the disadvantages of being very brittle, not malleable, and can 
only be made as castings and can be machined only by grinding. “Hastelloy 
D” (85% Ni, 10% Si, 3% Cu, 1.5% Al) has similar properties but a much 
higher tensile strength. The usual “stainless steels” (containing 18% chromium 
and 8% nickel) are resistant to cold sulfuric acid of all concentrations, includ- 
ing oleum, if the acids contain dissolved air; but, if the acids are air-free or 
boiling, failure will occur. However, by greatly increasing the percentage of 
nickel, and in some cases the chromium, there have been obtained fairly hot- 
resistant alloj^s of quite good strength, malleability, and machineability. They 
are obtainable as castings and in certain rolled forms. 

Monel metal in the cold resists air-free sulfuric acid up to about 85% 
(64° Be.); air-saturated acid between 50% and 85% is well resisted and below 
50% almost as well; above 85% the attack increases rapidly. Temperature up 
to 105° C. does not increase the attack by air-free acid, but somewhat in- 
creases attack by air-bearing acid. Boiling acid above 76% (58° Be.), since it 
has oxidizing properties of itself, seriously attacks Monel even in absence of air. 

Tellurium lead (0.04 to 0.10% Te) is said to be much more resistant to 
sulfuric acid corrosion than pure “chemical” lead, and much stronger and 
tougher .120 Qne large chamber, at least, has been built of it; this was in the 
South in 1934. Calcium is said to have an effect similar to tellurium, “Hard” 
lead, alloyed with antimony, while not as resistant as pure lead, is much stiffer; 
it is used for pumps, valves, etc. “Regulus metal” is lead alloyed with both 
antimony and tin; it has higher tensile strength than ordinary hard lead. 


Jv and Worthington, R., ^'Corrosion Resistance of Metals and 
Alloys/’ Remhold Publishing Corp., New York, 1936, p. 275. 

P' also International Nickel Co., “Bulletin T-3” 
McKay, loc. cit,, p. 202; Fairlie, “Sulfuric Acid Manufacture,” pp. 51-52. 
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Platinum is slightly attacked by boiling 93% acid, and more so by 98%; 
platinum pans used for evaporating such acids were often lined with gold.^^i 

Gaseous acid, water vapor, SO^, and small quantities of SO 3 do not affect 
either lead or iron, but condensation must be avoided or the strength of the 
condensate carefully considered. Liquid or dissolved SO 3 , however, sometimes 
has a peculiar action on cast iron, appearing to enter the pores and disrupt 
the casting, sometimes with a violence approaching explosion. Steel, semi- 
steel and, to some extent malleable iron castings, may be used as substitutes 
in this case. Corrosion of genuine wrought-iron pipe by liquid acid is much 
less than that of steel, but it is to be remembered that the pipe ordinarily 
sold as wrought iron is realh^ steel pipe. 

The great hygroscopic action of sulfuric acid is an important factor in the 
corrosion of steel and iron vessels and pipes. If air is allowed free access, the 
acid rapidly dilutes itself by absorption of moisture from the air and corrosion 
proceeds quickly. Where iron and steel are used, therefore, air should either 
be dry or, as far as possible, excluded. 

For further information about the corrosion resistance of special alloys con- 
sult the items in the ‘‘Reading List” at the end of this chapter. 

RubbcT-eoated metal is useful for some purposes as it resists acid up to 
50% (41° Be.) and up to about 85° C. The coating is applied by rubber- 
manufacturing companies. As applied to a steel tank, it forms a one-piece 
lining protecting all joints, rivet-heads, etc. The impeller of a centrifugal fan 
can be similarly coated and the fan casing lined. 

Asphalt mastic forms a satisfactory’^ floor surface around tanks or wherever 
acid may be spilled. It is usually applied by means of heat as a coating one 
inch or thicker on a brick or concrete floor. 

Silica (quartz or pure silica sand) is unattacked by sulfuric acid of any 
strength or temperature. Fused quartz (e.g., "VitreosU”) dishes can be used 
for evaporating the acid. Quartz finely ground and mixed with a little silicate 
of soda is used as a cement for laying up acid-proof brick in tower linings. 

Sulfur is very resistant to cold acid, though slowly oxidized by concentrated 
boiling acid. It is often melted and poured into cavities difficult to fill by 
other acid-resisting materials. 

Concrete is badly attacked by even dilute acid. So also are brickwork and 
masonry containing basic constituents such as alumina or lime. 

Paints, varnishes, enamels, and lacquers are practically all attacked by 
strong acid, particularly when hot, though some will stand cold dilute acid. 

Storage of Sulfuric Acid— Strong acid, 66 ° Be. or 98%, and oleum are 
usually stored in steel tanks of large capacity, emptied preferably through a 
foot-valve in the bottom surrounded by a low upstand to prevent the draw- 
ing of mud. These tanks are usually flat-bottomed, cylindrical, with domed 
tops provided with a manhole and loose overhanging plate. As they are much 
too large to permit the application of air pressure for elevating the acid, it is 
customary to locate them on structural steel or concrete supports high enough 
to run the acid into cars by gravity. If this cannot be done, a battery of 

Parrish and Snelling, ^‘Sulphuric Acid Concentration,^^ Vol. 11, Ernest Benn, 
London, 1924, p. 55. 
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closed horizontal cylindrical tanks can be used, and the acid forced out by air 
pressure. 

For storing acid of 58° Be. (75%) or less, lead-lined storage vessels are 
preferable. These are generally wooden tanks strongly stayed and lined with 
10-pound lead throughout. Very satisfactory storage vessels have been made 
by building reinforced concrete tanks, painting the interior of these tanks with 
pitch and lining the tank with lead. The foot-valve should be of the plug 
type, made of hard (antimonial) lead or porcelain. In the latter case, the 
seat of the valve is set by pouring in melted sulfur around it. 

Storage tanks of moderate size (100 tons or less) are often permanently 
mounted on scales. Large tanks should have a float-operated indicator. It is 
undesirable to open the tanks in order to ascertain the amount of acid therein, 
because this tends to cause corrosion of the interior due to dilution of the acid 
by atmospheric moisture. 

Shipping of Sulfuric Acid — Sulfuric acid is shipped in tank cars, tank 
wagons, drums or carboys, the choice of material being dictated by the strength 
of the acid. Ordinary steel can be used for acid of 75% (58° Be.) or stronger. 
Weaker acids are not often shipped, as they require lead-lined tanks. Tank 
cars sometimes have a foot-valve or cock on the bottom of the tank for empty- 
ing, but the better practice is to force the acid out of the tank with com- 
pressed air and to have only a bolted flanged nipple on the bottom for clean- 
ing. Steel drums are of the usual design, but with an asbestos or lead gasket 
under the screw-plug. They hold 500 to 1500 pounds of acid. The carboys in 
which small quantities of sulfuric acid are shipped hold about 180 pounds of 
acid, and consist of a glass bottle protected from breakage by a casing of 
some sort, generally a wooden box packed with hay, mineral wool, or asbestos. 


B — KINETICS OF THE CONTACT REACTION 


Rate of the Contact Reaction — It has been stated that this reaction is 
one of the most difficult problems in heterogeneous catalysis.^22 includes, 
like all catalyses of gases by a solid, five steps; 

1. Diffusion of reactants, through the adjacent gas layer, to the catalyst. 

2. Adsorption of reactants on the catalyst surface. 

3. The chemical change, which occurs at the catalyst surface. 

4. Desorption of products of reaction from the catalyst surface. 

5. Diffusion of products of reaction away from the catalyst. 

Since these steps are consecutive the slowest one determines the rate of 
reaction.^^3 


The relation of these separate steps to each other is obviously dependent 
on the physical structure of the catalyst as well as its chemical makeup. It is 

and R. Spence, D. Van Nostrand, 

Oxford^^UmV ’ ?•’ “Mechamsm of Contact Catalysis,” 

uxtord Umy. Press, 1936, p. ix of introduction; also Hmshehvood, “Kinetics of 
in Gaseous Systems,” Oxford Univ. Press 1933 3rd Frl n 344 • 
nlso Taylor H. S., J. Amer. Chem. Soc., 53, 578 (1931)Talso MaSed “Catalv^ 
and Its Industrial Applications,” 1933, Chaps. 14 pad Is! "^axted, Catalysis 
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not surprising, therefore, that the reaction-rate equations deduced by differect 
investigators are not identical, or that the elTect of temperature on reaction 
rate is dififerent with different catal}*sts and difrererit catal>*st-carriers. 

The rate of progress of steps (1), (2) and (3), at any temperature, varies 
approximateh' in proportion to the concentration of SO^. existing at the in- 
stant, whereas steps (4) and (5) are slower the greater the concentration. 
The temperature coefficient (the increase in rate with increase of temperature) 
of steps (1) and (5) is small, but of (2), (3) and (4) is verj' lai^. Thus, 
by a study of the effiects of concentration and of temperature on the overaD 
rate of reaction with any specific form of catalyst it is possible to gain some 
insight as to which of the five steps is with that c^italyst the limiting one, and 
so form an idea as to how tlie chemical makeup or ph>*5ical form of the cata- 
h-st mass, or the method of operation in practice, could be improved. 

Mathematical Expressions of the Reaction Rate — ^\"ariou5 mathematical 
equations to express the reaction velocitt' at constant temperature have been 
proposed by different investigators. Since the velocity gradualh’ changes dur- 
ing the course of the reaction, decreasing as equilibrium is approached, it must 
of course be expressed as a differential equation which, when integrated be- 
tween limits, gives the average velocht’ during the time defined by the limiting 
conditions. The best-known are Bodenstein and Fink’s Lewis and RiesV-* 
Tatdor and Lenher s/-‘ and Hung Y, Chang’s.^*® These are all empirical, are 
based on experimental work done with platinum catalysts of various sorts, and 
of course assume the heat of the reaction to be removed as it progresses, so as 
to give strictly isothermal conditions. These equations are given in the para- 
graphs following- 

A study of the first three of these equations was made some years ago by 
the junior author of this cliapter, apphing them to the experimental work of 
these three investigators and others. It was found that Taylor and Lenher’s 
fitted the data best, therefore we use this in all our own calculations in this 
chapter. 

Bodenstein and Fin}:. 


dx (SO2) 
dl “ iSOz)^ 


(Eq.6) 


This states that the velocity at any instant is proportional to the concentration 
of SO^ and inversely to the square root of the concentration of SO3. This 
equation requires that the velocity shall not become zero until all the SO, has 
disappeared i.e., that the equilibrium conversion is therefore it cannot 

truly represent the course of the reaction close to equilibrimn. A second de- 
fect is that it takes no account of the effect of oxygen concentration in increas- 
ing the rate. 


Hinshelwood, Icc. cit., p. 339. 

Bodenstein, ^L, and Fink. C, G.. Zeit, Phvs. Chem., 60, 12 (1907). 

Lewis, W, KX and Ries, E. D,, Ind, and Ing. Chem,. W, S3o (1927). 

Taylor, G. B.,\md Lenher, S., Zeit. Phvs. Chem., Bodenstein Festband, p. 4U 
(1931). ’ \ . 

i=sC^n^, H. Y. (Thesis for B. Sc.), Abstracts of Sci. and Tech. Pub,, Mass 
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Lewis dtid Ries, 


—dx 


r 


(Eq. 7) 


in which a; ^ mols of SO2 present per 100 mols of total gas originally present. 
t = elapsed time. 

r = ratio of SO3 to SO2 at any instant. 

Te = ratio of SO3 to SO2 at equilibrium. 

h = ''constant' of reaction-velocity; constant during the course of an 
isothermal reaction, but of course greater at higher temperatures. 
In - natural logarithm. 


Note that the effect of oxygen concentration is implicit in r^. 


Hung Y. Chang, 


c^[S 02 ] , [SO2] , Pr 

dO ' [SOsr P 


(Eq. 7a) 


Chang's 6j pey and p have the same meaning as Lewis’s tj and r. His [SO2] and 
[SO3] are partial pressures, in atmospheres. Thus his equation is a modification of 
Lewis's, with the addition of [SOaf ^ in the denominator. 

The temperature range of his work was 375° to 575° C, He found that 
the rate of the forward reaction did not increase continuously with tempera- 
ture, but only up to a maximum, after which it decreased. He also states that 
the reaction rate increased with gas velocity, and more so at high tempera- 
tures. At 380° C., k varied as and at 580° C., as These two state- 
ments should be of value in converter design, but are not applicable to all forms 
of catalyst nor all rates of flow (cf. pages 320, 321 and 317). 

Chang also gives an equation for the rate of the reverse reaction, i.e., the 
decomposition of SO3 into SOg and 0: 


d[SOa] 

dS 


= /[S 03 fMn^ 

Pe 


(Eq. 7b) 


The rate of this reaction increases continuously with temperature. 
Taylor and Lenher, 


—dx a — X 

dt ^^^{S + x)^ 


(Eq. 8)129 


Taylor and Lenher made their experiments in a sealed vessel, i.e., at con- 
stant volume, and followed the course of the reaction by measuring the pres- 
sure change. Their nomenclature is: 


a; = pressure change at time t. 

0 = oxygen pressure at start of run minus oxygen pressure at equilibrium, 
s = one-half of SOg pressure at start of run. 

From the equation 2SO2 + 0^ = 2SO3, be seen that the total pres- 

sure change is equal to the oxygen pressure change and equal to one-half of 
the SO2 pressure change. Now let us introduce a nomenclature based on con- 

There is a typographical error in the statement of the integrated form of 
this equation in the original article, line 26, p. 40; the exponent has been 
omitted from the expression (a-f-s) in the denominator of the first fraction. 
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stant pressure, and express the amounts of the gases as '^mols per 100 mols 
of original unoxidized gas (real or hypothetical) containing no ^0^,” thus: 

X = raols SO2 at the instant. 

Xq = mols SO2 in original gas. 

A'c = mols SO2 at equilibriiun. 

Z = total mols of gas at the instant. 

C = a factor to convert Taylor and Lenher^s pressure units into '^mols 
per 100 mols of original gas.^^ 


Then we can say: 

x=-iX-X,), 
s = zero. 
k = Ck,, 

Then Taylor and Lenher's equation becomes: 


^ (X-Xe)/Z 
V(Zo - X)/Z 
dx ^ f h \ X-X, 
\Vz) VX^'^ 


(Eq.9) 


In actual practice the term Z, which expresses the slirinkage in volume, can 
be neglected vnthout introducing perceptible error. However, we shall retain 
it in our equations for the sake of completeness. Neglecting Z, Eq. 9 can be 
stated thus: ^'The rate of reaction at any instant is proportional to the volume 
of SOo that remains to be converted before equilibrium is reached (i.e., the 
^distance to equilibrium^) and inversely proportional to the volume of SO3 
existing.^' Thus this equation is practicall}' derived from Bodenstein^s by con- 
sidering as an inert gas that SOo which will remain when equilibrium is reached. 

In any experimental run in which the gas enters already partially converted 
(SOo^^Z^) and leaves with an SO^ content of A'o, by integrating Eq. 9, and 
substituting these limits, Ave obtain Eq. 10: 


Ki^ 



2 Vxo - Xi - 2 VXo - X2 + VXo - X, 


fin ^^0 - X, + VXo - Xi VXo -Xe +^Xo- Xl \ 

V “ VZo - X, - VXo - X2 VXo - A% - VZo - xj 


(Eq. 10) 


In this equation, “In” signifies “natural logarithm,” and = average total 
mols of gas during the reaction, i.e.: 

Z„ = 100 - I (xo - (Eq. 10ft) 

Equation 10 is really not as formidable as it looks. Except for the most 

critical work, one can neglect the influence of Z^^i assume 

sides correlating laboratory work, it is useful for approximate calculations on 
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the partial conversions that a gas undergoes as it passes successively through 
the several parts of a commercial converter. The latter calculations are only 
approximate, because the reaction departs somewhat from isothermicity even 
in one tray or part of a converter. 

For experiments that start with no SO3 present, we have Xj, Sub- 

stituting in Equation 10, we obtain; 





— 2 Xo — X2 “b "''^Xo Xe In 


/ V/Xo — Xe + ^ Xo X 2 \ 

\VXo - X. - VXo - XjA 

(Eq. 11) 


Let A be the initial gas-strength = Xo 

Let Q be the (fractional) conversion at any instant 


(Xo - X2) 
Xo 


then (Xo - X2) = QA 

Let Qe be the (fractional) conversion at equilibrium = 
then (Xo - Xe) =QeA 


Substituting this nomenclature, we obtain: 



-2 VqA + 



VQeA + VQA 


)] 


Simplifying, we obtain: 




(Eq. 12) 


Computations of Expected Conversions — Equation 12 has several im- 
portant uses. It enables the actual converting power of different catalysts to 
be evaluated quantitatively in terms of a standard. It predicts the effects of 
gas strength and of rate of gas flow in modifying conversions obtained. 

As before, the value of can be taken as 10 for any but the most criti- 
cal work. The meaning of t is not simply elapsed time, because in various parts 
of the reaction chamber and in the interstices of the catalyst there is always 
gas out of contact with the catalyst surface. Actually t is the time required 
for one volume of gas to pass over or through one volume of catalyst. ''Volume 
of catal3''st” is defined as the volume of a chamber into which the prepared 
catalyst ("contact mass^') is poured or placed so as to fill it. If we measure 
the time in hours, t then becomes the reciprocal of the load-rate (usually de- 
nominated “space velocity”) which is “volumes of gas per hour at 0° C. and 
760 mm. per unit volume of catalyst.” 

Activity of a Catalyst — ^As will be seen from the preceding paragraph, the 
value of “K” directly measures the practical “activity” (i.e,, commercial utility, 
or power) of the catalyst at the temperature in question. That is, if the 
“activity” of catalyst “A” is one-half as great as that of catalyst “B,’' then 
exactly two cubic feet of catalyst “A” will be required to do the same work 
as one cubic foot of catalyst “B.” By “the same work” we mean the same 
percentage conversion of the same amount of gas of the same composition at 
the same temperature. 
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Assuming the strict applicability of Taylor and Lenher^s dilTerential equa- 
tion (Eq. 8) to all catalysts (which is a rather bold assumption but appears 
to be approximately correct), a single test nin theoretically suffices to determine 
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the activity of a catalyst at the temperature of that run, provided of course 
that the conversion obtained is not too close to equilibrium. 

To calculate, by Equation 12, the conversions to be expected for various 
ratios of gas flow to catalyst volume would necessitate a cut-and-try method. 
To facilitate such calculations, and also the calculation of activities from con* 
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versions observed, we have plotted Fig* 28. This gives values of Ki computed 
by Equation 12, using the actual values of V^m* graph is based on 

brimstone burner gas of 7% SO 2 , and is only approximately applicable to other 
gas compositions. Comparison is possible only between runs of exactly the 
same temperature; these graphs give no indication of the effect of varying the 
temperature. 

Use of the Graph to Evaluate Activities— In comparing the activities 
of two catalysts tested at the same flow rate, t is constant, and the abscissae 
are proportional to the “activity 

Suppose we 'have tested two catalysts, “A” and “B,'* with 7% gas at 425®, 
all conditions and dimensions being the same, and we find that “A” gives 
97.4% conversion and “B'' gives 95.1%. From the table on the graph sheet 
we see that the equilibrium is 98.87. The “Shortage” for “A” is then 98.87 — 
97.4=1.47, which from the 425® graph we find equivalent to a “time-activity 
product” (Kt) of 0.955. For “B” the shortage is 98.87 ~ 95,1 = 3.77, and 
the activity is 0.709. The relative activity of “B” is thus 0.709/0.955 or 74% 
of the activity of “A.” 

Suppose now we have tested catalysts “C” and “D,” passing gas at the 
same linear velocity through each, but “D” being disposed in a layer twice 
as deep as “C” and hence twice as great in quantity per unit of gas. Then t 
for catalyst “D” will be twice as great as for “C,” and if, for instance, the 
graph gives Kt = 0.60 for the test on “C” and Kt = 0.80 for the test on “D,” 
the activity of “D” is 0.80/2 -f- 0.60, or 67% of that of “C.” 

Effect of Linear Velocity on Conversion — If the linear velocity (i.e,, the 
volume of gas per minute divided by the cross-section of the converter cham- 
ber) is not the same for the two tests to be compared, a true comparison of 
activities cannot be so definitely made. One would naturally expect high linear 
velocity to increase the reaction rate and hence the activity, because the in- 
creased turbulence would assist the diffusion of the reacting gases to and from 
the surface of the catalyst. However, in a current of gas flowing through the 
interstices between the pellets of a granular catalyst or between the fibres of 
an asbestos mat, the eddy currents are so complex and their variations with 
respect to velocity are so erratic that no quantitative relation between velocity 
and activity would be expected to be valid for all catalysts. 

H. Y. Chang, with a platinum catalyst, found K proportional to at 
380® and to ® at 580®, Y being the linear velocity. Tests in the present 
authoT^s laboratory on two vanadium catalysts at high rates of flow have given 
much smaller exponents. 

Use of the Graph to Compare Different Flow Rates with the Same 
Catalyst. In this case, since “activity” is constant, the abscissae are propor- 
tional to “time,” or inversely to “flow rate,” provided that the linear velocity 
is the same. Thus, suppose a certain catalyst tested with 7% gas at 450° gives 
96,9% conversion at a flow of 75 cc. of gas per minute per 10 cc. of catalyst. 
What would it give with the same linear gas flow if the catalyst were only half 
as deep, i.e., 75 cc. of gas over 5 cc. of catalyst? The equilibrium is 98.01; 
the shortage is 98.01 96.9 = 1.11; the “Time-Activity Product,” interpolat- 
ing between the 425° curve and the 475® curve, is 1.025. With 5 cc. of cata- 

^®°Loc. cit. 
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lyst, the time of contact is proportional to 5/10 of 1.025, or 0.513; whence the 
shortage is 7.9, and the conversion may be expected to be 98.01'- 7.9, or 
90.1%. 

Effect of Gas Strength on Conversion — ^\Ve have already presented 
graphs giving the relation between gas strengths and equilibria. But commer- 


TABLES 7-11: EFFECT OF GAS STRENGTH ON ISOTHERMAL CONVERSION OF 
BRIMSTONE BURNER-GAS 


TABLE 7 — 400 ^ C . 


6 %... 

. 99.42 

99.2 

98.8 

98.4 

98.0 

97.6 

97.1 

96.7 

95.9 

95.0 

• 94.1 

93.2 

92.3 

7 %... 

. 99.38 

99.0 

98.5 

98.0 

97.5 

97.0 

96.5 

96.0 

95.0 

94.0 

93.0 

92.0 

91.0 

8 %.., 

. 99.33 

98.8 

98.2 

97.6 

97.0 

96.4 

95,8 

95,3 

94.1 

93.0 

92.0 

90.9 

89.8 

9 %... 

. 99.28 

98.6 

97.8 

97.1 

96.5 

95.8 

95.2 

94.6 

93.3 

92.1 

90,9 

89.8 

88.7 

10 %.. . 

. 99.19 

98.3 

97.4 

90.7 

95.9 

95.2 

94.5 

93.8 

92,5 

91.2 

90.0 

88.8 

87.6 






TABLE 8 — 

J , 25 ° C . 







6 %... 

. 98.94 

98.3 

97.5 

96.7 

95.8 

95.0 

94.1 

93.2 

91.3 

86.6 

81.8 

77.0 

72.1 

7 %... 

. 98.87 

98.0 

97.0 

96.0 

95.0 

94.0 

93.0 

92.0 

90.0 

85.0 

80,0 

75.0 

70.0 

8 %... 

. 98.78 

97.6 

96.5 

95.3 

94.2 

93.1 

92.0 

90.9 

88.7 

83.5 

78.3 

73.2 

68.2 

9 %... 

. 98.67 

97.3 

95.9 

94.6 

93.4 

92.1 

91.0 

89.8 

87.5 

82.0 

76.8 

71.6 

66.6 

10 % . . 

. 98.53 

96.8 

95.3 

93.9 

92.5 

91.2 

90.0 

88.7 

86.3 

80.7 

75.3 

70.1 

65.0 






TABLE 9 — 

/, o0 “ c. 







6 %... 

. 98.13 

97.8 

97.4 

97.0 

96.6 

90.1 

95.7 

94.9 

94.0 

93.1 

92.2 

91.3 

90.4 

7 %... 

. 98.01 

97.5 

97.0 

96.5 

9 G .0 

95.5 

95.0 

94.0 

93.0 

92.0 

91.0 

90.0 

89.0 

8 %. . . 

. 97.80 

97.2 

96.6 

95.9 

95.4 

94.8 

94.2 

93.1 

92.0 

90.9 

89.8 

88.8 

87.7 

9 %... 

. 97.67 

90.8 

98.1 

95.3 

94.7 

94.1 

93.4 

92.2 

91.0 

89.8 

88.7 

87.5 

86.4 

10 %. . . 

. 97.43 

96.3 

95.5 

94.7 

94.0 

93.3 

92.6 

91.3 

90.0 

SS .7 

87.5 

86.3 

85.2 






TABLE 

10 - 

- 475 ^ C 







6 %... 

. 96.87 

00.7 

96.4 

90.0 

95.6 

95.2 

94.8 

93.9 

93.0 

92.2 

91.2 

90.3 

89.4 

7 %... 

. 96.68 

96.5 

90.0 

95.5 

95.0 

94.5 

94.0 

93.0 

92.0 

91.0 

90.0 

89.0 

88.0 

8 %... 

. 96.44 

96.2 

95.5 

94.9 

94.3 

93.8 

93.2 

92.1 

91.0 

89,9 

88.8 

87.7 

86.6 

9 %... 

. 96.12 

95.8 

95.0 

94.3 

93.6 

93.0 

92.3 

91.1 

89.9 

88.7 

87.6 

86.4 

85.3 

10 %. . . 

, 95.72 

95.3 

94.3 

93.6 

92.8 

92.1 

91.4 

90.1 

88.8 

87.5 

86.3 

85.1 

84,0 






TABLE 

11 - 

■ 500 ^ C 







6 %... 

. 94.94 

94.5 

93.7 

92.9 

91.1 

90.2 

89.3 

88.4 

86.6 

81.8 

77.0 

72.1 

67.2 

7 %... 

. 94.03 

94.0 

93.0 

92.0 

90.0 

89.0 

S 8.0 

87.0 

85.0 

80.0 

75.0 

70.0 

65.0 

8 %... 

. 94.30 

93.5 

92.3 

91.1 

88.9 

87.8 

S 6.7 

85.6 

83.5 

78.3 

73.1 

68.1 

63.1 

9 %. . . 

. 93.83 

92.8 

91.4 

90.1 

87.7 

86.5 

85.4 

84.3 

82.0 

76.6 

71.4 

66.3 

61.3 

10 %. . . 

. 93.20 

92.0 

90.4 

89.0 

86.4 

85.2 

84.0 

82.8 

80.5 

75.0 

69.7 

64.6 

59.7 


cial operations always do, and laborator}" tests always should, stop short of equi- 
librium. In such cases, it is useful to be able to correlate results of tests made 
with gases of different strengths. For this purpose we present Tables 10 to 
14, which we have computed by mechanical and graphical methods from Equa- 
tion 12. These tables answer questions such as: 'Tn a performance test uitli 
9% gas at 425° C., a conversion of 93.4% was obtained. What would have 
been the conversion with 7% gas, other conditions being equal?” The answer 
is 95.0%. Note the following limitations in the use of these tables: 

1. The conversion must be isothermal, i.e., the temperature must be held 
constant throughout the reaction. 

2. The gas mufet be made by burning sulfur in air^ or must have the same 
composition as gas produced. 
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3 . ^'Other conditions being equaF^ means the same volume of the same 
catalyst, the same volume of gas per hour, the same dimensions of container 
(to assure the same linear gas velocity) and the same temperature. 

4 . The tables are completely independent of each other; they give no com- 
parison between different temperatures. 

In each table, the five values in any one column are conversions equivalent 
to each other in catalytic power. For example, if a certain volume of catalyst 
at 400° C. acting on a certain volume per hour of 6 % gas effects a conversion 
of 98.0%, the same volume of 7% gas would have been converted 97.5%, and 
the same volume of 8 % gas would have been converted 97,0%. 

The first column of conversions are the equilibrium conversions. 

S 02 -Air Mixtures vs. Burner-Gas — It is well known that, under identical 
conditions, any mixture of SOg and air will always give a higher percentage 
conversion to SO 3 than will a gas of identical SOg content made by burning 
brimstone (sulfur) in air. This is due to the greater oxygen content of the 
SOo-air mixture, which raises the equilibrium and slightly increases the velocity 
of reaction. 

In Tables 12 and 13, a set of figures has been prepared whereby, from the 
experimental results obtained isothermally with S 02 -air mixtures, one can 
calculate what the conversion would have been if burner-gas of the same SO^ 
content had been passed at the same rate over the same amount of the same 


TABLE 12 — EXCESS OF EQUILIBRIUM CONVERSION OF SO 2 -AIR MIXTURES 
OVER BRIMSTONE-BURNER GABES OF SAME SO 2 CONTENT 


S02. . .. 

. 6 . 0 % 

6.S% 

7.0% 

7.S% 

8.0% 

8.6% 

9.0% 

9 . 6 %, 

10.0% 

400 ^ C . . 

. .09 

.10 

.12 

.14 

.16 

.18 

.20 

.23 

.28 

425 “ C . . 

. .15 

.18 

.21 

.24 

.28 

.33 

.37 

.43 

.49 

460 “ C . . 

. .28 

.32 

.37 

.43 

.49 

,66 

.64 

.74 

.84 

475 “ C . . 

. .46 

.53 

.60 

.68 

,79 

.91 

1.05 

1.21 

1.39 

500 “ C . . 

. .75 

.86 

.98 

1.10 

1.23 

1.39 

1.62 

1.88 

2.16 


TABLE 13 — FRACTION OF COMPLETION OF TABLE 12, FOR VARIOUS CONVERSIONS 
OBTAINED WITH SO 2 -AIR MIXTURES. 


Com 


98 

97 

96 

95 

9i 

93 

92 

91 

90 

88 

85 

80 

76 

70 

65 

400 ° 

C ... 

.96 

.94 

.92 

.90 

.88 

.86 

.85 

.84 

.82 

.80 

.76 

.69 

.64 

.58 

.53 

425 ° 

c ... 

.97 

.95 

.92 

.91 

.89 

.87 

.85 

.84 

.82 

.80 

.76 

.69 

.64 

.58 

.53 

450 ° 

c ... 

.98 

.96 

.93 

.91 

.90 

.88 

.86 

.85 

.83 

.80 

.77 

.69 

.64 

.68 

.53 

475 ° 

c . . 

* 

.99 

.96 

.94 

.92 

.90 

.88 

.86 

.85 

.82 

.78 

.71 

.65 

.59 

.54 

500 ° 

c ... 

* 

♦ 

* 

.98 

.96 

.93 

.91 

.89 

.88 

.84 

.80 

.73 

.66 

.60 

.55 


* Greater than equilibrium, hence impossible. 


catalyst at the same temperature. Table 12 is merely a statement of the dif- 
ference in equihbria between SOj-air mixtures and brimstone-burner gas. 
Table 13 was constructed by calculations based on Equation 12 , via Figure 28. 
Its meaning and use will be clear from the following example. 

Suppose we have made a performance test at 475° with a mixture of 8 % 
SO„ and 92% air, and obtained 93.0% conversion. In Table 12 under 8,0% 
and opposite 475° we find 0.79. In Table 13 under 93% and opposite 475 ° 
we find 0.90. Multiplying 0.79 by 0.90 we obtain 0.71; this we subtract from 
93.0 and conclude that 92.29% conversion would have been obtained (instead 
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of 93.0%) if the gas had been brimstone-burner gas containing 8% SOg (in- 
stead of SOg-air mixture containing 8% SOg). 

Temperature Coefficient o£ the Reaction Rate — Since, as already stated, 
the effect of temperature is not the same on each of the five steps comprising 
the catalysis, and the relative importance of those steps varies with tempera- 
ture and with the makeup of the catalyst, the overall temperature coefficient of 
the reaction rate (i.e., of the activity of the catalyst, defined as ''K'' in Equa- 
tion 12) varies in the same manner. One useful approximation, stated by 
Jaeger and widely quoted, is that the reaction rate at 500® C. is forty 
times as great as at 400® ; this is equivalent to an average temperature coeffi- 
cient of 1.45 per 10° over this range. In general, vanadium catalysts have a 
greater temperature coefficient than platinum catalysts; at temperatures below 
450° their activity falls off rapidly. Typical values for various catalysts are 
shown in Table 14; the values given are of course not strictly comparable un- 
less calculated by the same reaction-rate equation. 

Some authorities have stated that the reaction rate reaches a maximum at 
500° to 650°, but Taylor's work quoted in Table 14 shows positive temperature 
coefficients even up to 700°. 
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CHAPTER 8 


THE NITROGEN COMPOUNDS 

W. M. Nagle, Chemical Engineer, Eastern Laboratory, 

E. I. du Pont de Nemours Co. 
and 

W. S. Laxdis, Vice President, American Cyanamid Company 

Nitrogen compounds are becoming increasingly important in our industrial 
life, both in war and in peace. Tliey are the common denominator of nearly all 
militarj^ and commercial explosives.^ The}' fonn one of the three most essen- 
tial groups of compounds necessary for fertilization of plants.^ Without a limit- 
less supply of such fertilizing material, the population of the world would im- 
doubtedly be faced with eventual starv'ation. They are the basis of a large group 
of synthetic plastics and fibers.^ They are the backbone of a large part of the 
dye indust r}\‘‘ Miscellaneous useful products of nitrogen compounds number 
into the hundreds. 

Until the last few decades the only available large sources of supply of 
nitrogenous compounds for industrial use were by products from the distillation 
of coal ^ and the limited deposits of Chile saltpeter.*^ These sources are definitely 
limited in extent so other sources of nitrogen compounds are absolutely essential 
for permanent chemical industr}'. Hence, the development of methods of fixing 
the elemental nitrogen of the air into usable compounds is one of the most signifi- 
cant as well as one of the most interesting aspects of modern chemical industry. 


FIXATION OF NITROGEN 
W. S. Landis 

The enormous development of industry based upon the fixation of atmos- 
pheric nitrogen into useful chemical compounds, is thought by many to have 
started after the outbreak of the World AVar in 1914, It is true that by 1915 
Germany and Austria were forced to look elsewhere for their supply of nitric 
acid, for importation of Chilean nitrate was impossible. The industr}% however, 
^'bil^receiving a tremendous impetus during the war period and thereafter, 
\ 7 rtheless on a well developed commercial basis long pre\dously. At 
processes which reached an important state of productive capac- 

^ See Chapter 2S. 

Chapter 15. 

®See Chapter 9. 
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ity, were highly developed at the outbreak of the war and the third process was 
operating at least in pilot plant stage. The war, therefore, merely forced inten- 
sive construction programs based upon already well-proven processes. 

Arc Process— It had been known for over one hundred years that the passage 
of a current of air through an electric arc brought about a combination of the 
nitrogen and oxygen in the air to form an oxide of nitrogen. This oxide of nitro- 
gen, by purely chemical operations, can be transformed into nitric acid or a 
corresponding nitrate. Prior to the war, plants using this principle had sprung 
up in various parts of the world each with its own type of arc furnace, but all 
using essentially the same process for converting the products of the furnace into 
nitric acid and nitrates. 

In the arc process, air, sometimes preheated, was passed through an electric 
arc. The temperature was thus raised to about 3000° C. and the nitrogen and 
oxygen combined directly to form nitric oxide. 

In an operating plant the gases leaving the arc carry from 1 to 2 per cent of 
NO after cooling. The subsequent treatment of these gases involves first, a very 
rapid chilling down to 1200° C. Then the temperature must be further reduced 
down to substantially normal conditions, but the speed of this cooling is not so 
important as in the first stages. The cooled gases are sent to scrubbing towers ^ 
operated in counter-current system with a feed of fresh water into the last tower. 
A nitric acid of 35 per cent strength is produced which can then be concentrated 
or converted into one of the several nitrate salts in separate operation. To 
insure complete recovery of the nitric oxides, additional towers fed with caustic 
soda or soda ash solutions recover sodium nitrate and sodium nitrite, which can 
be separated by crystallization. 

The largest development was in Norway, where at one time 400,000 H.P. of 
electrical energy was used to produce nitric acid. 

At one time there was more than 600,000 H.P. of electric energy used in the 
arc process plants for the fixation of nitrogen. Energy requirements of the more 
highly developed units are 12 horsepower years per short ton of fixed nitrogen in 
the form of nitric acid. 

Attention should be called to the fact that, while the larger and more impor- 
tant installations of the arc process occurred in Europe, the first attempt to com- 
mercialize a process based upon this principle of operation was made at Niagara 
Falls, New York, by Bradley and Lovejoy in 1902-3. They used a large number 
of very small arcs in their furnace rather than one large arc of the type so suc- 
cessfully developed in several directions by the Europeans. The electrical equip- 
ment needed to control the currents in these small arcs was quite complex and 
relatively expensive, not to mention that it was subject to very easy derangement 
in its then early development. In consequence of the large amount of invest- 
ment required and of the troublesome problem of up-keep this first commercial 
attempt at Niagara Falls was not a financial success, and subsequent development 
passed to Europe. 

The process itself is now obsolete except for a small production in several 
scattered parts of the world, but the principles developed are still made use of in 
other directions. Por example, if a mixture of nitrogen and hydro-carbon gas or 
preferably ammonia and hydro-carbon gas, is passed through an arc similar to 

7 See Chapter 2 for details of scrubbing towers. 
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and 

S. Lakdis, Vice President, American C^^anamid Company 

Nitrogen compounds are becoming increasingly important in our industrial 
life, both in war and in peace. They are the common denominator of nearly all 
military’’ and commercial explosives.^ They form one of the three most essen- 
tial groups of compounds necessary for fertilization of plants.^ Without a limit- 
less supply of such fertilizing material, the population of the world would un- 
doubtedly be faced with eventual starvation. Tliey are the basis of a large group 
of synthetic plastics and fibers.^ They arc the backbone of a large part of the 
dye indust^5^‘‘ Miscellaneous useful products of nitrogen compounds number 
into the hundreds. 

Until the last few decades the only available large sources of supply of 
nitrogenous compounds for industrial use were by products from the distillation 
of coal ° and the limited deposits of Chile saltpeter.® These sources are definitely 
limited in extent so other sources of nitrogen compounds are absolutely essential 
for permanent chemical industrj\ Hence, the development of methods of fixing 
the elemental nitrogen of the air into usable compounds is one of the most signifi- 
cant as well as one of the most interesting aspects of modern chemical industry. 


FIXATION OF NITROGEN 
W. S. Landis 

The enormous development of industry based upon the fixation of atmos- 
pheric nitrogen into useful chemical compounds, is thought by many to have 
started after the outbreak of the World War in 1914. It is true that by 1915 
Germany and Austria w’ere forced to look elsewhere for their supply of nitric 
acid, for importation of Chilean nitrate was impossible. The industry, however, 
while ^ceiving a tremendous impetus during the war period and thereafter, 
on a well developed commercial basis long previously. At 
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^"See Chap^S2: 

13. 

See Chapter 31. 


I 


4 See Chapter 28. 
® See Chapter 15. 
®See Chapter 9. 


322 



323 


THE NITROGEN COMPOUNDS 


ity were highly developed at the outbreak of the war and the third process was 
operating at least in pilot plant stage. The war, therefore, merely forced mten- 
sive construction programs based upon already well-proven processes. 

Arc Process — It had been known for over one hundred years that the passage 
of a current of air through an electric arc brought about a combination of the 
nitrogen and oxygen in the air to form an oxide of nitrogen. This oxide of nitro- 
gen, by purely chemical operations, can be transformed into nitric acid or a 
corresponding nitrate. Prior to the war, plants using this principle had sprung 
up in various parts of the world each with its own type of arc furnace, but all 
using essentially the same process for converting the products of the furnace into 
nitric acid and nitrates. 

In the arc process, air, sometimes preheated, was passed through an electric 
arc. The temperature was thus raised to about 3000° C. and the nitrogen and 
oxygen combined directly to form nitric oxide. 

In an operating plant the gases leaving the arc carry from 1 to 2 per cent of 
NO after cooling. The subsequent treatment of these gases involves first, a very 
rapid chilling down to 1200^* C. Then the temperature must be further reduced 
down to substantially normal conditions, but the speed of this cooling is not so 
important as in the first stages. The cooled gases are sent to scrubbing towers ^ 
operated in counter-current system wdth a feed of fresh water into the last tower. 
A nitric acid of 35 per cent strength is produced which can then be concentrated 
or converted into one of the several nitrate salts in separate operation. To 
insure complete recovery of the nitric oxides, additional towers fed \vith caustic 
soda or soda ash solutions recover sodium nitrate and sodium nitrite, which can 
be separated by crystallization. 

The largest development was in Norway, where at one time 400,000 H.P. of 
electrical energy was used to produce nitric acid. 

At one time there was more than 600,000 H.P. of electric energy used in the 
arc process plants for the fixation of nitrogen. Energy requirements of the more 
highly developed units are 12 horsepower years per short ton of fixed nitrogen in 
the form of nitric acid. 


Attention should be called to the fact that, while the larger and more impor- 
tant installations of the arc process occurred in Europe, the first attempt to com- 
mercialize a process based upon this principle of operation was made at Niagara 
Falls, New York, by Bradley and Lovejoy in 1902-3. They used a large number 
of very small arcs in their furnace rather than one large arc of the type so suc- 
cessfully developed in several directions by the Europeans. The electrical equip- 
ment needed to control the currents in these small arcs was quite complex and 
relatively expensive, not to mention that it was subject to very easy derangement 
in its then early development. In consequence of the large amount of invest- 
ment required and of the troublesome problem of up-keep this first commercial 
attempt at Niagara Falls was not a financial success, and subsequent development 
passed to Europe. ^ ^ 

The process itself is now obsolete except for a small production in several 
scattered parts of the world, but the principles developed are sill made use of in 

biro-carbon gas, or 

preferably ammonia and hydro-carbon gas, is passed throug| an aru similar to 
’’ See Chapter 2 for details of scrubbing towers. ^ '' 
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those formerly used in the fixation of atmospheric nitrogen, hydrocyanic acid 
^^dll be produced which can be recovered by suitable scrubbing and fractionating 
equipment. There are at least two such instaUations operating at the present 
time. It is not unlikely that other appheations of tliis arc principle for the 
treatment of gases may once more bring this type of high temperature reac- 
tion furnace into operation. 



Fig. 1 C>anamid Ovens. (Courtesy North American Cyanamid, Limited) 


Cyanamid — Nitrogen is absorbed by hot calcium carbide, forming what is 
IcnouTi in the trade ns C3\anamid. The reaction involved in the absorption is a 
reversible one, as follows. 

CaCa-f Na^CaCNo-f C 

The first commercial plant was established in Germany in 1903-4 but in 1905 
a verj'- greatly improved plant was developed in Italj’’ and since that date the 
process has been scattered widelj^ in many parts of the world and there are now 
about thirtj^-five plants in operation with a capacity of about 450,000 tons of 
nitrogen contained lu 2,000,000 tons of product. 

Calcium carbide is first made from lime and carbon by the usual electric 
furnace process.® This carbide is then finety ground and the powdered material 
is charged into a special form of electric furnace where it is kept at 1000° C. 
See Figure 1. R^ure dry nitrogen, produced by the copper or the Linde process, 
is then passed o''^er the hot carbide and is there absorbed. Starting with a car- 
bide containing 75 to SO per cent calcium carbide, from 80 to 90 per cent of the 
theoreticali^amount of nitrogen will be absorbed, the resulting product being a 
grayish-bla^k mass of calcium cyanamide, carbon, and lime. It contains on the 

® See Chapter 12, 
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average 24 per cent nitrogen. The process requires about IVc H.P. years per ton 

of nitrogen fixed. • i u r 

The American fertilizer manufacturers require that the material be freed 

from undecomposed carbide and caustic lime before they can use it. The product 
is therefore hydrated in specially designed rotary mixing apparatus before ap- 
pearing upon the market. A small quantity of mineral oil is added to assist in 
keeping down the dust. This hydrated, oiled material is sold in the United States 
under the trade name Cyanamid. 

If Cyanamid is treated with superheated steam its nitrogen content is quanti- 
tatively evolved as ammonia, according to the reaction: 

CaCNc + SHcO = CaCOs + 2NS3 

/ 

One large installation for the conversion of Cyanamid into ammonia is in 
operation in the United States, the ammonia being transformed into various salts. 

When treated with warm water dicyandiamid is formed: 

2CaCN2 + 4H2O = 2Ca(OH)2 + (CNNH2)2 

A solution of calcium cyanamide when treated with excess of mineral acid 
forms urea,® which can be recovered in highly purified form by evaporation and 
cr5^stallization. 

When fused with common salt, sodium cyanide is formed. All of these deriva- 
tives are becoming of greater importance as a consumer of Cyanamid each year. 

AMMONU SYNTHESIS 

The synthesis of ammonia from its elements, nitrogen and hydrogen, has been 
n commercial accomplishment since 1913, when the Badische Anilin & Soda 
Fabrik placed their first small commercial unit in regular operation. The reac- 
tion is: 

N2 + 3H2 = 2NH3 + 21,880 cal at 20° C 

Today there are a large number of modifications of the original process installed 
\hroughout the world differing more or less in the sources of raw materials and 
m the preparation of hydrogen, but more or less alike in the general principle 
of directly combining the nitrogen and hydrogen to form ammonia. By far the 
larger proportion of atmospheric nitrogen fixed today throughout the world k 
from the synthetic ammonia process. 

The basic principles utilized in combining nitrogen and hydrogen were devel- 
oped by Haber in Germany. He found that by taking a mixture of carefully 
purified nitrogen and hydrogen in the volume proportion of 1 to 3, compressing 
this mixture to 200 atmospheres or above, and then passing it over a heated 
catalyst at temperatures of low redness, a considerable proporttpn of the nitrogen 
and hydrogen would combine to form ammonia. This could be washed out of the 
exit gases and recovered in the form of ammonia solution, a||d the unreacted 
pes returned to the apparatus. Later Bosch developed a process of produc- 
mg the mixture of purified pses in large quantity and by combiiiation/of the two 
processes, one the preparation of raw materials and the other 4e synthesis, the 

®See also Compound 23, Chapter 27. 1 
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operation became commercial. In consequence the original German process 
frequently goes under the name of Haber-Bosch sjmthetic ammonia process. 

Preparation of Materials — The S 3 Uithetic Ammonia Process may well be 
divided into two entirely distinct operations. The first is the preparation of the 
mixture of hydrogen and nitrogen. The second operation is the synthesis of 
the ammonia from this gas mixture. 

For the preparation of nitrogen we have several available processes. The 
liquefaction of air and the separation into its constituents, nitrogen and oxygen, 
is an old and highly developed art. Single units with a capacity up to 150,000 
cu. ft. of nitrogen per hour are available from a number of manufacturers. Other 
sj'stenis of producing nitrogen satisfactory for this gas mixture can be incor- 
porated as a part of the hydrogen producing process, such as burning oxj'gen 
from air by hj^drogen, followed by condensation of the water. 

For the production of hydrogen, the Bosch system is most widely used. In 
this system coke is burned in a water-gas producer to produce blue water gas 
CO + He. For ammonia production there is nothing new or novel in either the 
producer or its operation, this being a highly developed art in the illuminating 
gas industry. The blue gas may be mixed with a certain quantity of producer 
gas,^^ the quantity of producer gas added being such that the nitrogen introduced 
in the producer gas will bear the right ratio to the hydrogen of the ultimate gas 
mixture. 

This mixture of blue gas and producer gas containing nitrogen and hydrogen, 
carbon monoxide and carbon dioxide, is freed from all dust and tar. It is then 
mixed with a large excess of steam and the mixture heated in a counter-current 
exchanger. The hot steam-gas mixture is then passed through a catah^st made 
up of a mixture of oxides of iron and chromium in which the iron predominates 
to promote the so-called “shift^^ reaction. A small portion of the steam present 
oxidizes the carbon monoxide to carbon dioxide and returns hydrogen to the mix^ 
ture by the reactions 

CO + HeO^COo + Hs 

After leaving through the counter-current heater, tliis gas mbrture, now containing 
nitrogen, hydrogen, carbon dioxide and onlj^ a small proportion of carbon monox- 
ide, but carrying with it a large excess of steam, is passed through condensers 
which eliminate the steam. It is next compressed to about 20 atmospheres and 
under this pressure is sent to scrubbing towers where the carbon dioxide is washed 
out with water. The resulting gas, containing nitrogen and hydrogen and a 
very small percentage of carbon monoxide, again reUirns to the compressors for 
compression to 200 atmospheres or more, and under this high pressure is washed 
with an ammonium cuprous formate solution which takes out all of the impuri- 
ties, leaving only the highly purified mixture of nitrogen and hydrogen. 

Figure 2 is a photograph of a gas producer operating in a European syn- 
thetic ammonia plant for the production of blue gas. 

Other Sources of Nitrogen and Hydrogen — In the process described above, 
coke and steam were the source of the hj^drogen, and coke of the nitrogen. In 
some cases, the process has been modified so that the nitrogen, instead of coming 
from producer gas, is derived from liquid air equipment. 

^®See Ch^ter 
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Still other sources of hydrogen are available » By the electrolysis of water 
hydrogen of high degree of purity can be produced. This hydrogen is mixed with 
nitrogen from the liquid air plant. In such a process coal or coke is not needed 
and all the energy can be supplied as electricity, either for the electrochemical 



action in the hydrogen cells, or for the motors used to drive the uumus com 
pressors etc. This process is particularly favorable for use in regions 'where 
there is hydroelectric power, but little coal. ® 

The apparatus used for the production of electrolytic hydrogen or of blue 
gas and producer gas is standard for many other industries. ‘ ^ ^ 

Hydrogen can also be produced from coke-oven <ras Gasp<! fmm +u u 
product coke ovens contain 40 to 50 per cent of hydrogen. This vps 
presse and liquefied and the hydrogen separated by distiUation and reTtifiLtira’ 
See Chapter 12. 
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This is a common source of hydro- 
gen in Europe in many synthetic 
ammonia plants. It is customarj^ 
to liquefy the coke-oven gas by 
cooling until liquid air and washing 
the hydrogen with liquid nitrogen 
to insure freedom of all harmful 
impurities. This involves two to 
three sets of liquefaction apparatus, 
when one includes the production 
of nitrogen for the ultimate gas 
mixture. 

To increase the hydrogen \ueld 
the coke oven gas may be cracked, 
either with or without steam ad- 
mixture^ and the cracked gas 
treated ns described above in the 
Bosch method of handling blue 
water gas. 


THE HABER PROCESS 

The purified mix'ture containing 
one volume of nitrogen to three 
volumes of hydrogen next goes to 
the ammonia synthesis apparatus. 
In the apparatus the gases are pre- 
heated by counter-current exchange 
and then through a catalyst bed 
consisting essentially of granulated 
oxides of iron combined with alkali, 
alkali earth, and other promoters. 
Here, portions of the gases combine 
to form ammonia, the proportion 
depending upon the system used 
and the pressure to which the gas 
has been subjected. In the Haber- 
Bosch process operating at 200 at- 
mospheres, about S per cent of the 
gases sent through the catalyzer 
combine to form ammonia. Under 
the higher pressures used in other 
systems, as much as 20 per cent 
may be combined in such a single 
pass through the catalyzer.^- 

12 For the presentation of more 
details and a discussion of the pnn- 
ciples of high pressure synthesis, see 
Chapter 4. 
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After leaving the catalyzer, the gases are either refrigerated or scrubbed to 
remove ammonia and returned to the catalyzer apparatus by the aid of a small 



Fig. 4. Base of Ammonia Synthesis Bomb. 


circulating compressor. Fresh gas mixture is fed to the system to replace that 
converted into ammonia. A pictorial flow-sheet of the compressed mixture of 
gases through the ammonia synthesis apparatus is shewn in Fi^-ure 3 This is 
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Figure 4 sho\\s the base of a catalytic bomb used in the s^mthesis of ammonia 
and illustrates the arrangement and ^ pe of piping and fittings used in this high- 
pressure apparatus. This particulaAbomb ^^as operating at 300 atmospheres 
pressure. Figure 6 shows the geneial control apparatus for regulating the gas 
stream to the catalytic bomb. To the right is shown the receners and sepa- 
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rators which remove the ammonia from the gas stream leaving the bombs. All 
of this apparatus operates under a pressure above 300 atmospheres. 

Compressors capable of developing the very high pressures and handling the 
large quantities of gases have offered no unusual problems to the compressor 
designer. However, the piping and valves, catalysts bombs, and circulating 
pumps have all involved new principles of design, the working and shaping 
of new metals, and are of most massive construction. 

Modifications of the Haber Process — The better-known modifications go 
under inventors' names. They will be discussed briefly. 

Claude Process — ^The Claude process uses pressures up to 1000 atmospheres, 
and instead of recirculating the imcombined gases, it passes them through a series 
of catalyzers. Under this high pressure much larger proportions of the gases 
are combined on each pass. Claude has also developed a system of producing 
hydrogen by liquefaction and rectification of coke-oven gas, removing the hydro- 
gen, which is purified by scrubbing with liquid nitrogen, and returning the 
methane to the gas mains. 

Casale Process — In the Casale process pressures of around 700 atmospheres 
are used. Ordinarily the hydrogen is produced by the electrolysis of neater, 
thus eliminating expensive purification operations. Hy using a more effective 
catalyzer, which means a more sensitive one, as much as 25 per cent of his gases 
are converted to ammonia in one pass through the catalyzer. To hold down tem- 
peratures in the catalyzer where such a high concentration of ammonia is main- 
tained, he condenses out only a part of his ammonia and maintains a ballast on 
his heat-producing reactions by carrying a considerable quantity in his recircu- 
lating cycle. Under the pressures used in the Casale process, liquid ammonia 
can be condensed without difficulty, and with the usual cooling water it is easy 
to remove a part of the ammonia in this manner, and maintain a heavy circu- 
lation of ammonia in the apparatus by differential condensation. Eor tempera- 
ture regulation, an electrical heater is used in the catalytic apparatus. 

Fauser Process — The Fauser process is similar to the Casale process, work- 
ing at a lower pressure and using electrolytic hydrogen. Fauser does not carry 
the ex’cessive circulation of ammonia to maintain temperatures and his pressures 
are not high enough to condense out liquid ammonia with ordinary cooling w^ater. 
He supplements his condensation apparatus by cooling through expansion of 
some of the liquid ammonia recovered. 

The Mont-Cenis Process — ^This process operates at a low pressure, around 
100 atmospheres, using an extremely active catalyzer. 

The General Chemical Process— The General Chemical process is similar 
to the Haber process, using a pressure of about 125 atmospheres and a somewhat 
more sensitive catalyzer. Hydrogen is produced from water gas and the purifi- 
cation system is more elaborate because of the more sensitive catalyzer. 

Energy Consumption in Ammonia Synthesis — The energy required for 
ammonia production depends largely upon the methods used to obtain nitrogen 
and hydrogen. The choice of methods is governed entirely by the available raw 
materials. Where hydroelectric power is cheap it can be used to the exclusion of 
all other forms of energy. A synthetic ammonia process uses for production of 

See Chapter 4. 
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electrolytic hydrogen and the mechanical power in the plant, between 14,000 aad 
16,000 KW, iiours per short ton of nitrogen. Or one can turn to the other ex- 
treme in which coke is the raw material for tlie production of hydrogen and 
nitrogen and the mechanical power is derived either from steam or gas engines. 
In this case if we reduce the coke into terms of its original coal and add to it the 
coal needed for mechanical power, such a s^mthetic process will require about 7 
tons of high-grade American coal per short ton of nitrogen fixed. In the case of 
the processes using coke-oven gas, it is not quite so simple to evaluate the energy, 
for more frequently electric power is purchased for the motors, and coke-oven 
gas as the source of hydrogen. 

Miscellaneous Fixation Processes — During the past seventy-five years a 
number of other procc.‘?scs for the fixation of atmospheric nitrogen, all of them 
related to the old barium cyanide process, have come into existence, operated 
for a few years, and disappeared. Millions of dollars have been invested in them, 
most of which has been lost. The underlying principle upon which they are 
based is that of passing nitrogen or reducing gases containing nitrogen over alkaH 
carbonates. Mixed with the alkali salts are various forms of carbon, along with 
some catalytic material, usually oxide of iron. Various types of furnaces have 
been employed, in America rotating nichrome or nickel retorts; in Holland 
vertical iron tubes; in Sweden electric resistance furnaces. The products formed 
are alkali cyanides mixed with unreacted raw’ materials and catalytic agent. 
Although proposed as nitrogen fixation processes designed to make fertilizer 
nitrogen, none of them has progressed beyond the stage of furnishing small 
amounts of the higher-priced cyanides and ferrocyanides before the financial 
collapse. 

At present it appears quite certain that the nitrogen fixation industry will 
rely permanently upon ammonia sjmthesis and the Cyanamid process for certain 
specialized nitrogen compounds. 


NITRIC ACID 

W. M. Naglu. 

Chemical Engineer, Eastern Laboratory, 

E. I. du Pont do Nemours Co. 

Among the acids emploj'ed in chemical industry, nitric acid is second only to 
sulfuric in value and diversity of uses. The production in the United States 
was 176,000 tons HNOa in 1937 and greatly exceeded this figure in 1940. 
The technical grades of w'eak nitric acid (usually 50 to 60% HNO3 by weight) 
, transported in stainless steel tank cars and in glass carboys, and C.P. acid, 
illy 70% HNO3, is distributed in glass bottles. Concentrated nitric acid, 
^jially 95% HNOa, is delivered as such in stainless steel tank cars and in stain- 
^^and^ aluminum drums, and as mixed acid (nitric and sulfuric) in iron tank 
l”^nd drums. 

Dept, of Commerce, Biennial Census of Manufacturers (1937). 

I 
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Uses— Nitric acid is a nitrating agent and an oxidizing agent, and its various 
uses depend on one or both of these characteristics. Most of the nitric acid pro- 
duced is converted into nitrates and nitro-compounds, which in turn are em- 
plo 3 ^ed as explosives, fertilizers,^® dj^estuffs intermediates,^^ nitrocellulose plas- 
tics and paints,^® solvents, etc. Among the nitrates and nitro-compounds manu- 
factured industrially ^vith nitric acid are the following: 

1. Inorganic nitrates: sodium nitrate, ammonium nitrate, calcium nitrate, lead 
nitrate, barium nitrate, strontium nitrate, copper nitrate, silver nitrate, 
mercuric nitrate. 

2. Organic nitrates nitroglycerin (glycerol trinitrate), nitroglycol (glycol 
dinitrate), various grades of nitrocellulose (cellulose nitrate), nitrostarch, 
pentaer^^thritol tetranitrate, nitromannite (mannitol hexanitrate) , etc. 

3. Organic nitrocompounds:^^ nitrobenzene, dinitrobenzene, mono-, di-, and 
tri-nitrotoluene, tetryl, picric acid, trinitroxylol, nitrourea, nitromethane, etc. 

Other uses of nitric acid depend, in part at least, on its oxidizing characteris- 
tics. Some of these are given below: 

1. Manufacture of mercury fulminate 

2. Pickling of steel and stainless steel 

3. Pulping of wood 

4. Manufacture of anthraquinone from anthracene 

5. Treatment of glass to produce a high-silica product 

6. Production of oxalic acid from molasses and other organic raw materials 

7. Production of glyceric, adipic, and glutaric acids from glycerol, cyclo- 
hexanol, and cyclopentanol, respectively^^ 

8. Etching of engravers^ plates 


METHODS OF MANXTFACTITRE 


Three methods of manufacture are or have been of real industrial importance 
in the manufacture of nitric acid: the soda nitric, the arc, and the ammonia 
oxidation processes. In the soda nitric process, sodium nitrate and sulfuric acid 
are heated in retorts, and nitric acid, formed by the reaction: 


NaNOs + H 2 SO 4 : = NaHSO^: + HNO 3 


is distilled out of the retort and condensed. This process produces strong nitric 
acid, over 95% HNO 3 if desired, at high yields, and was without a serious com- 


^®See Chapter 32. 

^®See Chapter 13. 

^^See Chapter 28. 

See Chapter 31. 

^®See Chapter 25. 

2“ For the principles involved in the formation of these compounds see Chanter ^ 
Benson, H. K. and Walton. A. T., Paper Trade Journal, NriO 27 -Vn mam • 
Aro^ky, et ah. Paper Ind. & Paper World, 21. 972-7 (1939) ’ ’ ’ 

Chem. & Met. Eng,, 46, 444 (1939). 

» Ghem. Trade Journal, 105, 239 (1939) and numerous patents 

U. S. PatT,960,21uS! ’■ 

See also Chapter 9. 
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petitor in any countrj' until 1913, when large arc process plants were put into 
operation in Norway. 

In the arc process, air is passed through electric arcs, which cause the oxj’gen 
and nitrogen to combine to nitric oxide, NO. This gas is cooled and permitted 
to oxidize to NO 2 , before it is absorbed in water or alkalies to form nitric acid, 
alkaline nitrites, or nitrates. The concentration of the nitric oxide is low, 1 to 
the strength of the acid produced is only about 35 % HNO. 3 , and the power 
costs and investment costs are high. In the ammonia oxidation process, ammonia 
and air or ox>'gen react in the presence of a catalyst to produce NO in a con- 
centration of about 10^, which is then treated in a manner similar to that 
employed with gases from the arc process furnaces, but in smaller equipment, 
due to the greater concentration. The acid strength from ammonia oxidation 
plants is generally 50-65^ HNO. 1 . 

Historical Development — ^The development of s^mthetic nitric acid was accel- 
erated by the War of 1914-1918. At the start of that war, practically all of the 
world's requirements of nitric acid were obtained by reacting sodium nitrate with 
sulfuric acid. A small industrial plant for the manufacture of nitric acid by the 
oxidation of by-product ammonia had been built in Germany in 190S under the 
supenision of W. Ostwald, and the first European plants for producing nitric 
acid from air by the arc process had been erected in Nonvay at Notodden is 
1905 and near the powerful Rjukan waterfalls in 1912 and 1913. An American 
arc process plant had been built in 1902 at Niagara Falls, but the plant was 
found to be uneconomical and was abandoned. The production by these two 
processes for the synthesis of nitric acid was negligible in 1914. A few months 
after the outbreak of the War it was realized in Germany that the predictions of 
a short war would not be fulfilled. Access to Chile nitrate was cut oft and huge 
quantities of nitric acid from other sources were urgently needed. The arc 
process was considered impracticable under German conditions, sc, with the 
exception of one small arc process plant, the Ostwald process of ammonia oxida- 
tion was adopted for the manufacture of sodium nitrate and nitric acid. Am- 
monia was available from by-product coke ovens, cyan amide plants, and espe- 
cially from plants operating the then new Haber-Bosch process for pressure 
SATithesis from nitrogen and hydrogen. 

During the war period 1914- 191S, considerable work on the production of 
s}*nthetic nitric acid was carried out in all industrial countries, but nearly all of 
the nitric acid manufactured by all belligerents not subjected to the Allied block- 
ade was derived from Chile nitrate. Two ammonia oxidation plants operated 
more or less successfully in England and France, making nitric acid by the Ost- 
wald process mainly from ammonia from sjmthetic cyanaraide, but the quantity 
of acid produced was small. Development in the United States was more ener- 
getic. An arc process plant for the production of sodium nitrite was erected at 
La Grange, Washington, in 1917, and several plants for the oxidation of by- 
product and c\*anamide ammonia were built in the period 1916-1919. Including 
the two enormous Government plants at Aluscle Shoals and Sheffield, Alabama, 
the capacity of ammonia oxidation plants completed or nearly complete by the 

-®See p. 323. 
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spring of 1919 was said to be 225,000 tons of HNOs per year. However, these 
U. S. Government plants were shut dovm after a few weeks of operation. 

After the Armistice in 1918, the ammonia oxidation process did not compete 
with soda nitric for several years, except in Germany. Chile nitrate was a cheaper 
raw material for the manufacture of nitric acid than by-product ammonia or 
ammonia from calcium cyanamide. In Germany, the synthetic ammonia process 
was supplying high, purity ammonia at low cost^ but this process was not operat- 
ing in other countries. Experimental and development work continued, however, 
and from 1924 to 1930 synthetic ammonia plants were erected in over a dozen 
countries. Then the manufacture of nitric acid by oxidation of synthetic ammonia 
rapidly out-distanced the soda nitric process in volume. Even though these 
developments have forced the price of Chile nitrate from S2.50 to $1.35 per 100 
lbs. f.o.b. Atlantic Seaboard, ammonia oxidation is supreme in the manufacture 
of nitric acid. 


THE SODA PROCESS AND THE ARC PROCESS 

Although of minor importance today, the soda nitric process is still operated 
in a limited number of plants throughout the world. In the United States, for 
example, several thousand tons per j^ear of nitric acid are manufactured by this 
process in plants whose replacement by ammonia oxidation units has not ap- 
peared economical, due to special local conditions. However, for new installa- 
tions, the ammonia oxidation process is selected. Moreover, very large quanti- 
ties of synthetic sodium nitrate of high quality are manufactured in the important 
industrial countries from nitric acid or oxides of nitrogen obtained by the oxida- 
tion of ammonia. It is stated that the production of synthetic sodium nitrate 
in the United States in recent years may have reached 450,000 tons per year. 
Because of the decline in the number of soda nitric plants, and the availability 
t)i dcBcriprions oi this process (see Heading List), detaiis o5 this method o! manu- 
facture will be omitted. 

The arc process is no longer of commercial importance, even the large Nor- 
wegian plants at Rjukan having been converted over to ammonia oxidation. 


the ammonia oxidation PROCESS 

In the conversion of ammonia to nitric acid three reactions are involved: 

(1) NHsfg) + mO-Ag) NO(g) + U.^H20(g) + 54.1 

kg. cal. 

(2) NO H- %02 “^N02(g) 4- 13.6 kg. cal. 

and (3) 3N02(g) + H20(l) “^2HN03 (50% soln.) 4- NO(g) 4- 29.4 

kg. cal. 

A mixture of gaseous ammonia and air containing around 10% NH3 by volume 
is passed through a catalyst where the first reaction occurs at a catalyst tempera- 
ture of 700 to OSO*" C. vdth the evolution of NO and a large quantity of heat. 
This reaction takes place irreversibly on the catalyst of platinum group metals or 
base metal oxides. It is very rapid, less than 0.001 second contact time being 

S. Tariff Comm., The European War and U. S. Imports (1939). 



336 


INDUSTRIAL CHEMISTRY 


required in standard industrial plants operating with platinum or platinum- 
rhodium catalyst. Reaction (1) as written above gives the overall equation but 
does not reveal the mechanism. Extensive research has been carried out and some 
possible intermediates have been isolated in laboratory'' oxidation experiments 
under high vacuum,- but the mechanism has not been established with certainty. 

The second equation represents a reversible, homogeneous gas phase reac- 
tion. At temperatures above 400° C., little NOa can be formed, while below 
100“’ C., the oxidation of NO to NOa is essentially 100% at equilibrium. Not 
only is the equilibrium of reaction (2) more favorable at lower temperatures, 
but the reaction rate increases -with decrease in temperature. This peculiarity 
of the oxidation of NO to NOa, namely, increase in rate with decrease in tem- 
perature, has been explained on the assumption that N 2 O 2 , a possible polymer of 
NO, is the intermediate compound. Regardless of the mechanism the rate of 
oxidation can be calculated from the data of Bodenstein.^s This rate depends 
on the temperature of the gas and on the partial pressures of NO and oxygen?^ 
In reaction (3), in which NO 2 and water form nitric acid and NO, the rate is 
relatively high and equilibrium is the controlling factor. Based on equilibrium 
measurements and the performance of industrial plants, it is known that the 
maximum acid strength of the usual ammonia oxidation plants is limited to about 
55% for atmospheric pressure and 67% for 100 lbs. per square inch pressure 
operation. The presence of NO tends to drive reaction (3) to the left, decom- 
posing nitric acid back to NO 2 and water. It is essential, therefore, that the 
nitric oxide fonned bo reoxidized to NO 2 . The size of absorption towers depends 
more on the rate of this reoxidation than on the absorption of NO 2 or the reac- 
tion of NO 2 \rith water. 

Pressure Operation — It is apparent from the preceding section that a high 
partial pressure of NO and of oxygen is desirable to increase the strength of the 
acid produced and to reduce the size of the absorption towers. In the first 


ammonia oxidation plants ammonia was oxidized with air and all the reactions 
were carried out at atmospheric pressure. Later developments took two paths: 
increase in operating pressure and replacement of part or all of the air by oxy’gen. 
Plants employing oxygen were developed and built by the Baniag people in Ger- 
many and by Fauser in Italy, while the pressure process (100 Ibs./sq. in.) was 
developed in the United States by du Pont.^^ Both developments gave an in- 
crease in acid strength and a decrease in equipment size and cost. For most locali- 
ties the use of oxy^gen has proved uneconomical, but the 100-lb. pressure process 
has been adopted widely in the United States, Canada, England, South Africa, 
and some places in Continental Europe. However, the standard atmospheric 


plant is extensively used and is by no means extinct. 

r*res^^'^^e(^^i^iuonia oxidation plants are employed in the United States by 
several tant manufacturers of nitric acid. The increase from atmospheric 
pressure '^^gOund seven atmospheres results in an increase in acid strength of 

cyarin, M., Trans. Electrochem. Soc., 71, 353 (1937). 

Zeit. Phys. Chem., 100, 105 (1922). 

Curtik A., “Fixed Nitrogen,” p. 385, Reinhold Pub. Corp., N. Y. (1932). 
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nearly 15%, a 50-fold increase in the rate of reaction (2), and an even greater 
decrease in the tower volume required for oxidation and absorption. 

One type of pressure ammonia oxidation plant is illustrated by the flow sheet 
of Figure 6. Anhydrous ammonia is vaporized, mixed with filtered, hot com- 
pressed air to a composition of about 10% NHa by volume, and the mixture is 



passed through the catalyst, which consists of a pad of several sheets of 90% 
platinum- 10% rhodium alloy gauze. The ammonia is converted to nitric oxide 
at an efficiency of 95% or better. The hot gases, containing NO, water vapor, 
nitrogen, and a small amount of oxygen, leave the catalyst at temperatures 
approaching 900“ C., and are subsequently cooled to 20-30° C. in heat exchangers 
and a cooler-condenser. In the latter piece of equipment, the water of reaction 
is condensed and removed as dilute nitric acid; the gas temperature is reduced 
to the desired point, and the NO is oxidized to NO 2 . The gas then enters the 
bottom of the absorption tower. The dilute nitric acid from the cooler-condenser 
enters the tower at a higher point, and pure water is introduced at the top. Nitric 
acid at a strength in excess of 60% HNO 3 flows continuously from/Sie tower 
through the bleacher into scale or storage tanks. Auxiliary air pas^s^through 
the bleacher, where it removes from the acid any dissolved oxides/of nitrogen, 
into the absorption tower to supply the oxygen required to reo^Adize the NO 
formed vdthin the tower by reaction (3). The heat generated within the tower 
is removed by cooling coils. The waste gas, containing nitrogen, h few per cent 
of oxygen, and a fraction of a per cent of NO 2 , is reheated and expanded through 
expansion engines to atmospheric pressure. The power recovered from expan- 


I 
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sion engines and waste heat boilers is sufficient to compress approximately oDe> 
half of the air required by the process. 

Catalysts and Converters — Ammonia may be oxidized to nitric oxide, nitrous 
oxide, or nitrogen, depending on the catalyst, temperature, and contact time. 
These equations are: 

NH3(g) + VA02(g) NO(g) + Vm-Oig) + 54.1 kg. cal. (1) 

NHsCg) + 02(g) yjNsOCg) + l%H20(g) + C5.9 kg. cal. (4) 

NHa + -7402 %N2 + IV2H2O + 75.7 kg. cal. (5) 

For the manufacture of nitric acid, Equation (1) is the desired one, although 

Equation (5) is known to occur when certain catalysts or operating conditions 
are empIo3Td. The reaction of Equation (4) has been suggested as a method 
of preparing nitrous oxide, but there is some doubt if it has ever been adopted 
in practice. 

Platinum and Platinum Alloys — For the oxidation of ammonia to NO, there 
are two important groups of catalysts — platinum metals and base metal oxides. 
Platinum is the original catalyst of W. Ostwald, and is still in use in a number 
of plants, but it has been replaced wideh' in the major industrial countries by an 
alloy of platinum and rhodium. This alloy, containing IV 2 to 10% rhodium, was 
adapted for this use in the United States in 1928,^^ In spite of numerous binarj', 
ternary, and quaternary allo3^s of platinum, rhodium, iridium, ruthenium, etc., 
that have been suggested and tested,**^^ platinum-rhodium is without an equal in 
gunng high conversion efficiency and low catalyst loss, which for atmospheric 
pressure operation on ammonia-air mixtures, are given below: 

Efjlcicncy ond Loss Data on 00% Pt-10% Rh Alloy 


Tomperaturo of Catalyst, ‘’C S35 900 

Conversion Efficicnev, % 97 99 

Catalyst Loss, Troy ozyi 00,000 lb. NH 3 burned . . 02 0.55 


At higher y>rcssures there is a moderate reduction in conversion efficiency and an 
increase in catal 3 ’st loss. 

The platinum metal catal3'sts arc changed in ph3^sical structure by the part 
the3’’ pla3'^ in the oxidation of ammonia. The wares of unused gauze are smooth 
and shiny, but in the converter the gauze soon becomes dull in appearance. Under 
the microscope, it is seen that each wire is covered with nodules of the metal 
(Figure 7), and the surface and outside diameter of the wdre have increased. 
This “sprouting” continues throughout the life of the gauze — that is, until loss 
of metal and mechanical strength makes replacement advisable. Part of the metal 
that has disappeared from the gauze is removed from the gas stream at points 
downstream of the c(inverter and ma3^ be recovered as dust and refined. 

Platinum and platinum-rhodium catalysts are emplo 3 ’’ed in the form of^auze, 
the 80-mesh |)y 0.003" wrire being the favorite in this count r 3 ^ The size of the 
sheets and thVir arrangement var 3 '^ greatl 3 '’ in different plants. On the continent 
of Europe, the Bamag type of converter is 4videl3^ used, with a two-layer circular 

"-Schlecht, L. and Nagel, A. v. U, S. Pat. 1,946,114, 

Davis, C. W., U. S. Pats. 1,706,055 (1929) and 1,850,316 (1932). 

Handforth, S. L. and Tilley, J. N., Ind. Eng. Chem., SO, 1287 (1934). 
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gauze pad up to 2 meters in diameter, the ammonia-air mixture traveling verti- 
cally upward. The United Alkali converters, ^vith small rectangular gauze pads of 
3 to 4 layers, are well known in England.^^ The multi-layer gauze, with 10 to 
30 sheets per pad, was developed in the United States for atmospheric and 
pressure operation. This type of gauze is normally employed without the gauze 
holder usually found in United Alkali or Bamag type converters. In converters 
designed for the multilayer gauze, the gas travels downward through the catalyst 
and the gauze pad is supported by a heavy screen beneath it (Figure 8) . As the 
gauze becomes worn and metal is lost, new sheets may be added and worn frag- 
ments removed for recovery of the precious metals. The Parsons converter^* 



Fig. 7, Photomicrograph Platinum-Rhodium Gauze After Use and Before Use. 


was outstanding in the United States at one tune and was installed in the Muscle 
Shoals plant, but it has in general been superseded by more modern designs. 
This converter consists of a vertical cjdmder of three or four la^^’ers of platinum 
or platinum-rhodium gauze, closed by a circular plate of silica. The gauze is 
suspended in a brick-lined converter. The ammonia-air mixture enters the 
cylinder at the top and flows radially outward through the gauze. Heat radiates 
from the catalyst to the refractory brick and back to the catalyst to hold the 
gauze at the desired high temperature, thereby eliminating the electric heat re- 
quired by some of the earlier converters to hold the catalyst temperature at the 
optimum level. Modern flat-gauze converters, however, operate vnth preheated 
air, and require neither electric heat nor refractory brick to prevent undue loss 
of temperature. 

Where ammonia is burned with oxygen, as is done in some plants in Europe 
special converters are required. The absence of nitrogen to dilute the mixture of 
ammonia and oxygen and to absorb 70% of the heat generated by the reaction 
would lead to gas explosions and to such high temperatures that the catalyst 


C. S and Russell, W., J Soc. Chem. Ind , 41 , 37T (1922) 
3 ° S. L, and Kirst, W. E., U. S. Pat. 1,919,216 (1933). 

Curtis, H. A., op. cit., p. 378. , v y. 
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would be melted. Therefore, steam is generally employed in the absence of nitto- ’ 
gen as a diluent. This excess water vapor, together uith that formed in the reac- 
tion, is removed with little nitric acid by rapid cooling of the gases leaanng ftp 
converter and withdrawal of water before any appreciable amoimt of NO 2 fe 
formed. 

Other types of converters for handling ammonia-o^7gen mixtures incMe 
that of Cederberg,^® vhich is designed to prevent e.xplosions and to remo^-etie 
heat of reaction by cooling the catal 3 'St. ‘\Miere the air is not displaced by 



oxygen, but onl}^ enriched ^rith it, and the ammonia concentration in tie 
mixture does not exceed about 13% by volume, standard converters) for aminoni 
air may be used. ^ 

Operating Conditions. Economical operation of a converter demani'l:^ 
efliciencj’^ in the conversion of ammonia to nitric oxide, low* catalj^st cost, and 
capacity. The factors nfTccting these items, such as ammonia puritj and con- 
centration, ammonia rate, composition and quantity" of the catalyst 
temperature of the catal\*st, time of .contact, operating pressure, atd ow:3 
concentration, are so interrelated that no standard set of operating coalition: ^ 
satisfactory for all plants. Nevertheless, the more important are 
briefly. 

Efficiency of Conversion. High purity* ammonia and clean air aTt 0 i 
stivy for high efficiency. Altlioup'^^^by-prodiio*''^''T^ouk and cyanamicss* 

I ' j 1 

Cederberg, I. IV., 17 S, ‘ 'Fischer, T. and e- 

landt, R., XT. S. Pat. 1,850,129 ' 
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monia can be purified satisfactorily’^, high-grade synthetic ammonia is considered 
the best raw material for nitric acid plants. 

Platinum-rhodium, with 2 to 10% rhodium, depending on the temperature 
employed, gives the highest conversion efficiency and lowest catalyst loss. In 
the usual form of gauze of about 80 X 80 mesh X approximately 0.003 diameter 
wire, the quantity of catalyst in an atmospheric pressure converter may vary 
from 1 to 3 ounces per 100 lbs. ammonia fed to the converter daily. The contact 
time is usually less than 0.001 second. For optimum operation in pressure con- 
verters the amount of catalyst in a converter is lower than that in an atmospheric 
converter of equal capacity. Roughly, the amount of catalyst per 100 lbs. am- 
monia daily capacity is varied inversely as the absolute pressure. The time of 
contact is nearly independent of pressure. 

The temperature of the catalyst as employed commercially may vary from 
700° C. to slightly over 900° C. Since, within this range, both conversion effi- 
ciency and catalj’-st loss increase with increase in the temperature of the catalyst, 
the optimum temperature is selected only after a careful study of conversion 
and catalyst loss data and the costs of ammonia and catalyst. Some atmospheric 
pressure plants on the European continent are said to operate at gauze tempera- 
tures of about 700-750° C. Apparently these are plants using platinum or plati- 
num alloys very low in rhodium, or plants employing oxygen or oxygen-enriched 
air in the converters. With platinum as a catalyst, the low gauze temperatures are 
desirable to avoid excessive metal losses. At high oxygen concentration, the con- 
version efficiency at temperatures around 750° C. may be sufficiently high to 
make the use of higher temperatures unwarranted. For mixtures of ammonia 
and air, however, 800° to 850° C. is the temperature range usually recommended 
for atmospheric converters, and even higher temperatures for pressure converters. 

Base Metal Catalysts — ^As an alternative to platinum, base metal catalysts 
were employed in Germany during the first World War and are used now in 
localities where ammonia is very cheap or platinum and rhodiiun are scarce. 
Iron oxide and iron oxide promoted with bismuth oxide were used in early 
German plants. 

Base metal catalysts consisting of cobalt oxide and aluminum oxide as well 
as numerous other oxides have been recommended. Although such catalysts are 
employed to a considerable extent in the United States and elsewhere, their use 
is not so mdespread as that of platinum and platinum-rhodium, and the pub- 
lished information is less complete. 

Absorption Towers, The hot gases leaving a converter are cooled, and the 
water of reaction, containing some HNOs, is condensed and separated from the 
gas. In plants operating at atmospheric pressure, the acidity of this condensate 
varies from about 2% to 30%, depending on the rapidity with which the gas 
is cooled and the water separated. Slow cooling permits the oxidation of a large 
v of the NO to NO 2 , which in turn reacts with the condensate to form nitric 
d. An increase in pressure increases the rate of oxidation and thereby increases 
^'‘idity of the condensate. This nitric acid is not lost, but the concentration 
of nitrogen in the gas fed to the absorption system is reduced and, as a 
> strength of acid in equilibrium with it is slightly lowered. 

M. F.. U. S. Pat. 1,936,936 (1933). 
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Oxidation oj NO^ Following the removal of the condensate, the gas is passed 
throngli oxidation chambci*s to permit the reaction 

NO 4- V 2 .O 2 NO 2 + 13.6 kg. cal. 

to proceed almost to completion. In plants under atmospheric pressure, several 
very large tanks or towers are required, while a few lengths of pipe may suffice 
for high pressure plants, since the volume required to permit any given degree of 
oxidation varies inversely as the cube of the pressure. The gas must be cooled 
to remove the heat of reaction and to hold the temperature low where the rate 
of oxidation is the greatest. 

After the water is removed and the NO is oxidized to NO 2 , the gas enters 
the absorption system where it is absorbed in water to form nitric acid. The 
flow of acid and gas is countercurrent. Pure water is introduced into the last 
tower, and the acidic conden.sate is fed into the tower having approximately the 
same concentration. In the older atmospheric plants, five to ten cnoimous packed 
towers of granite or acid-resisting brick were used, with acid circulating over each 
by means of air lifts. Some towers were over 50 ft. high and even 30 ft. in diam- 
eter. Later plants have stainless steel towers and stainless or high silicon iron 
pum])s, but the large volumes have not been reduced. This large volume is needed 
to provide time to reo.xidize to NO 2 the NO formed in the reaction 

3N02(g) 4- lhO{l)^2Em3 {50% soln.) + NO(g) +29.4 kg. cal. 

The heat generated by the above reaction and by the oxidation of NO to NO 2 
is removed by cooling the towers or the circulating acid. The anhydrous ammonia 
required by the plant may bo used to advantage as a refrigerant for reducing the 
temperature of the acid in the strong end absorption towers below that possible 
vith cooling water alone. This refrigeration increases the strength of the acid 
produced and the rate of oxidation of NO to NO 2 . 

In ammonia oxidation plants, the size of the absorption system decreases so 
rapidly with increase in pressure that, at about 8 atmospheres absolute, space for 
reoxndation of NO to NO 2 cea.ses to be the controlling factor in design. Stainless 
steel bubble-cap absorption towers with cooling coils on each tray (Figure 9) are 
then preferred over packed tow’ers.**® 

A limited number of plants have been built wiiich combine oxidation of 
ammonia and removal of water at atmospheric pressure, with pressure absorption 
of the resulting gases, stainless steel turbo compressors being installed to com- 
press the gases before they enter the absorption system. This combination of 
atmospheric and pressure operation has not been adopted generally. It is possible 
that there w^ere serious limitations to the compressor wiien operating on gases 
containing oxides of nitrogen. 

Other Sources of Nitrogen Oxides — Oxides of nitrogen from sources other 
than ammonia oxidation converters are converted into nitric acid by absorption 
in w^ater. Fumes from operations involving oxidation or nitration w4th nitric 
acid and gases obtained by denitrating nitroglycerin, nitrocotton, and TNT '^spent 
acids*' are treated at atmospheric pressure in absorption t owners in a manner 
similar to that for ammonia oxidation gases. The oxides of nitrogen in the gases 

^‘^Handforth, S. L.. U. S. Pat. 2,019,533. 
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from spent acids are often in concentrated form, over 75% NO 2 , and the acid 
strength obtainable and the necessary time for reoxidation of NO to NO 2 ap- 
proa-ch that of pressure plant rather than atmospheric operation. Therefore, a 
bubble-cap tower with trays about one foot apart and with cooling coils on each 


tray is sometimes more economi- 
cal than a series of packed towers 
^vith circulating pumps. Single-pass 
packed absorption towers are less 
often selected, due to the relatively 
low liquid rate and the difficulty of 
control. 

Sodium Nitrate and Nitrite — 
Sodium nitrate and sodium nitrite 
are manufactured by absorbing the 
gases from ammonia oxidation con- 
verters in soda ash or caustic soda. 
The towers are similar in size and 
design to atmospheric pressure ni- 
tric acid absorbers. 

Production of Strong Nitric 
Acid — Nitric acid produced by ab- 
sorption of nitrous gases in water, 



as described in the preceding sec- 
tions, does not exceed 65% HNO 3 
in strength. These concentrations 
are satisfactory for the manufacture 
of inorganic nitrates and for the 
oxidation or nitration of some or- 
ganic compounds, but for the man- 
ufacture of mtroglycerin, nitrocellu- 
lose, TNT, and a number of other 
compounds, stronger acid is re- 
quired. Nitric acid of 90-98% 
HNO 3 is produced in large quanti- 
ties by concentration of the weak 
acid from ammonia oxidation 
plants, and in much smaller quanti- 
ties from liquid NO 2 , weak nitric, 
and oxygen. 

Nitric Acid Concentration — 
Weak nitric acid cannot be concen- 
trated by simple rectification above 
68% HNO 3 , the constant-boiling 



Fig. 9. Inner-cooled Absorption Tower. 


mixture. Concentration of weak nitric acid to a strength of 90% HNO 3 and 
higher was not highly developed in 1915 when the large German ammonia oxida- 
tion plants were built. As a result, sodium nitrate, rather than nitric acid, was 
produced by some of the important oxidation plants, and the sodium nitrate 
w'as converted in soda stills to strong nitric acid. However, at the present time, 
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concentration to 98% is rendilj'' accomplished industrially by boiling a mixture 
of weak nitric and strong sulfuric acid. The sulfuric acid holds the water and 
permits strong nitric acid to be distilled out and condensed. This concentration 
can be carried out in various types of equipment. Direct fired batch stills simi- 
lar to those used for the soda nitric process were employed in many of the 
earlier plants for concentrating oxidation plant nitric. Several better processes 
have since been developed and widely adopted. First among these should be 



mentioned the Pauling concentrator/*^ a packed tower into which weak nitric 
acid and 92-96% sulfuric acid, or a prepared mixture of weak nitric and sulfuric 
acid, are fed in at the top and live steam is introduced at the bottom. Nitric 
acid vapors leave the top of the column and pass to a condenser, where 94-98% 
acid is obtained. A very small amount of oxides of nitrogen pass on to a water 
scrubber. Weak sulfuric acid, 70% H 2 SO 1 , leaves from the bottom of the 
packed tower, to be reconcentrated and re-used. 

Other types of nitric concentrators, described bj^ Hechenbleikner,^^ by Davis, 
et al.,^3 and by Peterson, et al.,**** employ a short packed tower, beneath which is 
a boiler of steam-jacketed tubes of high silicon iron. The Peterson concentrator 
is illustrated in Figure 10. Steam and nitric vapors are generated in the boiling 


Pauhng, H., U. S. Pat. 1,031,805 (1912). 

^2Hechenbleikner, I., U. S. Pat. 1,818,711 (1931). 

-*3 Davis, C. W., Handforth, S. L., and Kinst, W. E., U. S. Pat. 1,922,278 (1933? 
Peterson, R. F., and Wrightsman, P. G„ U. S. Pat. 2,201,631 (1940). 
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tubes, and pass upward into the packed tower, countercurrent to the mixture 
of sulfuric acid and weak nitric acid. The steam condenses in the tower and boils 
off strong nitric acid. Since little or no live steam is introduced into the system, 
the steam consumption and the sulfuric consumption are less than those of the 
Pauling concentrator. In the Zeisberg concentrator,^^ only sulfuric acid is fed 
into the top of the packed tower; the nitric acid and much of the necessary heat 
is introduced as weak nitric vapor, obtained by boiling the weak nitric acid. 

Strong Nitric from Liquid NO 2 — Strong nitric acid of 90-98% HNOs can 
be produced directly from liquid NO 2 , weak nitric acid or water, and oxygen 
under high pressure. The reaction, 

2NO2 + H2O + y 202 2HNO3 ( 6 ) 

is carried out at elevated temperatures, 60-100'' C., and at oxygen pressures of 
approximately 1000 Ibs/sq. in. Processes in which liquid NO 2 is separated 
from ammonia oxidation converter gas and subsequently reacted with weak 
nitric acid and oxygen under high pressure are described in a large number of 
patents. Several direct nitric plants have been erected, especially in Europe by 
the Bamag and the Fauser interests, but the standard ammonia oxidation process 
for the production of weak nitric, coupled with efficient concentration plants, 
have not been seriously threatened. It is possible that the cost of oxygen, and 
the corrosive nature of strong nitric acid at the elevated temperatures, combine 
to make these plants unattractive for many localities. 

Materials of Construction — Many of the stainless steel alloys high in chro- 
mium or in chromium and nickel are very resistant to cold nitric acid of any 
concentration.^® In fact, modern ammonia oxidation plants and nitric acid tank 
cars are constructed largely of these metals, since they combine good tensile 
strength and workability with corrosion resistance. Aluminum is satisfactory for 
cold, concentrated nitric but is less resistant to weak acid. For boiling nitric acid 
of any concentration, high silicon iron is the standard metal. The corrosion 
resistance is excellent, but the tensile strength is too low and the material is too 
brittle for many applications involving high pressure. Platinum, tantalum, glass, 
silica, porcelain, and some acid-resistant brick are resistant to nitric acid. As- 
bestos is probably the most widely applicable packing material, although some 
of the synthetic rubbers are satisfactory in cold, weak acid. Organic lubricants 
are incompatible with nitric acid, and, ^vith concentrated nitric or with strong 
mixed acid, may be hazardous. Therefore, lubricants for stuffing boxes of pumps 
should be selected with care and used sparingly. 
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NATURAL SALTS AND BY-PRODUCTS* 

Robcut B. jMacMtjllin 

Assistant Director of Research, Mathieson Alkali Works, Inc., Niagara Falls, N. Y. 

Natural salt deposits constitute a tremendous source of world wealth. This 
wealth is uidely distributed among nations and therefore is not, generally speak- 
ing, the object of international contest. Some of the less abundant salts, such as 
potash and nitrates, were once thought to be localized in Germany and Chile 
respectively. However, the World War of 1914-1918 stimulated exploration and 
exploitation, with the result that tremendous sources of potash have been re- 
vealed in the United States, Russia, Asia Minor and elsewhere. As for sodium 
nitrate, practically every countr 3 % large or small, ambitious for economic auton- 
omy, now has its synthetic ammonia and nitric acid plants ^ and its Solvay Process 
soda plants, which do awaj'' with the necessity of having the natural material 
Nitrogen is equally available to all and salt is practically in the same category. 
Nitrogen and salt are the basic raw materials of the modern nitrate industry. 

Water soluble nattiral salts, the subject of this chapter, include chiefly the 
chlorides, bromides, iodides, sulfates, carbonates, nitrates and borates of the 
metals sodium, potassium, calcium and magnesium. The distribution of the less 
abundant salts is almost as widespread as that of sodium cliloride itself, and no 
nation need suffer from a serious lack in its normal pursuit of agriculture and 
industr 3 ^ R is true that there are other controlling factors in establishing chemi- 
cal industry: the distribution of fuel — coal, oil, gas, water pow’er; the distribution 
of other minerals — limestone, sulfur, phosphates, iron ore, hea\^ metals, and 
forest products; transportation facilities; climate. The nations are decidedly 
unequally provided with these items of w'ealth. For this reason the development 
and utilization of natural salts is greatest in the so-called industrial nations. 


OnOLOGY OF THE SALT BEDS 

The Sea as a Source of Salt — The reason for the widespread distribution 
of natural salts is not hard to find. The sea is responsible. The sea is a vast 
sink into wdiich has poured the rivers of earth throughout geologic time. These 
rivers contain soluble matter extracted from the rocks of continental uplands 
by pluvial and volcanic w\aters. The steady cycle of evaporation from the sea, 
rainfall on the continents and return to the sea, has built up the salinity of the 
sea w’ater to about 35 grams i)er liter. The estimated volume of the intercon- 

* Includes Salt, Magnesium Compounds, Bromine, Iodine, Natural Soda, Borax 
Potash, Sodium Sulfate, Hydrochloric Acid, and Natural Sodium Nitrate, 

1 Sec Chapter 8. 
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nected salt water on earth is 1,330 million cubic kilometers, weighing 138 xlO'" 
metric tons. The estimated content of salts is 4.84x10’® metric tons. In 
volume this would give 21.8 million cubic kilometers, a quantity sufficient, if 
spread over a level sea bottom of 361 million square kilometers (the area of the 
sea surface), to make a layer more than 60 meters thick, and of this layer 47.5 
meters thick would be common salt (NaCl). 

The average composition of ocean salt, according to Dittmar,^ is given in the 
following tables : 

TABLE 1— ANALYSIS OF THE SALINE MATERIAL OF OCEAN WATER 
CALCULATED IN IONS 


Ions 

Per Cent of 
Total Salts 

Grams per Liter 
of Ocean Water 

Cl 

55.292 

19.68 

Br 

0.188 

0.07 

SO4 

7.692 

2.74 

CO3 

0507 

0.08 

Na 

30.593 

10.89 

K 

1.106 

0.40 

Mg 

3.725 

1.33 

Ca 

1.197 

0.43 

Total 

100.000 

35.62 


TABLE 2 — ANALYSIS OF THE SALINE MATTER OF OCEAN WATER 
CALCULATED AS SALTS 


Salt 

Per Cent of 
Total Salts 

Grams per 
Liter 

Short Tons per 
Cubic Mile 

NaCl 

77.758 

27.213 

131,526.000 

MgCl2 

10.878 

3.807 

18,399,000 

MgSOi 

4.737 

1.658 

8,012,000 

CaSOi 

3.600 

1.260 

6,089,000 

K 2 SO 4 

2.465 

0 863 

4,170,000 

CaCOs 

0.345 

0.123 

584,000 

MgBr2 

0.217 

0.076 

367,000 

Total 

100.000 

35.000 

169,147,000 


Besides the principal constituents noted in the tables there are smaller amounts 
of practically every known element in sea water. 

The salinity of sea water in land-locked mediterraneans in warm climates may 
be higher, as in the Red Sea (38,8 grams per liter) . It may be lower in other water 
bodies plentifully supplied with fresh water from streams or melting ice. Thus 
the Black Sea has a salinity of 22 grams per liter, and the Baltic decreases from 
full salinity in the North Sea to 10 grams per liter in the Finnish Gulf. These 
considerations are important in the direct recovery of salt, bromine, and mag- 
nesia from sea water by methods to be described. 

Concentration by Living Matter— The living plants and animals of the sea 
have the ability to concentrate some of the rarer elements in their bodies 
and this is also of importance to industry. For example, certain kinds of sea 
weed (Laminaria digitata and L. stenophylla) contain about 0.3 per cent of 
iodine on the weight of dry kelp, which serves as excellent raw material for iodine 
recovery. Many organisms, such as foraminifera, brachiopods, and coral, growing 

Geochemistry,” p. 203 
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in shallow water, secrete lime, and the calcareous bodies form into reefs, and in 
time build up thick limestone deposits. 

Connate Salt — Sedimentar}’ deposits in general form on the ocean floor, from 
sand and clayey material carried do\^Ti uith the rivers, Sedimentarj" rocks are 
porous in vaiydng degrees, ranging from 1.3 per cent for granite to over 20 per 
cent in some sandstones. Fossil sea water trapped in the pores gives rise to con- 
nate salts, which range from about 1 per cent by weight to as high as 8 per cent 
in some cases. 

'S^ast areas of the continents now above sea level were at one time, or several 
times, submerged by the sea. Elevation of the land, or recession of the sea, has 
left the sedimentarj’’ rocks high but not dry. Erosion and solution by terrestrial 
waters again leach out the connate salts, and in addition yield other soluble mate- 
rial through decomposition. These salts may or may not be washed back into the 
sea. There are many valleys and basins in western United States where there is 
no outlet to the sea. The slightl}' saline rivers drain into land locked lakes where 
the salts are concentrated by evaporation. The Great Salt Lake in Utah lies 
in the deepest portion of the basin of a former great fresh water lake, Lake Bonne- 
ville. The lake is not a remnant of a cut-off portion of the sea, for the tertiary 
deposits which surround and underlie it are of continental origin. On the other 
hand, the composition of the salts in the lake water resembles closely that of sea 
water (see Table 3), and this seems to indicate that the origin of the salts was 
the connate salts in the surrounding terrain. 


TADLK 3 — COMPOSITION OF NATUa\L BRINES, PERCENTAGE ON DRY BASIS 


Body oj 

Sea 

Great Salt 

Saltan 

Searlcs 

Owens 

Dead 

M'dier 

Water 

Lake, Utah 

Sea 

Lake, CaL 

Lake, Cal. 

Sea 

Cl 

55.29 

55.48 

47.83 

37,04 

2556 

65.S6 

Br 

0.19 



054 


1.13 

SO 4 

7.69 

0.68 

13.4i 

13.00 

9.96 

0.39 

CO .1 

0.21 

0.09 

1.85 

754 

22.18 

0.02 

B 4 O 7 




2.50 

1.92 

13.73 

Na 

30.59 

33.i7 

3li9 

33.80 

38.07 

K 

1.11 

1.66 

0.65 

654 

2.10 

2,36 

Mg 

3.73 

2.76 

ISl 



12.32 

Ca 

1.20 

0.16 

2.80 



4.19 

Sp. Gr. 

1.025 

Variable 

Variable 

1597 

Variable 

1.156 

Salinity 

35.0 

140-280 


452 

63-244 

218-259 

Date 
Source of 


1913 

1907 

1929 

1912 

1912 

Salt 

... 

Connate 

Sea Water 

Chiefly 

Sea Water 

Terrestrial 

Terrestrial 

Sea Water & 
Terrestrial 


Deposition of Salt from Sea Water — ^In order to give an insight into the 
diversity of character of saline deposits throughout the world, and to indicate 
how the various constituents may be separated in industry as well as in nature, 
it is desirable to present a brief discussion of the geological features of the salt 
deposition. 

A bodj'^ of sea we ter, more or less isolated from the circulating ocean currents, 
will concentrate when the climatic conditions are such as to cause a greater 
amount of evaporation of water than is supplied by precipitation, by affluents, 
or by springs. These conditions exist in many parts of the werid today, and the 
huge deposits of sea salt in older geologic strata are eloquent evidence that such 
conditions have existed in the past. 
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When sea Avater is evaporated no salts are deposited until the salinity reaches 
72 grams per liter, at which point CaCOs and Fe203 begin to precipitate. When 
the volume is reduced to 19 per cent and the salinity to 202 grams per liter, 
CaSO^ • 2 H 2 O begins to separate, and this continues until it is exhausted at 3 per 
cent of the original volume. Sodium chloride begins to precipitate when the vol- 
ume is reduced to 9,5 per cent, when the salinity is 388 grams per liter and the 



Fig. 1. Diagram Showing Order of Separation of Salts. [Ailing, H. A., New 
York State Mus. Bull. 275, p. 81 (1928)] 

This diagram shows the order of the separation of salts on evaporation, imder 
atmospheric pressure, of sea water. The dry salts, per cent by weight, calculated to 
be in sea water are given at the left. The percentage of each salt which separates 
as the volume of the solution is reduced by evaporation is shown in the succeeding 
columns. That is, when the voHime has been reduced to 53.30 per cent of the 
whole, a little ferric oxide and calchim carbonate has crystallized. At 19 per cent 
the rest of the calcium carbonate and some of the gypsum have separated, and so 
on. If all of the “blocks*^ of these columns should be shoved together they would 
reconstruct the first column. Note that at no time is pure sodium chloride precipi- 
tated without some other salt. 


density is 1.21, and continues until the solution is dry. MgSO^ begins to precipi- 
tate when the volume is reduced to 1.66 per cent, when the salinity is 523 grams 
per liter and the density is 1.32. (See Figure 1.) 

From this point on the mother liquor will deposit a succession of complex 
salts, depending on the temperature, and depending on whether the salts are 
left in contact with the mother liquor. At 25^^ C., van't Hoff found the follow- 
ing order for the separation of mother liquor salts, always in company with 
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sodium chloride: ( 1 ) magnesium sulfate, ( 2 ) magnesium sulfate and kaimte 
(MgS04-KCl‘3H20), (3) hexahydrate (MgS04 * OHoQ) and kainite, ( 4 ) 
kieserite (MgSOi-HuO) and kainite, (5) kieserite and carnallite (MgCb-KCI* 
6 H 2 O), ( 6 ) kieserite, carnallite and bischofitc (MgCb • 6 H 2 O) . The tempera- 
ture at which the mother liquor salts were actually laid down was probably 
around 50° C., because shallow saline lake water is known to absorb visible solar 
radiation and to get quite hot. At this temperature the order of deposition 
would be loewdte (Mg2Na.i(SO04 * 5 H 2 O) at 3.3 per cent of the original volume 
of sea water, then langbcinite hlg^Ki* ( 804 ) 3 , kieserite and finally carnallite. 

In nature no orderly succession of deposits in a single locality is possible. 
There were many interruptions in the process of evaporation. There were succes- 
sive transgressions and recessions of the sea, due to periodic land movements. 
There were many climatic cycles, alternate wet and dry periods, alternate hot and 
cold. Irregular uplifts or sinking of land would transfer the mother liquor salt 
from one basin to another. So we find in the natural salt beds numerous succes- 
sions of limestone, gypsum and salt, separated by shale, clay or sand. The 
mother liquor salts are rarely present, and when they are, there is usually a great 
confusion with certain expected salts entirely absent. Many of the original salts 
laid dovra have been altered by paragenesis. 

Marginal Salt Deposits — ^Evaporation of sea water along the margins of in- 
land seas gives rise to extensive salt deposits. According to Grabau,® these may be 
classified as (a) marginal salt pans, (b) marine salinas, and (c) lagoonal deposits. 
All these have in common the characteristic that the ocean is a constant source 
of supply from which the salts are concentrated intermittently, sometimes to the 
point of complete evaporation. 

The marginal salt pan is a shallow depression of great extent, into which the 
sea pours at high tide or during stomas. Typical present day deposits of this 
type are the Rann of Cutch, India; the salt pans of the Red Sea coast of Eritrea; 
those of the Nile Delta; and those of the Black Sea coast. These natural salt pans 
have been altered by man or imitated by man for the express purpose of producing 
solar salt under more favorable conditions. 

A marine solina is a salt lake near the sea, the water of which is supplied by 
the sea, not by overwash or canals, but b}’’ underground seepage. A good example 
of a present day marine salina is the Salt Lake of Lamaca, Isle of Cyprus, from 
which good salt has been harvested by man since the Sixteenth Century. 

Lagoonal Deposits — ^No large salt deposits can result from the marginal 
salt pan or salina. If, however, a larger body of the sea becomes cut off or land- 
locked, as for example a lagoon or a mediterranean, a continuous or intermittent 
influx of sea water to replace evaporation would bring in enough salt to build up 
the knorna beds, avhich in some cases are thousands of feet thick. Tlie lagoon 
must have a nearly continuous barrier, or bar, preventing flooding by the sea, 
except through one or more relatively small breeches through which sea water is 
supplied. Complete drying up, with the deposition of mother liquor salts, is the 
final fate of the lagoon. 

Cut-off Arms of the Sea — ^During Permian time, two very famous salt de- 
posits were laid doavn, one in northern Cerman}^, and the other in southeastern 

^ Grabau, A. W., 'Trinciples of Salt Deposition, McGraw-Hill (1920). 
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New Mexico. The Permian Sea in America was really a succession of 
extending northward from the Gulf of Mexico, through Texas, New Mexico, Okla- 
homa and Kansas. The Permian basin became a shallow embayment of the ocean 
that progressively subsided as the salts and associated sediments were deposited. 
As the subsidence gradually deepened southward, the centers of evaporation also 
shifted southward, so that the saline deposits to the south are younger than those 
farther north. The salt area underlies 100,000 square miles, at depths up to 
2000 feet below the surface. The Permian succession of red beds, salt and 


7" Depth 



Fig. 2. Cross Section Through Sylvite Deposits East of Carlsbad, N. Mex. 
[Smith, H. I., Ind. Eng. Chein. 20 , p. 854 (1938)] 

anhydrite is as much as 10,900 feet thick in southeastern New Mexico. The 
aggregate thickness of salts is at least 4080 feet of which 1391 feet is common salt. 
The order of deposition was calcium carbonate, calcium sulfate, then sodium 
chloride, with the potash and magnesium in ‘the mother liquors. The mother 
liquor salts were concentrated in a much smaller area, about 3000 square miles 
in extent, in southeastern New Mexico. (See Figure 2.) It is of interest that this 
is not in the center of the Permian Basin, but on the western rim. Thus far, the 
Carlsbad sylvinite beds (discovered in 1925 by V. H. McNutt) contain the 
largest deposit of high grade potash in the world. The potash minerals include 
sylvite (KCl), sylvinite (KCl + NaCl), polyhalite (2CaS04 • MgS04 • K 2 SO 4 • 
2 H 2 O), carnallite (MgCb * KCl * 6 H 2 O), langbeinite, ( 2 MgS 04 • K 2 SO 4 ) together 
with smaller amounts of kainite (MgSOi * KCl ‘ 3 H 2 O), leonite (MgSOi * K 2 SO 4 ■ 
4 H 2 O) and glaserite ((KNa)2S04). 

The German. Deposits Historically, the German deposits were discovered 
much earlier (at Stassfurt in 1851), but geologically they are of the same age as 
the Carlsbad beds. They are of the same type— namely, deposited from a cut-oflf 
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arm of the sea, with all the mother liquor salts remaining. The German deposits 
occur in a series of sediments laid down in Permian times in the ‘^chstein Sea ” 
which covered what is now northern Germany and Holland and which extended 
across the present North Sea into England. The potash deposits encircle the 
Harz Mountains, and extend under the Hannoverian lowlands and under part of 
Thuringia, embracing a potential productive area of 24,000 square miles. Subse- 
quently earth movements have greatly distorted and tilted the potash beds, pro- 
ducing saddles, horsts and expensive faults. The depth of the beds is quite vari- 
able, ranging from 665 to 3950 feet. The thickness is also variable, ranging 
from 33 to 165 feet. The estimated reserve, covering the known productive 
area of 580 square miles, is 72,000 million short tons of crude salts containing an 
average of 12.5 per cent KcO. The potash occurs in three principal zones: the 
upper, or carnallite region is typically 98 to 131 feet thick; the middle, or 
kieserite (MgSOi-H^O) region is 65 to 131 feet thick; and the lower, or poly- 
halite region is 131 to 197 feet thick. At least thirty-two different salts derived 
from sea water are found, of which sixteen are of importance. Very little sylvinite 
is to be found in the German deposits. 

The famous salt beds at Wieliczka in Galicia were laid down in Miocene time 
(later than Permian). These beds are fossiliferous but carrj^ no potash. It is 
probable that tliis bed is of a lagoonal tj’pe. The salt deposits of Alsace are of 
Oligocenian age and contain a good bed of sylvinite of commercial importance. 

Silurian Deposits in the United States — The Silurian salt beds of the 
United States are in two basins, New York-Pennsylvania-Ohio and Mchigan- 
Ontario, separated by Lake Erie. The Silurian Sea inundated most of the central 
portion of North America, and these two basins, probably of a lagoonal type, 
became separated from the sea by a barrier of some sort. The brines were evapo- 
rated under desert conditions, though never completel 3 \ There were a number 
of incomplete cycles, interrupted by influx of sea and river waters. There are no 
mother liquor salts present — ^just a succession of limestone, gypsiun and salt. 
In New York the beds dip toward the south, the top of the beds ranging from 
present sea level down to at least 1500 feet lower. The aggregate thickness of 
rock salt ranges from nothing (where the Salina outcrops in northern New York) 
to nearly 500 feet of salt at Watkins. At Retsof, New York, the International 
Salt Company mine rock salt from one of the strata, 18 feet thick and about 1100 
feet below ground. This salt, in common with most rock salt, contains consider- 
able gypsum intimately mixed wdth it. 

A modem example of illustrating the fate of a cut-off arm of the sea is to be 
found in the Sniton sink in southern California. It is a depressed basin at the 
head of the Gulf of California, separated from it by a barrier of river detritus. 
The floor at the deepest portion lies 273 feet below sea level, and at one time 
was a dry salt pan. The basin has occasionally been flooded by overflow from 
the Colorado River and is now occupied by the Salton Sea, a saline lake which is 
evaporating^rapidly. 

Playa Deposits. The salt playas of Nevada and California, notably Owens 
Lake and Searles Lake, California, owe their origin to the leaching of the decom- 
position products of the surrounding Tertiary sediments. The brines and the salt 
beds contain a high proportion of carbonate, sulfate and potash as w’ell as appre- 
ciable percentages of borate, and thus do not resemble sea water (see Table 3). 
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Present day salt deposits may have been formed from older deposits, through 
the action of the water, wind and other agencies. Many of the sodium sulfate 
deposits in the Lake Lahontan region of the western United States, and in 
western Canada, are of this character. The origin of the alkali and sulfate, ac- 
cording to one theory, is as follows : most igneous rocks contain pyrite and other 
sulfides. The sulfides on exposure are oxidized to sulfuric acid, which decomposes 
the basic rocks, producing soluble sulfate. The sulfate is in part reduced to sul- 
fide by organic matter, and the CO 2 from the atmosphere then converts the sulfide 
to soluble carbonates. The alkaline waters drain doum into the natural basins, 
and in the arid conditions prevailing just east of the Coast Range and the south- 
ern Sierra Mountains, are evaporated to deposit mirabillite (Na2S04 * IOH 2 O), 
trona (NaHCOs * NaoCOs • 2 H 2 O), burkeite (Na2C03 • 2Na2S04) and many other 
salts. The mirabillite effloresces in the dry season and is scattered by the winds 
over a vddespread area, so that during the ensuing wet season, the sodium sul- 
fate may collect in separate basins, effectively separated from other salts. 

Salt Domes— Geologically interesting and industrially important are the salt 
domes. These are huge vertical columns of salt based on the strata of older salt 
deposits, and rising toward the surface, sometimes even above the surface of the 
earth. They vary greatly in size but a typical dome as it occurs in the Gulf region 
of Texas would be Avery Island, Louisiana, which is about two miles in diameter 
at the surface. Its height is not known but in drilled wells the salt is still found 
2700 feet down. The salt domes, according to the latest theory of Nettleton,^ 
originate in a mother salt strata laid down in ancient times. Torsion balance 
surveys indicate the depth of this layer to be about 20,000 feet on the Gulf Coast. 
Below about 2000 feet, the surrounding sediments are denser than the rock salt, 
so that at greater depths there is a buoyant effect which tends to float the salt. 
Rock salt is known to be plastic, flowing slowly under pressure. The viscosity 
of rock salt at 18° C. is 10^® poises, at 80° C., 10^^ poises. For comparison, the 
viscosity of asphalt at 20® C. is lO’^ poises and of shoemaker^s pitch at 15® C. is 
10® poises. Given an overburden sufficiently weak and a sufficiently long period 
of time, the salt would rise in columns along paths of least resistance until the 
supply has run out in the vicinity of the base of dome.. (See Figure 3.) If the 
mother layer is sufficiently thick, the dome will reach surface. If not, it will 
remain buried, just as many salt domes are in Texas. This theory has been 
amply supported by dynamic models. The age of the original salt is generally 
referred to as Paleozoic, or from 180 to 400 million years. 

Salt domes occur throughout the world. Those in Germany are of Permian 
origin. There are salt domes in Algeria, Hungary, and Roumania, and these con- 
stitute important sources of salt for industrial use. There is a close association of 
salt with petroleum bearing sands. Most oil fields produce brines along with 
petroleum, and in certain cases these brines have been worked up for their saline 
content. 

Nitrate Deposits — ^A few natural salt deposits are rich in nitrate — ^notably 
the caliche beds in the Atacama Desert of Chile. The composition of caliche is 
quite variable, the soluble salts being inter-bedded \rith much gypsum, feldspar 
and clay. The soluble salts are for the most part sodium nitrate and sodium 

^Nettleton, L. L., Am. Soo. Petrol. Geol., 18, p. 1175 (1934). 
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chloride, with smaller amounts of potassium nitrate, sodium sulfate and trace* 
of borates, iodates and chromates. The Bolivian deposits contain much borax." 



Pig. 3. Evolution of a Salt Dome (after Nettleton 

The numbered layers represent successive geologic sediments. (A) Earth move- 
ment causes a slight hill. (B) The hill causes a bubble in the salt. (C) The bub- 
draws salt from around the base. (D) Shows faulting in overburden. 
(E) The supply of salt is cut off. (F) Fully developed dome. 

The origin of the nitrates is not fully imderstood although one or several of 
the followng causes may be responsible: (a) guano from birds, possibly carried 
as wind blowm dust to the uplands, (b) oxidation of organic matter in the soil, 
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followed by leaching of the soil by aliu\dal waters, (c) fixation of atmospheric 
nitrogen by lightning discharges, the nitric acid being dissolved in rain water and 
carried over feldspathic rocks and so converted to alkaline nitrates, (d) from 
NHs in volcanic vapors and water. The presence in the caliche beds of other 
constituents which are common in sea water indicates a complex source for the 
nitrate deposits. 

In conclusion, we may say that the sea is a tremendous reservoir for soluble 
salts of all kinds; that geologic processes have redistributed and concentrated 
these salts over many parts of the earth; that the older deposits constitute valu- 
able raw materials for chemical industry and for agriculture; that the process of 
salt deposition is going on today as in the past; and that it is possible to control 
and accelerate these processes for industrial use, going directly to the sea for 
recovery of certain desired compounds. 


TABLE 4 — WORLD PRODUCTION OF SALT 

For 1938 (or last year for which records are available) 
Metric Tons 

From Minerals Yearbook 1940, page 1430 


North America, total 7,874,540 

Canada 398,013 

Central America 18,537 

Mexico 107,701 

United States 7,272,651 

West Indies 77,638 

South America, total 1,395,608 

Argentina 264,150 

Brazil 859,222 

Chile (1937) 36,697 

Colombia (1937) 164,636 

Ecuador 13,938 

Peru 34,307 

Venezuela 22,658 

Europe, total 15,933,451 

Bulgaria 76,500 

Czechoslovakia 174,000 

France 1,610,276 

Germany 3,280,310 

Austria 94,362 

Greece 102,057 

Italy 1,499,075 

Netherlands 164,266 

Poland 642.875 

Roiimania 353,565 

Spain (1934) 762,331 

Switzerland 84,049 

U. S. S. R. (1935) 4,349,500 

United Kingdom 2,680,032 

Yugoslavia 52,634 

Other 7,619 


Asia, total 

6,085,809 

Aden 

282,510 

Burma 

39,319 

Ceylon 

36,490 

China 

3,000,000 

Chosen 

138,000 

India 

1,593,901 

Indo-China 

193,050 

Japan (1937) 

746,246 

Netherlands Indies 

74,411 

Philippine Is. (1937) 

48,905 

Thailand 

156,268 

Turkey 

247,293 

Other 

29,416 

Africa, total 

794.099 

Algeria 

74,630 

Egypt 

284,949 

Eritrea (1936) 

62,000 

Ethiopia 

10,000 

Lybia 

30.000 

Augola 

25,000 

Sudan, Ang. Egyp. . . 

37,532 

Tanganyika 

10,169 

Tunisia 

129,287 

Union So. Africa (1937) . 

106,338 

Other 

24,164 

Australia, total . . 

128,219 

Grand Total . . . 

. 32,211,726 


COMMON SAI;T, SODIUM CHLORIDE 

The world production of salt in 1938 was estimated at 32,211,726 metric tons 
(see Table 4) The world population is about 1800 miUion persons, so that there 
was produced m one year, on the average of 18 kilograms or 40 pounds of salt 
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for every living person. As will be shown later, a very large proportion of this 
is used for industrial purposes. The United States, vdth its production of 7,272,651 
tons, is the leading salt producing nation, supplying 22 per cent of the world 
supply. 

Sources — Salt is produced from the following sources: 

1. Geologically old salt deposits. 

By dry mining methods, the rock salt is brought to the surface as such. 

By wet mining methods, the rock salt is dissolved in the ground and 
pumped to the surface as brine. 

As a by-product from mining of other salt minerals, 

2. Geologically recent salt. 

By recovery of salt from marginal sea deposits. 

By controlled solar evaporation of sea water. 

By recovery of salt from inland salt lakes, playas, frequently together 
with other natural salts. 

The proportion of the salt produced by the various methods will vary widely 
in different countries according to the availability of each source, and the use to 
which the salt is to be put. The distribution of methods of production in the 
United States, in 1939, is shown in Table 5. 


TADLK 5 — SALT SOUnCES IN UNITED STATES, 1939 


Source 


Short Tons 

Per Cent 

Rock salt, dry mined 

Rock salt, raised ns brine 


2,035,157 

21.9 

of which was evaporated 

of which was used as brine . . 

. . 2,207,290 
.. 4,584,177 

6.851,467 

73.9 

Solar evaporation salt 

391,287 

42 

Total 


9,277,911 

100.0 


In Germany and France about SO per cent of the salt produced is rock salt, 
whereas in Great Britain over 99 per cent of the salt is produced as brine. The 
production in many countries is entirely in the form of solar salt. 

Manufacturing Methods — The principal salt producing states in the United 
States are Michigan, New York, Ohio, Louisiana, Kansas, California, Texas and 
West Virginia in the order mentioned, which taken together account for more 
than 98 per cent of the sodium chloride production. (See Figure 4.) 

The processes of salt making in the United States are as follows: 

1. Mining of rock salt. 

a. By dry mine methods 

b. By brine wells 

2. Solar evaporation 

3. Evaporation in open pans or grainers 

a. By, direct heat 

b. By steam heat 

4. Vacuum pan evaporation 

5. Flash evaporation 



natuhal salts and by-products SS'7 

Minine Rock Salt— In 1939 there were twenty-one plants mining ro* salt. 
Practically the entire production is located in New York, Louisiana and Kansas 
in the order mentioned. 



The mining methods depend upon the thiclmess of the stratum which is being 
worked. In favorable locations, such as salt domes, the thickness of the salt is 
practically unlimited. In such cases the chambers and corridors within the mine 
are frequently more than 60 feet high. This permits the use of large and power- 
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fill mechanical shovels for loading the mined rock salt into the cars. Where the 
thickness of the strata is limited, as for example in the Silurian salt deposits of 
New York State, the chambers and corridors are only about 10 feet high. The 
salt is mined by undercutting and side-shearing a large block with mechanical 
sa\s’s. (See Figure 5.) The block is then blasted down. Electrical equipment is 
used to handle and transport the salt. 

Skips raise the salt to the surface. The loaded skips are automatically over- 
turned at the top of the breaker house tower. The salt is then given a primary 



Fig. 5. Side-shearing Rock Salt in a Salt Mine. (Courtesy International Salt 
Co.) 


screening and grading. Batteries of gyratory crushers are used to further reduce 
the salt to commercial sizes, each successive crushing being followed by a screen- 
ing operation. From the hummer screens the salt flous to the packaging depart- 
ment and from there to cars. Bulk salt is loaded directly into box cars by means 
of automatic conveyers or slinging equipment. 

Brine Wells — ^As pointed out on a prenous page, the amount of salt raised 
as brine greatly exceeds the araovmt of rock salt mined. The requirements of 
the domestic alkali industr}^ alone amount to more than 5,000,000 tons per year, 
which brine is used as such and is not evaporated. Likeuase, most of the evapo- 
rated salt comes from brine wells. 

The use of wells in removing rock salt from the solid underground deposits is 
really a method of mining, adapted to make full use of the solubility of the desired 
material. The deposits may be dry, or nearly so, hence it is necessary to pump in 
water to dissolve the salt. Very few wells for the recovery of sodium chloride 
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operate on natural underground brines. On the other hand, there are deposits 
of natural underground brines, notably at Midland, Michigan, that are pumped 
and worked for valuable soluble salts other than sodium chloride. ^ 

For mining rock salt by means of wells, the method of bringing in a brine 
well vnW depend upon the thickness of the stratum being worked and also upon 
the purity of the salt in this stratum. A brine well sunk into a salt dome does 
not require the close control of the shape of the cavity as in the case when the 
well is sunk into a shallow stratum. The chief problems in connection with brine 
wells are the following: 

1. The flow of the water must be such that the brine approaches saturation 
as it leaves the cavity. 

2. Surface water and natural water from overlying strata should preferably 
be kept out of the cavity in order to better control the shape of the cavity. 

3. The shape of the cavity should be such as to give the greatest rate of 
solution and production from the well. 

4. As the salt dissolves there is generally left a considerable amount of insol- 
uble mineral matter such as anhydrite sand and clay. The arrangement of the 
well should be such that this insoluble matter does not block the flow nor seal 
off the salt surface of the cavity from the action of the water. 

Brine wells may be anywhere from several hundred feet to several thousand 
feet in depth. Two thousand feet may be considered a good average. An outer 
casing is generally sunk to bed rock. A somewhat smaller casing is sunk do\rii 
far enough to case out all natural water. The main casing which may be from 
9 to 12 inches in diameter is then sunk to the top of the salt and these three 
casings are sealed to the side rock %vith cement.® The arrangement of inner tub- 
ing for water and air now depends upon the method of developing the cavity. 

Under Cutting Method. The water casing is lowered to within about 10 
feet of the bottom of the salt stratum. (See Figure 6a.) Air is pumped down so 
as to maintain the brine level even with the bottom of the water casing. Fresh 
water is now sent down the annular space between water casing and brine tubing. 
The brine is forced from the bottom of the cavity up through the inner brine tub- 
ing to the surface. By manipulation of casing and tubing together with properly 
controlled air ceiling the salt is removed in successive layers from bottom to top 
as indicated by dotted lines. Debris drops to the floor and remains in the cavity. 
Two or more wells can be connected by shallow undercut as indicated by the solid 
line in the figure after which the two wells vdll operate as a unit, water going do^vn 
one well and brine coming out the other. This method develops the cavity 
laterally and it is well adapted to shallow strata of salt. 

Deep Air Seal Method. Where the salt is sufficiently thick and w^here 
the anhydrite sand left by the solution of the salt is particularly troublesome it is 
possible to develop a deep funnel shaped cavity into which all of the sand drops 
so that it is removed from the cavity with the brine. (See Figure 6b.) An air 
strata is maintained at the roof so as to broaden the funnel at the top. Solution 
is more rapid at the top where the water enters and saturation becomes increas- 
ingly complete as the brine drops to the bottom of the funnel. 

ter 7^°^ ^ comparison of this salt mining method with that used for sulfur, see Chan* 
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(c) Top feed Method (d.) Bottom Feed Method 

Fig. 6. Various Methods of Operating Brine Wells. 

intake. This method 'will eventually expose the seam between cap rock and salt. 
Debris falls to the apex of the cavity and is ejected with the brine. The method 
can be used only in deep strata of salt. 
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Bottom Feed Method, Dotted lines indicate successively the extent of cav- 
ity if operation continues. (See Figure 6d.) All debris stays in the cavity and 
will in time cause stoppage of fresh water feed. When this occurs the tubing 
must be raised. An unstable condition exists within the cavity because the brine 
tends to remain near the bottom. It is difficult to obtain saturated brine with 
this type of cavity. 

Raising the Brine, In the above types of well the fresh water is forced down 
with multiple stage high pressure pumps and the brine is forced from the well 
^vithout pumping. The air pressure is maintained in the well by two stage air 
pumps run intermittently or continuously, as required. A well that has been 
properly developed and properly sealed off, will hold its air pressure for days. 
It generally requires several months to develop a well because the rate of solu- 
tion is proportional to the surface of the cavity. The water may be forced 
down at the full flow (say 100 gallons per minute) in which case the brine ap- 
proaches saturation gradually over a period of months. On the other hand satu- 
rated brine may be raised immediately, if the flow of winter is kept low at the start 
and gradually increased as the cavity develops. 

A somewhat less efficient method of raising the brine has been in vogue for 
probably seventy years. The brine was pumped by submerging a reciprocating 
pump below the brine level, similar to the methods used for petroleum. The 
piston (from 2% to 5 inches in diameter with 3 foot stroke) was driven by sucker 
rods coupled together and extending to the surface. On top they were driven 
by one end of a walking beam of wood, the other end of beam being coupled 
to a crank which was driven by belt from a motor or steam engine. 

Another method which requires somewhat greater horsepower than either of 
the above is to lift brine with compressed air. The height of water in the entry 
pipe is always higher than the height of brine in the exit pipe. If the end of the 
air line is submerged several hundred feet below the brine level (when the well 
is at rest), then the compressed air will emulsify with the brine or form slugs 
with the brine thus tending to lighten the weight of liquid in the brine pipe and 
raise it to the surface. It generally takes about 400 pounds pressure of air to 
keep the brine flowing from a well that is, for example, 2000 feet deep. Corro- 
sion is apt to be a severe problem in this type of well. 

Another more recent method of raising the brine is to use a centrifugal type 
deep well pump. These pumps are small in diameter and have to use about 40 
stages to get the brine up. In one type of deep well pump, the electric motor 
as well as the pump is located at the bottom of the shaft, protected from the brine 
by means of oil and mercurj^ seals. 

In conclusion it may be said that where the overlying strata above the salt 
are air tight and water tight that the most efficient method of raising the brine 
is by the water pressure method together with control of the cavity by means of 
compressed air. 

Surjace Lines, At the surface the brine is generally allowed to settle and 
sometimes it is aerated to remove H 2 S. Natural brine is generaUy corrosive to 
steel so that pipe lines are commonly built of cast iron. The surface of long 
underground pipe lines should be protected by wrapping with asphalt covering. 
Pipe Imes will in the course of many years, become heavily scaled inside with 
gypsum. 
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Brine Purification— Well brines are nearly always saturated with calcwin 
sulfate and will contain smaller amounts of calcium and magnesium chlorides. 
A typical brine would contain 300 to 320 grams per liter NaCl, 5 to 5.5 grams 
per liter CaS04, up to 0.4 per cent CaClu and up to 0,1 per cent MgCb. It is not 
common practice to purify this brine for making evaporated salt, except for 
special uses. However, for certain industrial uses, for example, the ammoiua 
soda process and the electrolytic alkali process,® it is necessary to remove cal- 
cium and magnesium. In the manufacture of metallic sodium by electrolysis of 
fused salt it is also good practice to remove the sulfate ion. 

Removal of Ca and Mg. This is brought about by the reactions — 

CaSOt + NanCOa = CaC0,4 + NaoSOr 
CaCl 2 + NaaCOa = CaCOai + 2NaCl 
IVlgCls + Ca(OH )2 = Mg(OH) 2 | + CaCk 

The soda ash should be theoretically equivalent to the sum of calcium and magne- 
sium while the lime should be theoretically equivalent to the magnesium. How- 
ever, because of the much greater solubility of calcium carbonate in saturated 
sodium chloride solution than in pure water it has been found necessary to add 
an excess of sodium carbonate in order to drive down the calcium concentration 
in the punfied brine to the desired value. In ammonia soda work it is generally 
considered good practice to maintain an excess of about 0.8 gram Na 2 C 03 per 
liter. It is also considered good practice to use an excess of upwards of 0.15 
gram per liter of lime to insure complete precipitation of the magnesium.' 

In a typical brine purification plant, the soda ash is fed continuously into a 
high speed dissolving tank through which flows part of the brine to be treated. 
This solution is then mixed with the balance of the brine and is then passed 
through a series of slow speed reaction tanks for the purpose of completing the 
reaction (which takes an appreciable time), and for the purpose of improving 
the settling qualities of the precipitated calcium carbonate. Milk of lime 
(Ca(0H)2) is generally added to one of these reaction tanks if magnesium is to 
be precipitated. This whole operation is commonly done cold in ammonia soda 
plants because the brine is to be used cold. On the other hand in electrolytic 
alkali plants it is common practice to heat the brine to be treated to 60 to SO® C. 
because the brine is generally fed to the cells hot. The purification will proceed 
more completely and more rapidly at the higher temperatures. 

Care must be taken not to agitate brine violently on the way to the settlers® 
because this would break up the floe and give poor settling. The settlers may 
be of the shallow type, in which case a mechanism is required to remove the 
sludge ; or they can be built with deep cones in which the sludge collects vdthoiit 
the aid of a mechanism. The overflow from the settlers is normally crystal clear. 

Removal of SO 4 . The sulfate ion may be removed b}^ the addition of barium 
chloride in accordance with the following Reaction : 

CaS04 + BaCb = CaCk + BaS04 
®See Chapters ID and 11. 

For the analogous procedure in boiler water treatment, see Chapter C 
® See Chap^-^^r 2 
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The excess barium chloride required is very slight because of the extremely low 
solubility of barium sulfat®. The reaction and settling equipment are conven- 
tional. The barium chloride method is expensive and is resorted to only in those 
cases where fairly complete removal of sulfate is required. 

Removal of CaSOi. Calcium sulfate as such may be removed to a consider- 
able extent from brine by the addition of finely divided precipitated barium 
to tho reaction 

CaS04 + BaCOs = CaCOsI + BaS04 

The reactivity of the barium carbonate is important. Plenty of time must be 
allowed to complete the reaction. Usually it is not possible to remove more than 
90 per cent of the calcium sulfate. It has the advantage, however, that both 
calcium and sulfate ions are removed simultaneously; and the barium carbonate is 
somewhat cheaper than the barium chloride. 

In the Alberger process for refining salt, part of the calcium sulfate in the 
brine is removed by heating the brine under pressure to a temperature of about 
290® C. This process will be described more in detail in a later section.® It is not 
suitable for the preparation of purified brine although it is adapted to the pro- 
duction of purified solid salt. 

Solar Salt — ^The production of rock salt and artificially evaporated salt far 
exceeds that of solar salt today. Nevertheless, solar evaporation is still an im- 
portant industry in many districts which have a hot dry season. In California, 
which ranks sixth of the states in the production of salt, practically all of the salt 
is produced by solar evaporation. Solar evaporation is used extensively in the 
Philippine Islands, China, Japan, India and in many parts of Europe, notably 
Prance, Spain, Portugal and Italy, and also in South America and the West 
Indies, Production methods are all very much the same but vary in such details 
as the rate oi evaporation, iengtla oi season and tbe metbod oi harvest- 
ing. Harvesting may be crude where labor is cheap, or highly mechanized where 
labor is expensive. 

Recovery Operations. The process now to be described is that practiced 
in California. The largest plants are located on San Francisco Bay in Alameda 
and San Mateo Counties. There are other plants at Long Beach and on San 
Diego Bay. The making season at San Francisco Bay covers the period April 
to October. From June to September inclusive there is very little rainfall and 
during this period the evaporation ranges from 5 to 8 inches per month. The 
salinity of the water in San Francisco Bay is very close to that of sea water as 
given on page 347. One factor which makes for success in this district is that 
the salt works are located on a level area of clay marl which is nearly impermeable 
to water and which makes an ideal bottom for the ponds. A typical salt works 
would cover 2000 to 3000 acres of which 75 to 125 acres are used as crystalliza- 
tion ponds and the remainder as concentration ponds. A plant of this size will 
make about 50,000 tons of salt per year. Usually only one crop is obtained per 
year although in extremely hot seasons, two crops. 

The Evaporation Ponds. The usual method on tide water is to select a site 
by a solid shore line, above high tide, \nth a canal leading to tide water. The 

® See p. 371. 
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canal is dammed mth a gate which acts as a check valve at high tide. At ex- 
treme high tide sea water is admitted to the canal, from which it is lifted by 
pumps to the settling ponds. Several types of pumps are in vogue, such as 
Archimedian screws propelled by windmills, gasoline driven centrifugal purops 
and electrically driven water wheels. The settling ponds are at least 18 inches 
deep. There the suspended matter of the sea water settles to the bottom and 
preliminary evaporation takes place. The settling ponds are subdivided and 
in the first ponds silica, alumina, and iron sulfide precipitate. In the secondarj' 
ponds calcium carbonate precipitates. There is considerable organic grov,th in 
these ponds, including algae, diatomaceae, bacteria, insect larvme; and in the 
ponds containing nearly saturated brine is found the red brine shrimp, Artemia 
salinaf giving the water and particularly the precipitated material a decidedly 
pink color. 

Tlie brine from the settling ponds next passes to a vat or ^'pickling pond” in 
which calcium sulfate precipitates ns a cry^stalline deposit. The brine is kept 
in the pickling ponds until it reaches a specific gravity of 1.1 98 to 1.209, at which 
point practically all of the gypsum has been deposited. As the brine approaches 
saturation the organic matter is killed and the solution becomes pinkish in color, 
a sign that brine is ready to be transferred to the cr)"6tallizing ponds. 

Cr 5 ^stallizing ponds arc usually 200 feet square, and are arranged in double 
rows witli storage ground between. Some ponds are faced with boards. The 
ponds are filled to a depth of ten or more inches and when a specific gra\ity of 
1.210 is reached salt begins to crystallize. The size of the salt crystals depends 
upon the temperature of the brine and rale of evaporation, in other words, on 
the weather. Cold weather favors small hard crystals and hot weather favors 
soft cr 3 'stals. As evaporation continues the magnesium and calcium chloride 
content of the mother liquor increases. The greater portion of the salt crystallizes 
between the specific gravities of 1.219 and 1.234, The areas of the primary and 
secondarj' ponds are so proportioned that, on the average, there will be just 
enough saturated brine on hand from the pickling ponds to last out the makiiig 
season. However, the weatlier is a variable factor. If there is an oversupply 
of brine the concentration is allowed to reach 1.24 specific gra\’ity before drain- 
ing off; otherwise it is allowed to increase to 1.25 specific gravity. Further 
evaporation would produce additional salt, but the mother liquor would be very' 
viscous and would not drain off well. The crj'stallizing ponds may be filled sev- 
eral times each season. The brine is run in on the previous crystallizations be- 
cause the salt is not har\msted until the end of the season. The salt is usually 
har\msted before the December rains begin. 

Harvesting, The most modern method of harvesting is to run a power driven 
tractor across the salt beds. The machine is fitted with a horizontal scraper 
which takes up the salt and throws it on a conveyer as the tractor moves along. 
The salt is emptied into dump cars w’hich run on temporary’’ tracks laid at con^ 
venient inter\"als across the ponds. The mechanical lifter can turn in any direc- 
tion. The salt is hauled to the plant where it is built up in piles 40 to 50 feet 
high. The crude salt piles are out in the w’eather without any roof over them. 
Where the piles are not disturbed there is very little loss from rain becaiise the 

Figure 1, p. 349. 
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first rain forms a hard coat 2 to 3 inches thick which sheds water remarkably 
well. The salt is then transferred to the mill as needed where it is washed, 
screened and dried. The washing is done in a revolving conveyer, the crude salt 
being fed in one end and clear brine (from one of the pickling ponds) being fed 
in the other end. The salt advances coimtercurrently through the washer and 
from there it is lifted by bucket conveyer to the mill. A final washing is usually 
given the salt by flushing the salt in the buckets with pure fresh brine, which 
drains down into the salt washer. 

Use of Evaporators. In recent years several of the salt plants making solar 
salt have put in vacuum evaporators to still further purify the salt, and relieve 
it of a somewhat bitter taste. Most sea salt is contaminated with organic matter 
and iron salts; moreover, the presence of small amounts of calcium and magne- 
sium chlorides make the sea salt somewhat hygroscropic. Sea salt made in Cali- 
fornia and purified in evaporators is generally of a very high grade, averaging 
99.9 per cent pure. On the other hand sea salt from France and Spain will 
average about 96 per cent NaCl, the balance being chiefly CaSO^, MgCl 2 and 
CaCl2. 

The water of Great Salt Lake, Utah, as noted in a previous section, has a much 
higher salinity than sea water, although the composition of the contained connate 
salts is quite similar to that of sea water. Considerable salt is made at Saltair, 
Utah, by solar evaporation methods somewhat similar to that described. 

METHODS OF EVAPORATION 

Open Pan Evaporated Salt — Direct Fired Pans. The first evaporated salt 
was made in iron kettles, 3 to 6 feet in diameter. The kettles were supported by 
their flanges at the top edge and the fire was on grates under the bottom of the 
kettles. The salt was lifted out to a drain board where brine drained back into 
the kettle. 

The next apparatus used was called the open or direct fired pan. These pans 
were made of sheet steel and the part over the fire was usually 16 to 20 feet wide 
and about 115 feet long. The side walls were sloped at a flat angle and were 
carried 6 to 8 inches above the brine level. Drain boards were built out beyond 
the flaring sides and on these the salt was raked out and left to drain. The salt 
was then shoveled into carts and drawn by men to the storehouse where the carts 
were dumped from the runways to the floor. The pans were usually set about 
16 feet above the floor and were set over the flues of a fire brick furnace. They 
were either fired with coal, wood or gas. This type of making salt is practically 
extinct in this country, although it is still practiced to a considerable extent 
abroad. 

Grainer Pans. Most open pan salt today is made in "'grainers^' in which 
the heat is supplied by steam. The first grainers were made of wood and were 
10 to 12 feet wide, 80 to 150 feet long and 2 feet deep. They were built without 
nuts or bolts, being held together with a wood frame and being keyed together on 
each side to hold the bottom tight. The steam was applied in 4 inch diameter 
pipes which extended the full length of the grainer. The pipes were connected 

^^See p. 367. 
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with a header at each end and there were 4 inches between each pipe All ( 
the salt was raked by hand from the grainer, usually once a day. To a«omni 
date this method there was a platform about 5 feet wide running between Z 
grainers on which the salt was allowed to drain. The lifting of the salt from 
the bottom of the grainer while steam was in the pipes was a very hot and di- 
agreeable job. 

The process now to be described is that of a modern grainer system that has 
been widely adopted in the United States today. Grainer salt is made by surface 




Showing Arrangement of Steam Pipes Used 

Mpt Kno- Evaporation. [Peprinted wdth permission of Chem. & 

iMet. Lng. 47, p. 5G5 (1940)] 

Vapors pass off through openings in the hood. 

e\ aporation of brine in long shallow pans. The salt is washed vnth brine which 
remo\ es most of the impurities. The equipment is operated to produce a coarser 
gram than is made by any other process. The convening and dr 3 'ing equipment 
are dt'sigii^d so as to reduce grain breakage. 

^ grainer are IS feet wide by ISO feet long by IS inches 
eep. v|ic dailj" capacity of such a pan is SO tons. The brine is heated with sub- 
merged^scebm pipes 4 inches in diameter, running the length of the pans. (See . 

3gure 7.) U scraping convening system along the bottom of the pans continu- 
ously advances the salt and elevates it to a drain board and eventually discharges 
the salt into a^onel metal launder, or trough, located at one end. The mechani- 
cal scraper or with about a 9 foot stroke, is operated hj^draulically. The 
hydraulic cylindfem are now made 10 inches in diameter and the water pressure 
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required to operate them is quite low. The rakes travel about 9 feet per minute, 
making one double stroke in two minutes. 

From the launder, the salt is elevated by a slurry pump to a crystal washer 
which also serves as the supply tank for the filter. "The salt is usually dewatered 
on a top feed rotary filter, which is also supplied with hot air in order to dry the 
salt do\yn to 0.10 per cent moisture. Or, the salt may be dewatered in centri- 
fuges and dried in a rotary hot air dryer. The salt from the drier is then passed 
over a vibrating cooling conveyer and thence through rollers to break up lumps 
formed on the dryer and cooler. It is then ready for screening and packing. 

The grainer feed brine will usually contain impurities of CaCL, MgCb, CaSOi 
totaling 0.75 per cent. Most of the chlorides accumulate in the pan brine and 
are eventually discharged to the sewer when the grainers are periodically cleaned. 
Some of the impurities adhere to the salt, but by washing the salt vnih feed 
brine they can be largely removed. Less than 10 per cent of the calcium and 
magnesium chlorides present in the brine appear in the finished salt. The cal- 
cium sulfate, however, precipitates mth the salt in very fine crystals. Because 
of its fineness it can be washed from the salt, and this treatment is 75 per cent 
effective. The grainer pans are made of steel and, in order to prevent corro- 
sion, the brine is kept alkaline by the addition of lime. 

The crystallization of grainer salt is mostly on the brine surface where the 
evaporation takes place. The growth of crystals is the result of additional groups 
of salt becoming attached to the original nuclei. As the crystal grows, the center 
sinks, giving rise to the typical hopper shaped crystal or flat rectangular crj^stal. 
These crystals are supported near the surface by the surface tension of the brine 
until their increased weight causes them to sink. 

The steam grainer system is one of the most flexible and adaptable of all salt 
making systems because it can operate with high pressure steam to boil the brine 
and produce fine grain salt, or at lower temperatures to produce, principally, 
flaky or hopper shaped crystals. The coarse salt made by this method is used 
for salting fish, hides, sauerkraut, and some kinds of meat. The flaky butter 
and cheese salts are made by this method, and the different grades are obtained 
by screening. 

In the best plants using the grainer system, about one-fourth of one pound of 
salt is made per pound of steam condensed, although in the poorer plants the 
steam consumption is much higher. In some plants greater economy is obtained 
by running the condensed water through a second grainer, usually below the 
regular grainer, to take the heat out of the water. In this way coarse salt is 
made, which is lifted out about once a week. 

Vacuum Pan System ^^^The greatest proportion of evaporated salt is made 
by the vacuum pan process, using 1, 2, 3 or 4 effect evaporating pans.^^ It is 
interesting to note that the first record we have of multiple effect evaporation is 
an English Patent, Number 8155, issued to John Rejmolds in 1839. In the 
United States vacuum pans were first used about 1885. They were single units 
and were generally run in connection with a saw mill. 


See Chapter 2, p. 44, for further discussion of multiple effect evaporation. 
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The salt made by the vacuum process consists of small perfectly formed cubi- 
cal grains, as transparent as glass. It is possible to produce extremely pure salt 
by this process, even from unpurificd brines, simply by purging a percentage 
of the mother liquor as it collects, and hy washing the salt. 

Since saturated brine from the salt wells contains from 25 to 26 per cent 
NaCI, it is necessar}^ to evaporate about 3 pounds of water for every pound of 
salt produced. Assuming an average steam-boiler performance of 9 pounds of 
water evaporated per pound of coal as fired, the fuel and steam requirements are 


Number 

Pounds of Coal 

Pou7ids of Steam 

of 

jier Pound 

'per Pound 

Effects 

of Salt 

of Salt 

1 

0.45 

4.00 

2 

022 

2.00 

3 

0.15 

1.33 

4 

0.11 

1,00 


The above figures are generally guaranteed by the manufacturer of the evaporator 
although in practice the consumptions are generally a little less. Salt is such a 
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ring shaped belt of several hundred vertical copper tubes about five feet long and 
two inches in diameter, A tj^'pical pan would have about 7000 to 8000 square feet 
of heating surface* A center well about 10 to 12 feet in diameter is left in the 
heating section. A large propeller suspended from the top of the body by a shaft 
and placed just at the bottom of the well helps to maintain circulation down 
through the well and up through the tubes. 

The effects are fed in parallel with raw brine. Low pressure steam, generally 
at atmospheric pressure, but rarel}^ at more than 10 pounds pressure, is admitted 
to the steam belt on the first pan. The vapor from the first pan is then con- 
ducted to the steam chest of the second pan through a distributor. Vapor from 
the other pans is similarly advanced until at the end the vapor from the last pan 
is sent to a barometric condenser. A high vacuum is maintained on the last pan. 
When suitable cooling water is available this vacuum is frequently within 0.3 
inch (mercury) of a perfect vacuum. The use of a low temperature in all the 
pans helps to keep the scale from forming on the tube sheets and extending down 
the tubes. 

Operation. Formerly the brine level was carried just above the tube sheet. 
Under these conditions a salt scale forms rather quickly. In about five hours the 
capacity of the whole apparatus is reduced to one-half and at the end of ten 
hours it is advisable to boil out all of the pans. This is done by emptying the 
brine from that particular pan quickly and refilling with water. The steam is 
never turned off and so the operation as a whole is not interrupted. It has been 
found in recent years, however, that if the brine level is carried about 30 to 32 
inches above the tube sheet the trouble with salt scaling is minimized and the 
production can be kept at a maximum for about a week ^vithout boiling out, 
although after a few days of operation, unless the pan is boiled out, the purity 
of the salt drops somewhat. 

Another difficulty that has been minimized in recent years is the formation 
of gypsum scale (CaSO^) on the tubes. When this scale becomes %2 inch thick 
the pans must be shut down and the scale bored out of the tubes with a drill. 
In the earlier days the pans had to be bored out every day. It is now common 
practice to run many months without descaling and in some cases it is never neces- 
sary. Under the proper conditions of low temperature and high liquid level, 
calcium sulfate crystals are precipitated in finely divided non-adherent form 
along with the salt. This gypsum can be separated from the salt by differential 
settling. 

Salt Removal. There are several methods of removing the salt from the 
pans. The earliest method was to leave the bottom of the leg pipe from the pan 
open and sealed in an open V-bottoraed tank. The salt was raked out by hand. 
If through any accident the pans lost their vacuum the brine overflowed the 
seal tank and the operators had to run to higher ground. Another method 
which proved impractical was a rotary valve placed on the leg pipe. 

Another method still in use today in some places is the bucket elevator 
which is arranged to remove the salt continuously from a boot placed at the bot- 
tom of the leg of the evaporator. This boot extends up alongside the pan to such 
a height that it will not overflow when the vacuum is relieved from the pan. 
The wet salt is discharged from the buckets into drainage bins, the brine run- 
ning out of the false bottom back into the elevator boot. The bins, which are 
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usually 10 feet square, hold about 50 tons of salt and are periodically spudded 
out, the salt being wheeled to storage bins. 

Still another method in use today for removing the salt is the salt catcher 
which is placed on the bottom of the leg of each pan. Salt removal from the 
catcher is periodic. 

In the latest method of taking the salt out of the different effects (see Fig- 
ure S), the salt slurry is pumped out of the bottom of the leg pipe of each pan 
to a separate tank C bolted to the side of the pan and situated on the worldng 
floor which is about 30 feet above tlie lower floor of the pan house. These sepa- 
rating, or control tanks are provided with sight glasses so that the height of the 
salt crystals can be seen and controlled at all times. The tanks are designed so 
that only the large finished crystals settle to the bottom. The small or imma- 
ture cr>'stals flow upwards and out into the same effect or on into the next effect. 
The gypsum crystals are carried out with the small crystals and finally reach 
the last pan, if the flow is straight current, or the number one pan if the flow is 
countercurrent. From the Inst control tank the fine gj’psum crj^stals are dis- 
charged to a speciall}' designed cone bottom settling tank jS to be described later. 

Each control tank is kept under pressure by the salt brine being pumped 
from the bottom of the leg of the pan by the salt pump. This pressure of ten 
to fifteen pounds is sufTicient to discharge salt and wash brine to a small separat- 
ing tank TT^ over the filter wheel F, or the centrifugals, where the salt is finally 
recovered. The diameter of the control tanks and the flow of brine is regulated 
so that there is a constant flow of g.vpsurn and fine salt floating away to the large 
settling tanks. The final washing of the salt takes place in the separating tank 
just above the filter or the centrifugals. If very pure salt is to be obtained it k 
given an additional washing on the filter, with either distilled water or steam. 
The fresh brine fed to the evaporating system is also used as a wash for the salt 
in the wash tanks above the filter and in the bottom of the control tanks. 

The large settling tank, S, is a device for dissolving the fine salt without dis- 
solving the gypsum. It has a 30 degree cone bottom which permits the fine 
cry-stals to slide doum the sides of the cone and into a small leg pipe. The leg 
pipe is provided udth sight glasses so that the height and density of the crystals 
settling down can be judged. A small stream of hot water is admitted at the 
bottom of the leg pipe; just sufficient to dissolve the fine salt. The 
crystals flow out through the bottom of the leg. The flow of the hot water is 
controlled so that the brine discharged udth the gypsum crystals is 5 to 10 
Baume. Tlie gypsum crystals are so fine that they will pass through a 200 mesh 
screen. This method of separation is not perfect but is sufficiently effective to 
separate most of the gypsum from the salt without any pre\dous purification 
of the brine. The overflow from the gypsum separating tank is fed back into the 
pans. Jets of fresh brine entering into the lower cones of all pans and settling 
tanks keep the salt moving and prevent plugging. 

In the vacuum process, the harder the plant is run the larger the cr^^stals, 
whereas in the grainer process the slower rate of production the larger, denser 
and heavier the grain. 

With the older methods of operation the salt was commonly 98 to 98.5 per 
cent pure. In present day operations it is possible to maintain a purity of 99.7 
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per cent if the pans are washed out every 36 hours or 99.5 per cent if the pans 
are washed out once a week. 

Some plants make a practice of controlling the alkalinity of the brine in the 
pans, so that it is slightly alkaline to phenolphthalein. At this alkalinity a slight 
deposit of a basic magnesium carbonate forms on the tubes wliich is largely re- 
moved during the boiling out. 

is ?.wd drkd ow a rotary top feed hlter. 

The drying air temperature is about 175° C. The moisture content of the salt 
is reduced to about 0.05 per cent. The dried salt leaving the filter is ready for 
screening and packing. 

Flash 'Evaporation-^Alberger Process. A system of flash evaporation for 
the production of salt has been developed to a high degree of efficiency in a plant 
in Michigan.^^ It is known as the Alberger process and it produces a salt with 
a distinctive grain and high purity. Although the process uses unpurified brine, 
the system is so arranged that in one part of the cycle calcium sulfate precipitates 
under conditions where salt cannot, and in another part of the cycle salt precipi- 
tates under conditions where calcium sulfate cannot. The plant consists of brine 
heaters, a calcium sulfate removal system, vapor flashers and circular grainers. 
The evaporation of brine is carried out in a closed circuit; that is, the brine circu- 
lates through the system continuously. All of the brine which is circulated, in- 
cluding about 7 per cent make-up to replace brine evaporated during the cycle, 
passes through the entire system of heaters, gravelers, flashers and open pans. 
The brine is first heated to a temperature of about 143® C. (about 35 pounds 
gage pressure). From the heaters the brine is passed through a cylindrical vessel 
filled with stones, which is called the “graveler.” Since the solubility of calcium 
sulfate is considerably less at the elevated temperature, the brine deposits calcium 
sulfate on the stones. The superheated brine then passes on to the flashers where 
evaporation begins. 

Pressure on the brine is released in steps in the three flashers in series, and 
each drop in pressure brings about flash evaporation and a corresponding drop in 
temperature. In the third flasher the pressure is dropped to atmospheric and 
it is here that salt begins to crystallize. The salt slurry, now at the boiling 
point, is passed into an open pan, circular in shape, which is provided with 
ploughs for raking out the salt and a hood for conducting away the vapor. In 
this pan, surface evaporation occurs and further salt is produced under condi- 
tions somewhat similar to the grainer system. The salt is centrifuged from the 
brine and the brine is recycled. 

The salt produced in the third flasher is composed of microscopic cubes and 
needles aggregated in irregular shapes to form salt particles of high specific 
surface. The salt produced in the open pan is typical hopper shaped or flaky 
salt. The purity of the salt is said to be about 99.95 per cent and the efficiency 
of the calcium sulfate removal system is greater than 98 per cent. 

While the use of the Alberger system cannot be justified on the basis of 
economy, it satisfies a special demand for high purity salt with high specific 
surface. 

Diamond Crj^stal Salt Company, St. Clair, Michigan. 
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USES FOn SALT 

Food Uses--Salt is largely used for culinary purposes and also in the meat 
packing, fish curing, dairying and other industries to prevent deterioration. 
Grainer salt is preferred for butter and cheese making. Number 1 grade salt 
udth grains about % inch in size is used extensively for salting hides, making soap, 
salt cake, refrigerating brines and freezing mixtures. Number 2 grade, a some- 
what coarser salt with grains % to Vi inch in size, is largely sold to packers. 
Number 3 grade, with grains about inch in size, is used in refrigeration. Num- 
ber 4, the coarsest evaporated salt, is used for stock feeding. In 1939, 152,000 
tons of salt were made into pressed blocks to be used as salt licks for cattle. 
These blocks sometimes contain sulfur. Quick freezing of fish by refrigerated salt 
brine has become an important industry. 

Table salt is generally conditioned with a small amount of magnesium car- 
bonate or tricalcium phosphate to render it free flowing. Iodine is a normal 
component of most salt. In some localities, however, where there is an iodine 
deficiency, table salt is ^'iodized” by the addition of minute quantities (about 
0.02 per cent) of potassium iodide. This is effective in the prevention of certain 
types of goiter which arc caused by thyroid gland deficiencies which are due to 
lack of iodine.^^ Stock salt for cattle feeding is also frequently iodized. It has 
been recently found that iodized mineral feed mixtures lose 9 to 20 per cent of 
their iodine content during four months’ storage under ordinary conditions. The 
iodine content can be stabilized by the addition of alkaline agents and reducing 
agents or by coating the potassium iodide grains Avith a small amount of cal- 
cium stearate. 

Industrial Uses — ^Next to food, which is the largest market for dry salt, 
comes the chemical use. In the United States the ammonia soda industry in 1939 
produced about 3,000,000 tons of alkali as soda ash which consumed about 
4,500,000 tons of salt. The elect rohlic caustic industry produced about 480,000 
tons of NaOH, requiring 750,000 tons of salt. The salt cake furnaces consumed 
about 70,000 tons. These three uses^° alone amount to 5,320,000 tons out of a 
total production of 9,300,000 tons. 

There arc literally hundreds of miscellaneous uses for salt, a few of which Avill 
now be named. It is used to put glaze on pottery and other ceramic materials. 
It is used extensiA^ly in ^'salting out” soap from saponified fats,^^ and in dye 
baths in the textile industry to force the dye out of the bath into the textile 
fiber Of late years it has been found that dirt roads can be stabilized by the 
addition of salt to the clay used for surfacing; such roads haA^’e a harder surface 
and will Avithstand weather and traffic much better. Salt is also used to de-ice 
concrete highAA’ays. It is used to regenerate the sodium zeolite used in Avater 
softening equipment and for the removal of calcium and magnesium ions. A 
frozen eutectic mixture of salt and ice, wliich has been produced in cheap flake 
form, is used in maintaining temperatures in the neighborhood of —20*’ C. A 
small but important scientific use for salt is the production of large single crystals 

For a discussion of the function of iodine in this connection see Chapter 34. 

^®For further discussion of these uses see Chapter 10. 

See Chapter 42. 

See Chapter 29. 


10 See Chapter 6. 
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of pure halite (crj'stalline NaCI) for use in optical instruments. Halite optical 
systems pass infrared light. Salt is also used in the hydrometallurgy of sulfide 
ores, particularly in the production of copper, sulfur and lead.^“ 


SODIUM CHLORIDE PRODUCTS 

A very large and essential inorganic chemical industry is based on^ the use 
of sodium chloride as a raw material. By using a few other raw materials such 
as lime, ammonia and sulfuric acid, the following products are obtained by 
chemical methods: 

Sodium carbonate 
Sodium bicarbonate 
Sodium hydroxide 
Ammonium chloride 
Calcium chloride 
Sodium sulfate 
Hydrochloric acid. 

Of this list, sodium carbonate, sodium bicarbonate, calcium chloride and 
sodium sulfate are also recovered from natural deposits. 

Electrolysis of aqueous solutions of sodium chloride, yields : 

Chlorine 
Hydrogen 
Sodium hydroxide. 

Electrolysis of fused sodium chloride yields: 

Metallic sodium 
Chlorine. 

In addition, an ever-expanding chemical industry is based on the production 
of both inorganic and organic chlorinated compounds. These are discussed in 
Chapter 11. 

The first five products listed under the chemical methods are made in con- 
nection with the Solvay process and are discussed elsewhere.^i The products of 
the electrolysis of brine are handled in another chapter, as are the products 
of electrolysis of fused salt. 

The materials manufactured by chemical methods from sodium chloride 
which \vill be discussed in this chapter are sodium sulfate and hydrocliloric acid 
plus the recovery of such of the other listed compounds as occur in natural 
deposits. 


SODIUM SULFATE 


Sodium sulfate (Na2S04) is generally known as "salt cake” for the reason 
that originally it was produced by the action of concentrated sulfuric acid on 
salt, as a first step in the production of soda ash by the LeBlanc process. Sodium 


See Chapter 24. 
-^See Chapter 10. 


22 See Chapter 10. 
22 See Chapter 12. 
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blsiilfate (NaHSO^) is kno^ as nitre cake for the reason that nitric add -sras 
first made by treating sodium or potassium nitrate with concentrated sulfuric 
acid according to the reaction 

NaNOs 4- HcSOi = XaHSOi HNOs 

The nitre cake was then reacted with further quantities of salt to produce esIi 
cake. It will be noted that hydrochloric acid k an unavoidable byproduct in the 
manufacture of salt cake. The demand for this acid has at no time been coo 
parable to the demand for salt cake or soda ash and this led to the abandcn- 
ment of the LeBIanc process. Until quite recently the production of salt cake 
tvas paced by the outlet for hydrochloric acid. The situation today is that 
h^'drochloric acid can be made directly from chlorine or can be obtained as a 
b}*pn>duct from organic chlorination reactions, without any concomitant produc- 
tion of salt cake.*^ On the other hand salt cake may be produced by a vanety 
of means without the production of hydrochloric acid. For example the recent 
rise and growth of the krafi pulp industry' has stimuhted production of sodium 
sulfate from natural salt deposits and from other b>'product operations. In 
addition it has even been found expedient to make sodiiun sulfate from sodunn 
carbonate. This does not mean that the older salt cake fumacing operation 
is outmoded because there will always be situations where this is the eco- 
nomical procedure. It does mean that, at least in the United States, only a por- 
tion of the dem.and for sodium sulfate ^rill come from the salt cake furnace. 

In 1937 the production of sodium sulfate in the United States was as follows: 


Salt cake {made from salt) 159,124 tons 

Natural sodium sulfate 50,053 " 

Total 259,177 tons 

In this same year the production of other sodium sulfate compoimds was as 
follows: 

Anhydrous pure sodium sulfate 21,797 tons 

Glauber salt (NaaSOi • lOHaO) 31,934 " 

Nitre cake 36, (^6 " 


In 1939 the production of natural sodium sulfate rose to 193,479 tons ant 
it is probable that true salt cake production increased but slighth*. The importa 
of crude salt ca.ke in 1939 amounted to 1,394,454 tons, most of which came from 
Germany and Belgium. Because this countrj' has produced only a small amount 
of its salt cake requirements in the past, the recent cutting off of imports from 
Europe has proved to be a tremendous stimulus to the domestic industry in the 
United States- It has also stimulated production of bj'product sodium sahate 
from the Chilean nitrate operations. 

Manufacture of Salt Cake — Salt cake is produced by the decomposition oi 
salt and sulfuric acid. This decomposition takes place in two stages 

First: NaCl ri- HaSOi = NaHS04 d- HQ 
Second: "NaCI -f NaHS04 = NaaSOi -k HCl 

~*See Chapter 11. 

^*See Chapter 37. 
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Number one grade salt is usually specified and commercial 60° Baume, 66 
Baume and 98 per cent sulfuric acid are the grades used. If nitre cake (NaHSOi) 
is used, it usually contains 35 per cent sulfuric acid but often varies 3 to 4 per 
cent either way. 

If pure hydrochloric acid is to be prepared the first reaction is carried out in 
cast iron retorts. These may be operated intermittently or continuously. They 
are usually 9 feet deep by 8 feet in diameter charging 

and will decompose at least six tons of salt 
per twent 3 ^-four hours. The pot is heated by 
the surrounding furnace and the bisulfate is 
poured at 150° C. Practically 100 per cent 
HCl gas may be recovered from such a re- 
tort. 

Muffle Furnace. The most important type 
of mechanical furnace, in which both stages 
or the second stage only of the decomposition 
ma}^ be carried out, is the Mannlieim furnace. 

(See Figure 9.) This is a circular cast iron 
pan usually about 11 to 18 feet in diameter. 

The lower half of the pan is somewhat heavier Yjq g The Mannheim Fur- 
than the upper part. Cast iron or '^Duriron” nace for Manufacture of Salt 
scrapers keep the mass slowly stirred up while Cake. [Laury, N. A., 'Tlydro- 
the HCl gas is distilled off through the outlet cliloric Acid and Sodium Sul- 
in the upper half of the muffle. The furnace York, Chem- 

is operated in a continuous manner. When it pSshiiJ "Corp.), 1927] 

is used for both stages of the decomposition 

salt and acid are charged at a steady rate through the top. Salt cake is re- 
moved through a port in the bottom of the muffle. The capacity of an 11 foot 
pan is about 1400 pounds of salt per day. The muffle is set in a fire brick 
furnace and the temperature of the gas in the flue is maintained at 145° C. 



TO STACK F«M 


f 



Fig 10. The Laury Rotary Salt Cake Furnace. [Laury, N. A. 

and Sodium Sulfate,” p. 79, New York, Chemical Catalog C 
hold Publishing Corp.), 1927] 


'^Hydrochloric 
3., Inc. (Rein- 


The draft on the muffle is regulated by anabasis to 30 per cent by volume of 
hydrochloric acid. Starting with salt and sulfuric acid it is possible to produce 
as high as 60 per cent HCl in the muffle. 
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Direct Fired Furnace. Salt cake is also produced in rotary furnaces of which 
the Laury furnace may be taken as the prototype. A plan and elevation of the 
furnace are showm in Figure 10. It consists of a combustion chamber with oil 
burning equipment and a horizontal two-chamber revolving cylinder. The rotary 
part is a steel shell in tw^o sections of different diameter. The hot section has a 
9 inch fire brick lining. The other section is a grinding chamber which is lined 
with chilled iron plates. 

Salt and nitre cake are fed to the grinding chamber where they are thorouglily 
mixed by means of a loose rail. The HCl gas leaves the grinding chamber at 
about 150® C. and is then passed through a dust chamber. In the furnace proper 
a temperature of 537® C. is maintained. The capacity of the standard furnace, 
the rotary part of w’hich is about 22 feet long and 5 feet inside diameter, is said 
to be one ton of salt cake per hour with a consumption of 9 to 10 gallons of fuel 
oil per hour. The gas from the furnace will average about 5 per cent HCl. The 
recovery of the HCl is discussed later in this chapter. 

Production of Natural Sodium Sulfate — Sodium sulfate is found as a con- 
stituent of surface salts or lake wmter in nearly all the dr}’’ districts of California, 
New Mc.\ico, Nevada, Oregon, Utah and Washington In Canada, there are 
very large deposits in Saskatchewan and British Columbia. There are also ex- 
tensive deposits abroad, notably in Russia (U.S.S.R.). It occurs both in the 
form of lake brine and subterranean brine and in the form of Glauber salt 
(NacSO^ ' IOH 2 O) from dry lake beds. A typical lake cr 3 ^stnl such as occurs 
in Saskatchewan consists chiefly of Glauber salt and would have the composition 
Na2S04, 42-43 per cent, clay 4-6 per cent, and water 52 per cent. 

Natural Crystal One method of refining described by Pierce consists in 
harvesting the cr 3 ^stals and then passing them through a roll crusher. The cry^s- 
tals are then washed free of mud with lake brine in a log washing machine. They 
are then melted in a direct-fired rotary furnace, which operation dehydrates a 
portion of the decahydratc leaving the balance in the form of saturated solution. 
The slurry is then fed to an atmospheric drum drier and the damp product 
scraped from the rolls is given a final drydng in a direct fire rotary” drier. About 
71 per cent of the dehydration is accomplished in the drum drier while 29 per 
cent is done in the direct heat driers. The fuel consumption is said to be 450 
pounds of lignite (6S00 B.T.U.) and 3650 pounds of steam for each ton of 
anhy’drous sodium sulfate produced* The purity is said to be about 95 per cent 
Na2S04. 

In Belgium, Sweden and the United States there are plants in which anhy- 
drous sodium sulfate is recovered from a saturated solution by” multiple effect 
evaporation in the A. S. Krystal ty’pe of evaporator, on a large scale. This type 
of evaporator, the sketch of which is shown in Figure 11, is well adapted to this 
use. The solubility” of s\dium sulfate decreases above the transition temperature 
of 32.6“ C. and this fac^ causes rapid scaling of the heating tubes in the usual 
type of vacuum pan evaporator. In the Krystal device the sulfate brine is cir- 
culated rapidly through an outside heater which raises the temperature very 
slightly and produces a slight supersaturation. The brine is then flashed in a 
\”acuum chamber under rather quiet conditions, which still further increases the 

20 The origin of the sulfate deposits is dealt with on p. 349. 

27 Pierce, J. B.. Chem. and Met., 44, 718 (1937). 
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supersaturation. The supersaturated solution now passes upward through a bed 
of crystals of anhydrous sodium sulfate and here the supersaturation is broken. 
These crystals are maintained in a state of limited suspension and are grown 
large enough to stay in the crystal body and not circulate. As the crystal body 
grows, part of the crystals are removed periodically in a trap. In this way very 
pure hard round grains of anhydrous sodium sulfate are produced. This sj^stem 
is also used extensively on other salts. 

Natural Brine. In Lynn and Terry Counties, West Texas, also in Ward 
County, Texas, there are naturally occurring oil field brines which are high in 
sodium sulfate. Glauber salt is produced from these 
brines by chilling them in a continuous tubular 
crystallizer. The Glauber salt is dewatered in a 
direct-fired rotary furnace to produce salt cake. 

The evaporation of Searles Lake brine results 
in the precipitation of the double salt, burkeite 
( 2 Na 2 S 04 • Na2C03), along with quantities of NaCl 
and Na2C03 * IH 2 O. These salts from the ‘‘clarifier” 
are first leached hot to dissolve salt. The burkeite is 
then leached at about 20® C. to remove soda, leaving 
sodium sulfate decahydrate. The filtrate is worked 
up for sodium carbonate and further quantities of 
sodium sulfate are recovered in this operation. This 
byproduct sodium sulfate from the potash industry 
is now produced on a very large scale. 

USES FOR SODIUM SULFATE 

Kraft Pulp — ^The remarkable rise in manufacture 
of sulfate pulp and kraft paper in recent years has 
established salt cake as one of the important chemi- 
cals. The bulk of the present salt cake consumption 
in the United States is in the South, particularly in 
the pulp mills of Louisiana, Arkansas, Mississippi, 

Alabama, Florida and Georgia, for in this region 
there is a vast supply of timber and pulp wood. 

Kraft pulp consumes from 150 to 479 pounds of salt cake per ton of pulp. 
Assuming 275 pounds of salt cake as a fair average consumption the total re- 
quirements of the kraft pulp industry approximated 375,000 tons in 1939. In 
this industry the sodium sulfate is not used as such in the cooking of the pulp.®^ 
The salt cake is roasted with black ash from the process, to produce sodium 
sulfide. The cooking liquor really consists of a mixture of caustic soda and 
sodium sulfide. Salt cake merely constitutes a cheap source of alkali (Na20) 
and sulfur. 

It has long been known that mixtures of soda ash and sulfur are the equivalent 
of salt cake in the kraft process. In 1939 there was a shortage of sodium sulfate 

28 Arizona Chemical Company, O’Donnell, Texas. 

® Ozark Chemical Company, Monahans, Texas. 

30 American Potash and Chemical Co. 

31 See Chapter 33. 



Fig. 11. A/S Krystal 
Type Evaporator for 
Sodium Sulfate. (Cour- 
tesy A/S Krystal, Hans 
Svanoe, Kennett Square, 
Pa.) 

V, vaporizing chamber; 
C, cr>"stallizing chamber; 
H, outside heater; P, cir- 
culating pump; T, trap 
for removal of finished 
crystals. 
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in the United States because imports from Europe were cut off. At the same 
time there was plenty of excess productive capacity for soda ash in the several 
new alkali plants in the Gulf region. Cheap soda ash and cheap sulfur, also 
produced in the Gulf region, therefore made it economically attractive to furnish 
the kraft pulp industry with a cheap mixture of these two commodities in a form 
known to the trade as 'Xvnthetic salt cake.” This product contains about 75 
per cent Na2C03 and 25 per cent S and is produced by sintering dense soda ash 
with melted sulfur until the latter has impregnated and coated the grains of the 
soda ash. This development demonstrates a remarkable reversal of economic 
conditions since the days of the LeBIanc process when soda ash was made from 
salt cake. 

Glass — Salt cake is used in the glass industry as a small percentage of the 
soda ash and sand mix used in the glass furnace.^^ In this use the sodium sulfate 
not only contributes its share of Na 20 to the mix but the sulfur trioxide liber- 
ated acts as a stirring agent and produces a more uniform melt. For this pur* 
pose the salt cake must be very low in iron and in addition must be carefully 
sized so that it will not segregate from the mix. The use of salt cake in the glass 
industry^ has been diminishing. In 1937, 53,070 tons were used. 

Nickel Smelting — Sodium sulfate is used in the smelting of nickel-copper 
matte, which operation is carried out on a large scale at Copper Cliff (Sudbury), 
Canada, In this process, known as the Or ford process, mixed copper and 
nickel sulfides are heated in a reverberatorj’^ furnace with sodium sulfate and 
some coal. The resulting melt is allowed to cool slowly and after solidifjing the 
nickel and copper sulfide are found separated, the copper sulfide on top and the 
nickel sulfide on the bottom. 

Another important use for sodium sulfate is in the manufacture of sodium 
sulfide by reduction with coal. It is probable that this use will decline because 
of the large amount of hydrogen sulfide now available at various petroleum 
refineries. The byproduct hydrogen sulfide can, of course, be absorbed in alkali 
to produce sodium sulfide. 

Sodium sulfate is also used in the manufacture of Glauber salt and in this 
form it is used as a mordant in textile dyeing and in medicine, especially for 
veterinary uses. 


inmnocHLonrc acid 

Hydrochloric acid (HCI), sometimes called muriatic acid, was first described 
by Valentinus in the Fifteenth Century’’, and extensively studied by many eminent 
chemists, such as Thcnard, Cavendish, Priestley and Gay-Lussac. It is a gas 
under ordinary conditions: the liquid boils at —83® C. and freezes at — llU C. 
The critical temperature of the gas is 51.25° C., and the critical pressure is 81.6 
atmospheres. Dissolved in water, it is the ordinary hydrochloric acid of com- 
merce, which is generally sold in three grades: IS® Baume, 28 per cent HCI; 20 
Baume, 32 per cent HCI ; and 22® Baume, 36 per cent HCI. A solution of 20,24 
per cent in wa^er is a constant boiling mixture which boils at 110® C. at one 
atmosphere, ^ 

32 Produced bA Mathieson Alkali Works, Lake Charles, Louisiana, U. S. Patent 

2,223,631. V 31 See Chapter 24. 

33 See Chapter 3n See Chapter 29. 
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Aqueous hydrochloric acid is dxtremely corrosive to most metals, and is ordi- 
narily shipped in glass carboys or rubber lined containers. Certain metals have 
been developed for resisting the action of the acid, notably tantalum (which is 
inert) and the “Hastelloy” alloys. Very recently liquefied, anhydrous HCl has 
been put on the market, bottled in steel cylinders. Because of the high pressure, 
the containers are relatively heavy, and therefore the shipping cost makes this 
form of marketing prohibitive except in special cases. 



WATER COOLED CAS COOLER 



SCRUBBING TOWER 
TORIMQVt DUST, ETC. 


COKE BOX SCRUBBER EOR REN'OVAU 
CF SULPHURIC ACID MIST 


SCRUB-UP absorber, 

1 producing weak add 
which is fed INTO 
MAIN ABSORBER 


V 

ABSORBER FOR Ha GAS 


Fig. 12. Fused Silica Absorption System for Hydrochloric Acid. (Courtesy 
Thermal Syndicate, Ltd.) 


Absorption of HCl Gas — The absorption of gaseous HCl from the salt cake 
furnaces is carried out in a variety of ways. An important item in, the operation 
is that considerable heat is liberated by the absorption of HCl gas in water (650 
to 850 B.T.U. per pound of HCl). The strength of the acid produced depends 
upon two things: the temperature of the acid and the partial pressure of HCl in 
the gas in contact with it. Since the absorption of HCl in water will raise the 
temperature, this in turn will decrease the solubility of the HCl unless the solu- 
tion is cooled. Hence, all absorption devices are provided with coolers. The 
absorption system is more effective where cooling is simultaneous with absorption. 

Concentrated HCl gas, such as is obtained from a bisulfate retort, or from 
byproduct chlorination reactions, or from the burning of hydrogen ^vith chlorine, 
is readily absorbed in earthenware Woulff bottles, or in Cellarious tourills, which 
are connected in series and placed in troughs of cooling water. Another type of 
tourill,3® built of fused silica, consists of a series of horizontal S-bends placed 
vertically one above the other and jointed with acid proof packing. (See Figure 
12.) If the incoming HCl gas is hot it is first cooled down in a silica cooler, the 


36 The 
"Amersil” 


'^Vitreosir' absorber. Thermal Syndicate, Ltd., 
absorber, Amersil Co., Inc,, Hillside, N. J. 


New York City, and the 
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sections of which are circular in cross section; they are cooled on the outside \ntb 
a trickling sheet of water. The cooled gas then passes upward through the absorb- 
ing section in which it meets a stream of acid trickling downward countercurrent 
to it. The absorber sections are nearly rectangular in cross section, and retain 
a shallow pool of acid in each section. The heat of absorption is removed by 

_ trickling a sheet of water over the outside of the silica ab- 

I sorbers. 

/ "fT— Recently, coolers and absorbers built of impeiadous 
\i\ graphite or carbon have been introduced. Carbon coolers 

j generally jacketed by steel pipes and water cooled in the 

\ conventional manner. 

I Stoneware plate columns, pro\nded with a stoneware 

I ' cooling coil on each plate, are now available for absorbing 

I hydrochloric acid.®’’ 

j / * Another development of considerable interest is the 

. I ^ “FanstceF’ absorber®*^ (see Figure 13), which consists of a 

I / Hnvcg tower packed with Raschig rings. (Haveg is a phe- 

• Ip plastic reinforced with asbestos fiber.) In the upper 

‘ P^trt of the tower, which is usually tapered towards the top, 

f ^ Ej is placed a tantalum condenser. The heat libeiated by the 

! 1 absorj)tion of HCl in one part of the absorber causes evap- 

I oration of water in the lower part. This is condensed as 

^ weak acid at the top and this refluxes back domi the tower. 

1 ^ ^lakc-up water is added at the top and concentrated acid is 

! removed from the bottom of the absorber. The effectiveness 

‘ * of this compact device depends upon a very high coefficient 

of heat transfer on tantalum surfaces, a phenomenon not yet 
^ i^rilly explained. 

^ The devices just described are effective on strong HCl 

^ J gas, that is to say, 50 per cent HCl or greater. With lower 
Fig. 13 The strength gas a scrubber of some sort is generally required on 

“Fansteel” Hy- the end of any absorption sj'stem, to remove the last traces 

drochloric Acid of HCl from the tail gas. Scrubbers are also effective in ab- 

^sorber. sorbing HCl from weak gas, for instance the 5 per cent HCl 

steel^ ^lefallurri- Laury funiaces. The large proportion of inert 

cal Corp., No. prevents an extreme rise of temperature of the absorbing 
Chicago, III ) medium. Where large quantities of weak HCl are to be ab- 
sorbed it is usual to arrange several scrubbing towers in 
series through each of which the acid is kept circulating. Fresh water is ad- 
mitted to the end tower and weak acid is advanced to the nex't tower, and so 
on until concentrated acid may be drawn out of the first tower in the scries. 
It is also customary to cool the circulating acid on each tower in a stoneware 
cooling coil. The tow^ers themselves are generally made of chemical stoneware 
and are filled with stoneware packing such as Raschig rings or Bed saddles. 

The hydrochloric acid made in a retort is generally quite pure, but acid 
made from nitre cake often contains arsenic, iron, sulfuric acid, and other un- 




Fig. 13 The 
‘Tansteel” Hy- 
drochloric Acid 
Absorber. 
(Courtesy Fan- 
steel Metallurgi- 
cal Corp., No. 
Chicago, III ) 


37 Knight, M. A., Ind. Eng. Chem., S3, 148 (194p. , 

33Fansteel Metallurgical Corporation, North Chicago, Illinois. 
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purities because of the higher temperature of roasting. The impure acid may be 
purified by simple distlllatiou. This eau be accomplished most readily by using 
tantalum heating units placed within a still of silicaware or other iron-free ceramic 
material, the vapors being condensed in tantalum condensers. Wherever tan- 
talum is used in connection with hydrochloric acid care must be taken to prevent 
evolution of hydrogen on the metal, which would cause it to disintegrate. ^ Such 
hydrogen evolution is generally the residt of electrolysis. To prevent this, the 
tantalum is electrically insulated from all other metal parts. 

HCl from the Combustion of Chlorine — ^In addition to the production 
from salt and sulfuric acid, HCl is also made by burning chlorine in hydrogen, 
methane or water gas and by the decomposition of MgCb in the presence of 
steam. 

The combustion with hydrogen may be done in a fused silica pipe; the pipe 
being made just large enough to enclose the flame. The chlorine is generally 
introduced through a nozzle or perforated pipe and the gas flame may be pointed 
either up or down. Reaction is quite complete without the use of any catalyst 
whatsoever. Air should be excluded from the burner because the heat of com- 
bustion of hydrogen with oxygen is several times that of hydrogen with chlorine; 
extremely high temperatures are deleterious to the silica walls of the furnace unless 
they be water cooled. Usually a few per cent excess hydrogen is sufficient to 
secure good combustion. A very pure form of HCl can be made by this method. 

Hydrochloric acid may also be made by the combustion of methane and 
cblorme in the presence of regulated amounts of ait. It is also produced in 
the Herschkind furnace which is essentially a water gas producer in which chlorine 
is admitted to the bottom of the bed of coals. The reaction here is 

C + 2H2O + 2Cl2 = 4HC1 + CO2 

Sufficient air is introduced to maintain the bed of hot coals at the reaction tem- 
perature. The HCl produced in this way would only contain about 50 to 75 per 
cent HCl, and moreover it is apt to contain impurities from the coke or coal used 
for fuel. 

Chlorine was formerly made from hydrochloric acid by various means such 
as the Weldon process and the Deacon process. Today some chlorine is made 
by the electrolysis of hydrochloric acid and by oxidation with nitric acid but such 
processes are, generally speaking, not very profitable. A more detailed discus- 
sion of the methods and economies in making hydrochloric acid from chlorine will 
be discussed in a later chapter.^^ 

Uses of Hydrochloric Acid — In 1937 the total production of hydrochloric 
acid in the United States was reported to be 121,473 tons, computed as 100 per 
cent HCl. Since that time, production and use have risen markedly, due to the 
powing deniand of new uses. It is used in pickling steel for tinning; in the mak- 
ing of chlorides, both organic and inorganic; in the production of glue; in the 
preparation of fatty acids from lime soap, and for many miscellaneous purposes. 
A recent use which is now consuming large quantities of hydrochloric acid is the 
Dowell process for activating oil wells. When a producing oil well becomes 

®®See Chapter 11. 

■•“Dow Chemical Co., Midland, Michigan. 
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blocked with limestone sand, or when the sand surrounding the oil well is some- 
what impervious, the obstruction may be removed or the porosity may be im- 
proved by putting hydrochloric acid down the well. This acid would of course 
be very corrosive to the steel well casing, so corrosion inhibitors must be added 
to the solution 

There is now a considerable use for pure anhydrous HCl gas in organic 
s>mthesis. For example, vinyl chloride, an important material for making poly- 
^^nyI plastics,^' is made by the direct addition of HCl to acetylene: 

HCl + CH ~ CH ^ CHo = CHCl 

Rubber hydrochloride, a constituent of a new type of plastic, is made by the di- 
rect addition of liquid anhydrous PICl to rubber.^ ^ 


RECOVERY OK OTHER NATURAL SOLUBLE SALTS 

Although sodium chloride is the soluble salt which stands first in tonnage pro- 
duction, there are numerous other salts of the alkaline and alkaline earth metals 
which are of great industrial importance. Some of these salts are made by chemi- 
cal methods; some can be obtained most economically from natural sources; 
some are obtained by both methods. In the cases where natural recovery and 
manufacturing processes compete, the proportion produced from each source 
depends largely on a constantly shifting economic balance which is fundamentally 
determined by demand, efficiency of manufacturing techniques, quality of natural 
deposits, number and kind of byproducts, disposition of the market with respect 
to transportation, etc."*^ Some of the manufactured products, particularly those 
stemming from salt, will be further discussed in a later chapter.**® The rest of 
this chapter will be devoted to the discussion of important materials from the 
natural deposits of compounds of the alkalis and alkaline earths. In general, 
it may be said that the recovery of the natural materials is now on the increase 
and is the basis of a very xdgorous and diversified industry. 


NATURAL SODA 


Occurrence — ^Natural soda occurs in many dry lake beds and playa deposits.^® 
Probably the oldest historical source of soda is the Wadi~Natrum in Africa, from 
which tlic Egyptians recovered soda ash and made glass artifacts nearly three 
thousand\ years ago. The better known deposits occur in Owens and Searles 
Lakes, Cavifornia; in Lake Magadi, East Africa; in ^lexico, Persia and Southern 
Russia; and in Manchuria and Inner Mongolia, the Republic of China. Natural 
soda crystals always Contain considerable quantities of sodium bicarbonate (not- 
ably in combination is the scsquicarbonate, trona, (NaHCOa * NasCOa* 2 H 2 O)) 
and generally also some sodium sulfate, together with smaller amounts of other 
impurities such as sodium chloride, calcium sulfate, and insoluble matter. In 

lod., S7, 124 (1935). 

:: g®® Chapters 11 Vnd 31. 

See Chapter 39. \ ni, t i 

** For further discuss'jon of the effect of such an economic balance, see Chapter i 
« Chapter 11. 

<“See p. 352. 
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a soda lake where crystals are deposited in large quantities, especially in winter 
time, the lower layer consists mostly of sal soda (sodium carbonate) while the 
upper exposed surface is the monohydrate (Na2C03 * H 2 O) and the sesquicarbon- 
ate (trona). In Searles Lake there is a crystal reef of nearly pure trona, and 
this, at one time, was harvested as such. Typical analyses of native (unrefined) 
soda from various deposits are given in Table 6. 


TABLE 6 — ^ANALYSES OF NATURAL SODA DEPOSITS 

Magadi Natural Soda 

(To which certain treatment has been given) 

Per Cent 


NaoCOs 94.08 

NaHCOs 2.31 

Other soluble salts 1-89 

Moisture L13 

Insoluble 0.59 


Mongolian Natural Soda 
(On moisture-free basis, per oent) 



a) 

Sample No. 

W 

(S) 

Na 2 C 03 

76.95 

51.52 

69.47 

NaHCOs 

20,62 

42.75 

16,65 

Na 2 S 04 . 

1.13 

2.64 

11.04 

NaCl 

127 

2.09 

0.87 

Insoluble . 

trace 

0,97 

1.95 


Manufacture — For many purposes, such crude natural soda is imsuited and 
must be refined. The cost of refining is of the same order of magnitude as the 
cost of manufacture by the ammonia soda process,^ ^ starting with salt. Only 
a small percentage of the total production of soda ash derives from natural 
sources. In the United States the total domestic output of soda ash in 1939 was 
of the magnitude of 3,000,000 short tons. But domestic production of natural 
soda ash reached about 125,000 short tons in 1939, and is still increasing. In the 
United States production of natural soda has been confined to Searles Lake and 
Owens Lake, California. 

Operations at Searles Lake — One plant carbonates the lake brine to pre- 
cipitate crude sodium bicarbonate which is filtered, washed, and calcined to pro- 

TABLE 7 — ANALYSIS OF SODA ASH MADE AT TRONA, SEARLES LAKE, CALIFORNIA 



Per Cent 

Na2C03 

99.31 

NaHCOs 

0.84 

Na2S04 

0.16 

Si02 

0.002 

CaO 

0.001 

Fe 

0.0003 

AI 2 O 3 

0.01 

Borate 


H 2 O 

0,04 


See Chapter 10. 

“^^West End Chemical Company. 
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duce light soda ash. In another plant**® lake brine is evaporated to recover 
potash/® and in the process of evaporation the followng three salts are precipi- 
tated; NaCI, burkeite (Na2C03 • 2Na2S04) and NaeCOa* IH 2 O. These salts are 
partially separated by hydraulic classification in the 'hlarifier.” The salts ricli 
in soda may be leached to dissolve soda, leaving most of the burkeite behind. 
Soda is recovered as the deca hydrate by cliilling the leach liquors. The burkeite 
may also be resolved into its component salts by decomposing vith vrater at 
20" C., whereby tlie soda is extracted, leaving sodium sulfate decahydrate. The 
sodium carbonate decahydrate is melted, evaporated to produce the monohy- 
drate, and the latter salt is calcined to produce soda ash, A tvqiical analysis of 
this soda ash, given in Table 7 , .shows that it is comparable in purity to ammonia 
soda process soda a.sh.®^ 

Operations at Owens Lake — ^At Owens Lake, one plant first concentrates 
the lake brine to 12-14 per cent NacCOs by solar evaporation in v^ats ranging 
from 15 to 50 acres in area. The brine is then carbonated in towers 6 feet in 
diameter by 80 feet in height. The CO 2 is obtained by calcining dolomite which 
occurs in the vdcinity. This converts the soluble carbonate into the less soluble 
bicarbonate 

Na2C03 + CO 2 -f H 2 O 2NaHC03 

The sodium bicarbonate sludge is centrifuged, washed and dried, and then screened 
for iaimdrj' use or calcined in HerreschofT furnaces into light soda ash. Borax is 
recovered from the mother liquors by chilling. 

Another plant at Owens Lake carbonates the lake brine to produce sodiiun 
sesquicarbonate, which is calcined to a very light soda ash. This is rehydrated 
and rccalcined to produce a denser soda ash. Still another plant, recently 
completed, manufactures about 100 tons daily of soda ash by a new process, 
details of which have not been divulged. Owens Lake brine contains consider- 
able silica, and one of the problems confronting all the plants is the removal of 
this silica in order to produce an acceptable grade of soda ash. 

Uses for Soda — This is covered in Chapter 10. 

NATURAL SODIUXr NITRATE 

Rxt faction of sodium nitrate (saltpeter) from the natural deposits in the 
Atacama Desert of Chile was begun in the Eighteenth Century. Exportation of 
natural nitrate to Europe began in 1830 but it was not until the nitrate depoats 
were taken over from Peni and Bolivna by Chile in 1882 that real development 
began. The nitrate industry grew rapidly and the rev^enue from the export tax 
became the chief source of income for the Chilean Gov^emment. English and 
German companies exploited the deposits which then became the chief source 
of nitrate and nitric acid for the whole world. 

Since the advent of the Haber-Bosch process in 1912 the s 3 mthesis of ammonia 
from the air has become the chief source of fixed nitrogen.®^ The production of 

American Potash and Chemical Corpomtion. See Teeple, J, W., "Industrial 
Development of Searles Lake Brines,^’ Reinhold Pub. Corp. (1929). 

See p. 389. 53 jj^yo Chemical Co. 

See Chapter 10. Natural Soda Products Co. 

Pacific Alkali Co., Bartlett, Calif. See Chapter S. 
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saltpeter in Chile reached an equivalent of nearly 500,000 metric tons of nitrogen 
in 1929 but declined to 71,000 tons in 1933. 

Prior to 1927 the method of mining and refining the natural nitrate was rather 
crude and expensive. The competition from synthetic nitrogen caused the Gug- 
genheim brothers to improve and perfect the process to a considerable degree. 
Since 1933 the production has been rising and in 1939 this amounted to 1,427,000 
metric tons of sodium nitrate, equivalent to 238,000 tons of nitrogen. However, 
this only represents about 5 to 6 per cent of the total world production of fixed 
nitrogen. While Chile has lost its leading position in the nitrate industry, 
nevertheless it still remains an important source of nitrate for agricultural use. 

The Nitrate Deposits— The Coastal Range in northern Chile rises abruptly 
from the ocean floor. Between this range and the lower slopes of the Andes lies 
a desert or '^pampa,” varying in elevation from 4000 to 7000 feet above sea level. 
The nitrate bearing lands lie along the western edge of this desert, along the 
eastern slope of the Coastal Range.^^ The beds are not continuous; they occur 
intermittently over an irregular belt some 400 miles long from north to south 
and five to forty miles wide. The sodium nitrate, along with other soluble salts, 
occurs for the most part as a cementing material in the outwash sands and gravels 
which form the eastern slopes of the Coastal Range. The harder cemented mate- 
rial in the deposits is overlaid with a barren overburden of loose aggregate which 
varies in thickness from a few inches to several feet. The high grade hard mate- 
rial is called “caliche” and contains over 14 per cent NaNOs. The loose under- 
burden which also contains some nitrate is called “costra.” A typical analysis 
of a soluble salt occurring in caliche is shown in Table 8. 


TABLE 8 — TITICAL ANALYSIS * OP SOLUBLE SALTS IN CALICHE 


Per Cent 


dodium nitrate 17.6 Magnesium sulfate 

Potassium nitrate 1.3 Calcium sulfate . . 

Sodium chloride 16.1 Sodium iodate 

Sodium sulfate 6.5 Sodium borate 


Potassium perchlorate 0.23 

* Curtis, H. A., “Fixed Nitrogen,” Chemical Catalog Co., p. 52 (1932). 


Per Cent 
. 3.9 

. 5.5 

0.11 
0.94 


The sulfate generally occurs in the form of double salts although the sodium 
nitrate is present as a simple salt. 

Mining— The improved method of mining developed by the Anglo-Chilean 
Consolidated Nitrate Corporation utilizes mechanical methods to strip-mine the 
caliche. The nitrate field to be worked is systematically sampled with a checker 
work of test pits at 100 meter intervals. Just ahead of the strip mining opera- 
tion, however, supplemental samples are taken at 20 meter intervals. Analysis 
is made to show the amount of overburden to be removed as well as the thick- 
ness of the caliche to be taken. The nitrate field being exploited is laid out 
nuth semi-permanent railroad haulage lines as well as a portable electric trans- 
mission line and compressed air line. These are set up alongside the area to be 
stripped. The first operation consists of drilling and blasting the hard overburden 
which is then stripped by a drag line which backcasts the overburden on the 
ground already exhausted. Another drilling and blasting crew follows to break 

'o See p. 353. 
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up the ore. The shovel then follows and loads the broken ore on the thirty ton 
ore cars for shipment to the plant. The strip worked is usually about forty feet 
wide and usually two to three miles in length. Upon completion of such a cut, 
the haulage line, transmission and air lines are moved just the width of a strip 
and the operation is then repeated in the reverse direction. 

Refining — The modem method of refining such as is carried out at the Maria 
Elena plant will now be briefly described. Tliis plant has a capacity of more 
than 600,000 tons of nitrate per year. 

The ore is first broken in a large jaw emsher; next in gyratory crushers and 
lastly in cone and disc crushers. The product is % inch in size. The fine material 
is separated by screening. Coarse material is sent to the leaching tanks and the 
fine product is separately treated in a filter plant. 

The first operation is the leaching out of the w\ater soluble material. The 
coarse ore is leached in a scries of large concrete tanks w^hich hold about 75 tons 
of ore each. These are loaded from a mechanical bridge and the leached tailings 
are unloaded by grab buckets also operated from the bridge. When a tank is first 
loaded with dry ore it is filled wdth wash liquor from the filter plant and this 
liquor is circulated through the tank in circuit with a heater which derives its 
heat from the exhaust of the Diesel engines of the powder plant. When the tem- 
perature has reached 40° C. the liquor is advanced from tank to tank until it has 
become nearly saturated with respect to sodium nitrate. The extraction process 
is countercurrent so that most of the nitrate is extracted from the ore. When 
this occurs, the leached ore is replaced by fresh ore and this tank is made the 
head end of the series. It is interesting to note that ver>' little of the other soluble 
salts in the caliche dissolve because the high concentration of sodium nitrate 
represses their solubility. 

Crystallizing is accomplished in shell and tube heat exchangers in which the 
w’arm strong liquor is pumped countercurrent to the cold depleted mother liquor. 
In this w’ay the liquor is cooled to 15° C. without refrigeration. Some of the 
sodium nitrate has already crystallized at this temperature and this is removed 
by settling. In a scries of ammonia refrigerated crystallizers the strong liquor 
is further cooled to about 5° C. at wdiich temperature it is passed to a Dorr 
thickener in order to settle out the nitrate crystals. The clarified cold mother 
liquor is used to prccool the incoming w’arm liquor in the head exchanger. The 
weak mother liquor leaves the exchanger at 35° C, and it is then pumped over an 
evaporating tow'er, after which it is used as the cooling medium in the ammonia 
condensers in the refrigerating plant. The weak mother liquor thus w’armed 
is returned to the extraction unit for leaching out further quantities of sodium 
nitrate. 

The fines from the. cnishing operation are extracted wdth the last drain-off 
from the leached ore and the filtrate is returned to the leaching plant cycle. 

The ciystallized sodium nitrate is centrifuged, after wdiich it is briquetted and 
melted in a direct-fired combination reverberatory and shaft furnace. The molten 
nitrate is pumped to a spray nozzle wdiicli disperses the melt into droplets. 
These droplets solidify w’hile falling and produce an even pellet product. The 
final product has a purity of 98.8 per cent NaNO.-i. The grained product is 
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shipped both in bags and in bulk to the three major north Chilean ports, Toco- 
pilla, Iquique and Antofagasta. 

Uses — ^The use of sodium nitrate for nitric acid manufacture is discussed ir 
Chapter 8. Its use as a fertilizer is handled in Chapter 13. 


POTASH AND POTASSIUM COMPOUNDS 

The compounds of potassium are of outstanding importance because of their 
use as a plant fertilizer.^^ The development of potash production makes one 
of the most interesting as well as one of the most significant stories of modern 
chemical industr 5 \ 

The 1938 production figures of the various countries of the world are given 
in Table 9. 

TABLE 9 — WORLD PRODUCTION OP POTASH MINERALS IN 1938 IN TERMS OF EQUIVALENT K 2 O, 

METRIC TONS 

From Minerals Yearbook 1940^ page 1398 


North and South America, total 287,532 

United States 287,532 

Europe, total 2,938,847 

France 581,790 

Germany 1,861,000 

Italy 333 

Poland 108,352 

Spain (1935) 121,372 

U. S. S. R. (1937) 266,000 

Asia, total 51,059 

Chosen (1937) 18,000 

India 4,000 

Palestine 29,059 

Africa 80 

Australia 53 


Grand Total 3,277,571 


POTASH MINING 

German Deposits — ^The Stassfurt area in Germany supplies the greatest 
proportion of the world's potash today. More than 15,000,0(X) tons crude potash 
salts, averaging around 13.8 per cent K 2 O, were mined by German producers 
in 1938. Most of this is processed to produce muriate, sulfate and the other 
high grade salts which the fertilizer industry now demands. The mine output 
was converted to more than 5,000,000 tons of salts of various grades, averaging 
35.8 per cent potash, equivalent to 1,860,000 tons of K 2 O, 

German Mining Methods— In Germany there are at least 224 mine shafts, 
widely scattered, although only about 106 are actually operated, the production 
being controlled by the German Government. Most of the mining is done at 
depths of 1300 to 2000 feet, working chiefly in the carnallite (MgCb-icCl* 
6H2O) bed, but also in the less abundant kainite (MgS04 • KCl • 3H2O) and 
sylvmite (KCl-NaCl) beds.^® In steeply dipping deposits the potash salt is 

See Chapter 13. 

See p. 388. 
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mined b}' overhand chamber-sloping protected by pillars, followed by back filling 
with waste rock salt obtained from the footwall strata. In the more nearly hori- 
zontal deposits the room and pillar method is used,®® followed by back filling 
The shafts are commonly cement lined but where water is encountered, cast iron 
tubing is used. The principal producing area is now the Hannover district, al- 
though the term '^Stassfurt^^ salt is commonly applied to any German potash salt. 

Refining — ^The crude crushed carnallite is refined by extracting the potas- 
sium chloride with a hot aqueous solution of magnesium chloride obtained from a 
previous operation. The concentration of this solution (about 20 per cent 
MgCla) is such that NaCl is not dissolved and the gypsum likewise remains be- 
hind. KCI is deposited upon cooling the solution, and this is filtered, washed and 
dried. Mother liquor is concentrated, giving a further yield of ICCl which is less 
pure tlian the first crop. Part of the magnesium chloride is recycled for extract- 
ing further quantities of KCI and part is available for production of other mag- 
nesium compounds, including metallic magnesium. 

Alsatian Deposits — The Alsatian deposits were discovered in 1904. They 
are about 1600 to 2800 feet below the surface and contain two beds, the upper of 
which contains from 61^ to 17^ii feet of a good grade of syhdnite (KCl-NaCl). 
The salt deposits arc nearly horizontal, and are mined by the advancing longwall 
method. The potash is refined by extraction vith a hot solution which is satu- 
rated with salt; thus the NaCI and insoluble matter is left behind while the KCI 
dissolves. KCI crystallizes on cooling and this is filtered off, washed and dried. 
The mother liquor is recycled for extracting further quantities of syhdnite. The 
French mines in 1938 turned out 3,374,000 tons of crude potassium salts contain- 
ing 581,000 tons K 2 O. 

New Mexico Deposits — In the United States production of potash at 
Carlsbad was begun in 1931 by the United States Potash Company. This was 
followed a few years later by the plant of the Potash Company of America and 
in 1940 hy the plant of the Union Potash and Chemical Company. The method 
of mining is essentially the same in nil tlircc plants. The sylvinite bed is about 10 
feet thick and about 1000 feet belo'w the surface and this is both overlain and 
underlain vith beds of halite (NaCl), polyhalite (2CaSOi • MgS04 * KaSOj ' 
2 H 2 O) and g^^psum (CaSOi * 2 H 2 O) . The sylvinite is really a mixture of sylvite 
(KCI) and ^alt with small amounts of carnallite, polyhalite, langbeinite (2MgS04 ■ 
K 2 SO 4 ), clay, sand and water. The K 2 O content ranges from 25 to 30 per cent, 
on the average. The method of mining is quite similar to that described for rock 
salt.®^ The room and pillar method is used and the ratio of ore extracted to ore 
left in pillars about 60:40. Although no effort has been made as yet to remove 
ore from the pillars, it is believed possible to do so because the salt overburden, 
which is roughly 600 feet thick, is sufficiently elastic so that instead of ca\dng 
with removal of supports, it vill bend until it reaches tlie floor. The ore is 
undercut, sidecut, drilled and blasted, to a depth of about 7 to S feet at a time. 
Because of the rubbery nature of the ore, with consequent close spacing of the 

See p. 358. 

60 Smith, H, I., Ind. Eng. Chem., 80 , 854 (1938); McGraw, R. M., ibid., SO, 861 
(1938) ; Cramer, T. M.\ibid., SO, 865 (1938). 

61 See p. 357, \ 
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holes, and exces.^ive use of powder, the cost of blasting is a large item. Broken 
ore is loaded with mechanical shovels or drag line loaders. Cars holding 5 tons 
of ore are pulled to the base of the shaft by electric locomotives and then hauled 
to the surface in skip elevators. 

American Refining Methods — ^The extraction of the salts is accomplished 
by a variety of methods. At the United States Potash Company plant, the KCl 
is extracted with a hot solution saturated in respect to NaCl whereupon 90 to 95 
per cent of the KCl dissolves. The solution is flash-cooled in a vacuum to deposit 
KCl crystals which are then filtered, washed and dried. The mother liquor is 
then recycled. The byproduct salt from the extraction operation is used to re- 
generate the zeolite water softener which supplies the plant with purified water 
from the Pecos Eiver, 

The Potash Company of America uses a flotation method for the separa- 
tion of potassium chloride from sodium chloride, the agent being lauryl amine 
hydrochloride. In this plant the NaCl is floated away from the KCl. In the 
new refinery of the Union Potash and Chemical Company the flotation agent (fish 
oil soap and lead nitrate) is chosen so as to float the KCl away from the NaCl. 
The sylvite so produced is not quite as pure as the crystallized sylvite, it having 
only about 58 per cent K 2 O and a somewhat pinkish color. Steps are now being 
taken by the last mentioned potash plant to produce potassium sulfate (from 
langbeinite) as well as the cliloride. 


POTASH FROM LAKE BRINES 

Searles Lake Brines — ^The early history of the potash production in the 
United States begins in 1863 when John W. Searles discovered what is now 
known as Searles Lake. In 1910 a strenuous search for potash began in the 
United States and in 1912 the Geological Survey confirmed the presence of potash 
in commercial quantities in Searles Lake. Searles Lake contains a solid body of 
crystals and except in the wet season the surface is solid enough for cars to drive 
on. The crystals are immersed in a brine whose composition varies somewhat at 
different levels. Below the 45 foot depth it has the fairly constant composition 
shown in Table 10. 


TABLE 10 — COMPOSITION OF SEARLES LAKE BRINE 


NaCl 

per Cent 
by Weight 
16.36 

NaaCOg 

4.86 

Na^SOi 

6.85 

KCl 

4.74 

Na2B4.07 , . . . 

1.60 

Others 

0.07 

Total solids 




The first two processes tried were known as the Hornsey and Grimwood 
Processes but were found impracticable. An extensive investigation of the equi- 
librium between the salts occurring in Searles Lake brme was made imder the 

See Chapter 2, 
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leadership of the late John E. Teeple. In 1926 the American Potash and Chemical 
Corporation was organized and developed along the practical lines representing 
present practice- 

The Process — Brine is pumped from wells drilled in the crj^stal body of 
the lake by means of deep well pumps. This raw brine is used as the condensing 
medium for the potash vacuum crj’stallizcrs and for washing various filter cakes 
throughout the plant, before it enters the evaporators. The brine is then mixed 
with certain end liquors from the borax crj'stallizers and is then fed to a set of 
triple effect evaporators. These evaporators are 30 feet in diameter and 86 feet 
high and are provided with outside circulating heaters. The heaters are in mul- 
tiple units so that they can be descaled, when they salt up, without shutting 
dosm operations. The suspended salts are removed from the liquors of each effect 



Fig. 14. Equilibrium Diagrams Showing How Potash is Crystallized from 
Searles Lake Brines. (After Gale) 

by continuously circulating the liquor through cone settlers called “salt traps." 
In these traps the salts are washed free of KCl with incoming raw brine. A final 
settler, known as a clarifier, separates out the salts which are rich in sodium 
carbonate. The concentrated liquor is now saturated rvith KCl and it is then 
flash-cooled in vacuum crystallizers to 3S° C. to precipitate out potassium chloride. 
Enough dilution water is added to replace the water which is evaporated to cool 
the liquor, thus holding the sodium chloride in solution. The solid KCl is then 
thickened and centrifuged, washed and dried. The mother liquor is sent to the 
borax plant for rccoverj* of borax.®^ 

Physical Chemistry of the Process (after Gale) — ^Potassium cliloride can- 
not be recovered from Searles Lake brine by isothermal evaporation at 25® C. 
What happens when the brine is evaporated at 100° C. can best be seen by 
reference to Figure 14a. Raw brine is represented by point B and plant mother 
liquor by point M, A mixture of these two solutions in the proportions of about 
three parts brine to one part of mother liquor is represented by point F. This 
is the mixture fed to the triple effect evaporators, operating in countercurrent 
fashion so that the final concentration is done at the highest temperature. Dur- 
ing this evaporation sodium chloride and burkeite are crystallized and removed 
68 

Mumford, R. W., Ind. Eng. Chem., 80, 872 (1938). 

See p. 399. 

«=GaIe, W. A., Ind, Eng. Chem., SO, 867 (1938). 
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continuously while the composition of the liquor travels along the line FA, the 
path of crystallization of burkeite, until point A is reached. At this point the 
mother liquor reaches saturation with Na2C03 * H 2 O which also precipitates with 
burkeite and sodium chloride from A to C as the liquor approaches saturation 
vnih potassium chloride in the high temperature effect. This hot concentrated 
liquor freed from suspended salts and containing about 19 to 20 per cent KCl, is 
sent to the potash crystallizing house where it is cooled for the cr 3 ^stallization of 
KCl. 

Figure 14b shows the same system at 35° C. Point C representing the com- 
position of the hot concentrated liquor, is now near the center of the KCl field so 
upon cooling to this temperature only KCl crystallizes out along the line CM. 
The mother liquor M is thus regenerated for use in the next cycle, in so far as 
the potash content is concerned. 

The four potash plants just described account for more than 98 per cent of 
the production in the United States. This country is now entirely self-sufficient 
so far as its potash requirements are concerned and moreover it is now in a posi- 
tion to export potash. 

Other Sources of Potash — ^Potash is also recovered from the fine dust from 
cement kilns where about 2 to 5 pounds of K 2 O may be recovered for each barrel 
of cement made. K 2 O is also recovered from the dust of iron blast furnaces 
where about 17 pounds of K 2 O may be recovered for each ton of pig iron pro- 
duced. Potash is also produced from the ash of fermented molasses, from the ash 
of sugar beet pulp residues, from the ash of kelp and from wool washings. 


MISCELLANEOUS POTASSIUM COMPOUNDS 

Potassium Hydroxide or Caustic Potash — Caustic potash is chiefly pro- 
duced by the electrolysis of KCl, although it can also be produced by the caustici- 
zation of potassium carbonate with milk of lime. The principal use of this alkali 
is soap and liquid soaps. 

Potassium Carbonate — ^This compound is most frequently produced by the 
carbonation of electrolytic caustic potash. It may also be produced by the Engle- 
Precht process by which KCl is converted to K2CO3 through the addition of 
magnesium bicarbonate which throws down the double salt KHCO3 ■ MgCOa * 
4H2O. Upon neutralization with Mg(OH)2, the double salt decomposes. The 
MgCOs * 3H2O is filtered off and recycled, while the K2CO3 solution is evapo- 
rated. On cooling, K2CO3 ■ y2H20 cr^^stallizes, which is then calcined. 

Potassium Nitrate— Known and used for hundreds of years, the nitrate is 
found in nature to a limited extent, but is mostly prepared from sodium nitrate 
by double decomposition with potassium chloride: 

KCl + NaNOs = KNO3 + NaCl 

Solid potassium chloride is added to a hot concentrated solution of sodium nitrate 
Sodium chloride first precipitates, and after its removal the solution is cooled* 
precipitating potassium nitrate. * 

Potassium Sulfate— This may be produced from KCl by base exchange in 
which sulfate is added in the form of sodium or magnesium sulfate. It is more 
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commonly prepared by reaction with sulfuric acid in a salt cake furnace accord 
ing to the reaction 

2KC1 -f H 2 SO 4 = K 2 SO 4 4- 2HC1 

MAGNESIUM COMPOUNDS 

The chief sources of magnesium in nature are as follows: 

(a) Magnesite (MgCOa), which occurs in massive rock formations in Austria, 
Czechoslovakia, Yugoslavia, Greece, Japan, Venezuela and, in the United States, 
California and Washington, 

(b) Dolomite (MgCOa • CaCOa)* This natural rock is vndely distributed 
throughout the world. The proportion of Mg to Ca is not, however, always 1:1. 

(c) Brucite (MgO H 2 O). This may be considered to be native magnesium 
hydroxide. It is somewhat rare although there are deposits near Bryson, Quebec; 
Nipissing, Ontario; and Tuning, Nevada, 

(d) Asbestos, talc, serpentine and other minerals from which it is more diffi- 
cult to extract the magnesium. 

(e) Sea ivater and solar pond bitterns. 

(f) Natural salts and natural brines. This would include such soluble salts as 
kieserite (MgS 04 ’H 20 ); carnallite (KCl * MgCb * 6 H 2 O); kninite (MgS04* 
KCl-SHcO); and langbeinite (KaSOi • 2MgS04), such as occur in the potash 
beds at Stassfurt and Carlsbad, Most salt brines contain magnesium chloride or 
magnesium sulfate in varjdng degree. 

Magnesium Oxide — '^Caustic calcined” magnesite is obtained by burning 
magnesite ore in either rotarj' or vertical kilns, as in the making of lime. The 
burning temperature is somewhat lower than that for making lime. Processes 
closely related to this arc discussed elsewhere so no details will be given here. 
However, there are several processes for the recovery of magnesium compounds 
which are natural adjuncts of the industries based on soluble salts and so will be 
discussed. 

Pure magnesia may be made from magnesite or dolomite by the Pattinson 
process. The rock is calcined, hydrated, and then treated with carbon dioxide 
gas or kiln gas at several atmospheres pressure. Magnesium bicarbonate goes 
into solution and this is filtered from the remaining calcium compounds while 
under pressure. On relieving the pressure and boiling, basic magnesium car- 
bonate is precipitated. It is then filtered. This material has considerable use 
in the manufacture of *^S5% magnesia” insulation, in which it is mixed with 
asbestos fibre. To produce pure MgO, the basic carbonate is calcined lightly. 

Magnesium oxide may also be extracted from dolomite by treatment vnih 
acid or acid salts. One method practiced commercially is to calcine dolomite, 
extract the CaO by reacting it witli ammonium chloride (which reacts with MgO 
with difficulty). The Mg(OH )2 is then filtered and washed free of soluble salts. 

Magnesium Compounds from Sea Water — ^Magnesium oxide is obtained 
from sea water bitterns and other brines simply by the addition of milk of lime 
which precipitates the magnesia according to the reaction: 

MgCl 2 4- Ca(OH )2 = Mg(OH) 2 | 4* CaCk 
See Chapter 22. 
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The solubility of Ca( 0 H )2 is about 1.8 gms. per liter at 20 "" C, while the solubility 
of Mg(OH )2 is only 0.009 gm. per liter. In extracting pure magnesia from sea 
water a large plant on the Pacific Coast pretreats sea water with a small 
amount of lime to remove the bicarbonate hardness.®^ The sea water is settled 
and clarified by filtration. The milk of lime next used is prepared from purified 
fresh water and it is mechanically classified to reject sand and other impurities. 
The lime added is made equivalent to the magnesium content of the sea water 
and, after reaction, the slurry is thickened in a large concrete settler. The 
thickener underflow is then washed free of any adhering sea water in special 
towers designed for the purpose, in which the magnesia retains its flocculent con- 
sistency. The magnesia slurry is then carbonated, boiled to remove excess CO 2 , 
and filtered. The magnesium carbonate is then calcined to produce either light 
or dead burned MgO. 

Starting with sea water, the calcium sulfate is not precipitated during the 
recovery operation just described. Starting with sea water bitterns,®® however, 
a special step is required for precipitating the high sulfate content of the bittern 
as CaSOi by the addition of CaCk. 

MgSOi -b CaCl 2 = MgCk + CaS04| 

After that it is permissible to add the milk of lime without danger of contaminat- 
ing the magnesia with CaS04. The calcium chloride brine is recycled. The use- 
ful products from these sea water bitterns include refractories, magnesia insula- 
tion, milk of magnesia, magnesium carbonate. Magnesia products find use as 
pigments in foods, dental formulas, medicine, oil refining and in the treatment 
of acid soils in agriculture. 

Magnesium Chloride — Many natural brines, such as occur in oil wells, con- 
tain magnesium chloride. Where there are no sulfates present the MgCk may 
be removed by a simple evaporation of the brine. Because they are less soluble, 
other salts such as NaCl and KCl are thrown out during the evaporation. The 
magnesium chloride is usually obtained as the hexahydrate. Some brines, notably 
those in Michigan,^® contain considerable calcium chloride so that it is necessary 
to separate these two very soluble salts. This is done by crystallization methods 
by which the magnesium chloride is first separated out as tachhydrite (CaCh • 
2 MgCl 2 • I 2 H 2 O) . This double salt may be decomposed with water, after which 
the magnesium chloride may be crystallized as the hexahydrate. Still another 
way in which magnesium chloride may be separated from calcium chloride is by 
means of the reaction 


MgO 4- CaCk -b CO 2 = MgCk + CaCOs 


Magnesium chloride may be also extracted from naturally occurring potash 
salts. For example the mineral carnallite (KCl • MgCk ■ 6 H 2 O) may be treated 
with just sufficient hot water to dissolve the magnesium chloride, leaving most 


67 Marine Magnesium Chemicals Corporation, South San Francisco, California* 
Enrisjie^isse) •’ V., Chem. Met! 

« For the details of this treatment for hardness, see Chapter 6 
™ Dow Chemical Company, Midland, Michigan. 
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of the KCl, NaCl and other impurities in the solid phase. In Carlsbad, New 
Mexico, potassium sulfate is recovered from the mineral langbeinite by mean 
of the reaction: 


K2SO4 • 2MgS04 + 2K2CI2 = 3K2SO4 + 2MgCl2 

The mother liquors are thus rich in magnesium chloride. 

Magnesium chloride is used extensively in the manufacture of oxychloride 
cements. These cements are very hard and flexible and consist of a mixture of 
magnesium chloride, magnesium oxide, sawdust and other filling materials. It 
has been foimd, recently, that the addition of copper powder greatly improves 
the strength and wearing qualities of these cements. Magnesium chloride is also 
used as a refrigerating brine because of its very low eutectic temperature. 

Magnesium chloride is also the best raw material from which to make metallic 
magnesium."^ For this purpose it is usually dehydrated. The hexahydrate may 
be dried down to the dihydrate with very little decomposition. If, however, the 
dihydrate is further dried by conventional methods it dissociates to form magne- 
sium oxychloride. To prevent this the dihydrate can be dehydrated in an atmos- 
phere of dry HCl gas. Although this process was practiced by the Dow Chemical 
Company, at Midland, Michigan, for many years it now appears that one of the 
lower hydrates of magnesium chloride can be added directly to the fused electro- 
lytic bath. In a new plant of the Dow Chemical Company at Freeport, Texas, 
MgO is recovered from 100 million pounds of sea water per day.’’- The MgO 
is then dissolved in hydrochloric acid, which is derived from the anodic gas from 
the electrolytic magnesium cells, to produce a solution of magnesium chloride. 
This solution is evaporated to produce a lower hydrate in powder form. After 
briquetting, this material is fed to the anode compartment of the cells in the 
production of metallic magnesium. 

In Geimany (I. G. Farbenindustrie) and in England (Magnesium Elektron 
Ltd.), calcined magnesite is mixed with coke and chlorinated in a shaft furnace 
at about 1000° C., to produce fused anhydrous magnesium chloride, according 
to the reaction 

MgO -f C + CI2 = MgCIn + CO 

After filtering the molten salt through carbon to remove solid particles it is then 
flaked and ready to use in the electrolytic bath. Most of the chlorine required 
for the chlorination is obtained from the electrolysis of the magnesium chloride. 

Magnesium Sulfate — ^Epsom salt (MgS04 * 7H2O) is found in many mineral 
springs. The most important natural source is kieserite (MgSOj*H20). The 
latter salt is difficultly soluble in water but on long standing in contact with water 
it is converted to EpMom salt. Magnesium sulfate may be also obtained from the 
mineral kainite (MgSp4 • K2SO4 • MgCla ‘ 6H2O), or by the action of sulfuric acid 
on MgO, MgCOs or clolomite. It may be also obtained by reacting burned dolo- 
mite with gypsum inlthe presence of CO2. This salt is used extensively as a 
medicine. It is also usW in the finishing of cotton fabrics and for w^eighting silk, 
paper and leather, and |or textile dyeing. 

’^For a description of\he making of metallic magnesium, see Chapter 24. 

For the magnesium content of sea water, see Table 2. 
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BROMINE 

Bromine, the second of the halogens in abundance and importance, is a liquid 
\^'hich boils at 63° C. In the form of bromides it occurs to the extent of about 
0.064 gram per liter, or approximately % pound per 1000 gallons, in sea water. 
Bitterns from sea water evaporation as they occur in tlie San Francisco Bay Dis- 
trict will contain 1.5 to 2.0 grams per liter of bromine . There are many natural 
brines containing from 0.1 to 1 gram per liter of bromine. If the concentration 
is about 0.3 gram per liter or over it is practical to recover the bromine as a 
liquid in one step by the direct chlorination of the brine. 

MgBr2 + CI2 == MgCb + Br2t 

In the Kubierschky system the brine is preheated to the boiling point and flows 
down a stoneware tower of special design containing a number of compartments. 
The chlorine enters the bottom compartment and works upward. In each com- 
partment, however, the movement of the vapors is vertically downward in order 
to get better distribution of the heavy halogen containing vapor with the brine. 
The vapor leaving the top of the tower contains bromine, steam, and a small 
amount of chlorine. After condensation the two liquid layers are separated and 
the bromine water (the upper layer) is returned to the tower. The chlorine is 
removed from the bromine by distillation. The chlorine consumption ^vill depend 
upon the bromine concentration: at 0.3 grams per liter about 1,3 pounds of 
chlorine per pound of bromine are required; and at 4 grams per liter about 0.57 
potmds chlorine per pound of bromine are required. The recovery of bromine 
is said to be 80 to 95 per cent respectively. 

Bromine from Sea Water — A different procedure is required for recovery of 
bromine from sea water. The Ethyl-Do w process as carried out at Kure Beach, 
Wilmington, Noitb Carolina, will now be brieffy described.’^^ Tbe sea water in- 
take is located where full strength sea water is always obtainable. The waste 
w^ater effluent is discharged into a river where natural currents remove it from 
the area around the sea w^ater intake. The sea water is settled, screened and 
pumped to storage. From there it is pumped io the top of the blow^ing-out 
tow^ers. (See Figure 15.) On the way up it is treated with a 10 per cent sulfuric 
acid solution to lower the pH to 3.5 and repress the hydrolysis of the chlorine. 
Gaseous chlorine is metered into the flowing stream. Air in large volume is blown 
in at the bottom of the tow^ers in order to strip out substantially all of the bromine. 
The bromine-containing air is next passed laterally through a series of bromine 
absorption towers through which the air is contacted with a circulating solution 
of soda ash. The reaction here is 

3Na2C03 + 3Br2 = 5NaBr + NaBrOs + 3CO2 

The stripped air is removed by the exliaust fans wfflich pull the air through the 
entire system. The alkaline solution is advanced from tow^er to tow^er until it 
becomes completely brominated. The bromate solution is then acidified with 
sulfuric acid and steam distilled in a tow^er from which bromine is evolved. Bro- 
mine is a difficult liquid to handle, so it is almost universal practice to react it 

^ Stewart, L. C., Ind. Eng. Chem., e6, 361 (1936). 
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with ethjiene to produce ethylene dibroniide. The ethylene may be produced 
either by dehj^dration of ethyl alcohol over a catalyst or it may be obtained from 
olefinic gas from a petroleum refinery. The ethylene dibromide is generally 
purified by distillation. 

In 1938, the plant at AYilmington, North Carolina, produced 1,343,000 gallons 
of ethylene dibromide, making it the largest single producer in the world. At a 
new plant at Freeport, Texas, the production will probablj’ be much greater. 
Bromine is produced from salt w’cll brines by five companies in Michigan and five 
in the West Virginia-Ohio area. Bromine is also produced from sea water bitterns 
in California and from brines from Searles Lake. Some concentrated products of 


STRIPPED 

AIR 



Fig. 15. Diagram of Bromine Extraction Unit. [Stewart, L, C., Ind. Eng. 
Chem. 26, p. 361 (1936)] 


this latter brine carry one hundred times as much bromine as sea ^vater. Bromine 
is also recovered from the Dead Sea in Palestine and from sea water bitterns in 
Italy and Japan. 

Uses — ^Ethylene dibromide is mixed with tetraethyl lead in making compounds 
for anti-knock motor fuel. The demand for high octane gasoline steadily in- 
creases and the production of bromine for tins purpose has increased in spectacu- 
lar fashion. The production in 1940 was about 50,000,000 pounds of bromine. 
Bromine is also used in metallurgy (bromo-cyanogen process), in the manufac- 
ture of bromides for pharmaceutical and photographic purposes and in the 
manufacture of disinfectants. 


IODINE 

Iodine is a constituent of sea wmter and may be recovered from concentrated 
sea water bitterns or from the ashes of seaweed (kelp). It also occurs in oil field 
brines and in the mother liquor from the Chilean nitrate recover}'' operatio^. 
Chile has been the most important producing area for years although substantial 
quantities have been produced in France, the United Kingdom, Netherlands 
Indies, the United States and British Indies. The leading producer in the United 
States is the Dow^ Chemical Company operating on sea water brines at Long 
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Beach, California. The total production in the United States in 1937 was about 
300,000 pounds and the iodine imported to the United States that same year 
was* nearly 2,000,000 pounds. In recent years domestic production has increased 
and imports have decreased. 

Iodine from Kelp — ^Various types of seaweed (gen'ws laminaria, genus 
jucus) are collected at ebb tide, dried in much the same manner that hay is dried 
and then burned in long, low kilns of rock. After several burnings, a floor of ash, 
15 to 20 inches thick, is built up. The ash content of the weed is generally about 
5 per cent and the iodine content of the ash will vary from 0.2 to 2 per cent. 
The ash of the kelp is hxiviated in vats with hot water and then the solution is 
run off at a gravity of 1.2 to 1.23. The solution is evaporated in open boiling 
pans and the potassium salts are crystallized out. 

In the modern French process, the kelp liquor is neutralized with sulfuric 
acid which releases CO2, H 2 S and S. When the solution has been freed of these 
substances it is treated with copper sulfate. This precipitates the iodine from 
the solution as cuprous iodide which is filtered off and washed with water. Iodine 
is separated from the cuprous iodide by heating it with manganese dioxide, the 
iodine subliming off. 

Potassium iodide is prepared from the cuprous iodide, by heating with an 
excess of potassium carbonate at 450° C. according to the reaction: 

2CuI + K2CO3 = 2 ia + CO2 + CU2O 

The excess of potassium carbonate is neutralized with sulfuric acid and the potas- 
sium iodide is separated from the potassium sulfate by fractional crystallization. 

Iodine from Caliche — In the Chilean process, the mother liquor from the 
nitrate plant contains about 8 grams per liter of iodine and 70 per cent of this is 
recovered. The first processing material used is soda ash. Since soda ash is not a 
readily obtainable commodity in the uplands of Chile, it is prepared in crude 
form by furnacing sodium nitrate with coal. The soda ash is leached and then 
treated with sulfur dioxide flue gas from a sulfur burner. The sodium bisulfite 
liquor is added to the iodine-containing mother liquor, and this causes precipita- 
tion of the iodine according to the following reaction: 

2 NaI 03 + 5NaHS03 SNaHSO^ + 2Na2S04 + H 2 O -b I 2 I 

The supernatant liquor is returned to the caliche processing plant. The iodine 
sludge is washed, filtered and pressed into cakes. The cakes are then placed in a 
cement lined retort which is fired with coal. The iodine sublimes and is condensed 
in an air-cooled, ceramic condenser. This condenser is taken down at intervals 
and the iodine is scraped from the sections and packed into 55 kilogram kegs. 

Iodine from Brines — Iodine is recovered from oil field brines by either the 
activated carbon process or the silver nitrate process. In the carbon process 
the brine is treated with sodium nitrite and sulfuric acid, which liberates iodine. 

NaN02 + H2SO4 4- Nal Na2S04 + + NO + H2O 

The iodine concentration being very low, the solution is then agitated with acti- 
vated carbon which adsorbs the free iodine. The carbon is filtered off and then 
leached with alkali, the iodine being converted to sodium iodate. This solution 
IS next concentrated by evaporation and then chlorinated in a pot stiU. The 
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iodine sublimes out of the liquor and is condensed in a ceramic condenser. It 
is then crushed, washed and air dried, taking care that the iodine in the air from 
the drier is recovered by scrubbing. 

In the silver nitrate process, the brine is treated with silver nitrate to precipi- 
tate silver iodide. This is contacted nith steel scrap which precipitates metallic 
silver and leaves ferrous iodide in solution. The solution is treated with nitric 
acid to recover the silver nitrate and then chlorine is added to liberate the iodine 
as in the method just previously described. The crude iodine is dried over con- 
centrated sulfuric acid and then crushed, washed and dried. 

Uses — Iodine and iodine compounds have very valuable therapeutic proper- 
ties. Iodine is used in the aniline dye industr}', in the manufacture of iodoform 
and in the production of pure potassium iodide which is e.xtensively used in 
medicine and photography. 


CALCIUM CHLORIDE 

This salt is contained in sea water and in many natural brines and bitterns. 
In 1939 the production from natural brines amounted to 108,000 tons. It is 
obtained as a by-product from the recove r>" of magnesium chloride in Michigan 
brines. For refrigeration, a mixed calcium-magnesium chloride (basis 75 pei 
cent CaCL) is also produced on a considerable scale: 

Probably the simplest process for recover}’’ of calcium chloride is from the 
distiller waste liquor of the ammonia soda process. This is described in Chap- 
ter 10. 

Uses — Calcium chloride is used extensivel}’ in the refrigeration indust r}’’ as a 
brine because of its very low freezing point ( — 55® C. for 30 per cent CaCIe). It 
is also used in laying the dust on dirt roads in niral communities, notably in 
New England and in Canada. It has also been successfully used in stabilizing dirt 
roads by incorporating it in the clay used in the surfacing. In the form of a 
solution, it is used for dedusting coal and coke. Of the total consumption, it has 
been estimated that 39 per cent is used for road treatment, 15 per cent for coal 
treatment, 12 per cent for ice control (for e.vample, on roads) and 6 per cent for 
refrigerating brines. This leaves 28 per cent for miscellaneous outlets. 


BORON COMPOUNDS 


World reserves of boron minerals are abundant, but known sources are con- 
fined to a few countries; chiefly the United States, Chile, Argentina, Peiu, Italy 
and Turkey. It has abo been reported in Tibet, Persia, India and Ceylon. Per- 


haps the most interesting operations are in Italy where sassolite, or natural bone 
acid, is a joint product of the utilization of volcanic gases ivhich also yield am- 
monia, caVbon dioxld^ and heat and power from natural steam. The principal 
natural boVates of Ct/mmercial importance are as follows: 


MiAcral | 
Tincal (natupil bo^ax) 
ICernite (rasoritc) h 
Colemanite 4 
Ulexite (boronatroaalcite) 

Priceite (pandermitie) 


Approximate Composition 
NaoO • 2B2O3 ' IOH2O 
NaoO • 2B0O3 • 4H2O 
2CaO • 3BoOn • 

Na20 • 2CaO • oBoOa • I6H2O 
5CaO • 6B2O3 • 9H2O 


Principal Deposits 
United States, Tibet 
United States 
United States 
United States, Chile, Ar- 
gentina, Bolivia, Peru 
Turkey (Asia Minor) 
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Manufacture— Up until 1928 most of the borax was produced from cole- 
manite, by decomposing it with a solution of sodium carbonate and bicarbonate. 
The CaCOs was filtered off, the filtrate was concentrated, and the borax was 
crj^stallized out by chilling. 

From Kernite — ^A much more important source at present is the mineral 
kemite, which is mined in Kern County, California. The crude ore contains 
about 29 per cent B2O3, mixed with considerable clay and shale. It is crushed, 
calcined, concentrated to remove the clay and shale, the concentrate running 
about 45 per cent B2O3. At the refinerj^^^ located at Wilmington, California, the 
crude is converted to borax by dissolution under pressure in hot water. The solu- 
tion is filtered, and chilled to crystallize pure borax. 

From Searles Lake Brine — ^Borax is now produced in large quantities (about 
100,000 tons per year) as a byproduct from the potash recovery operations at 
Searles Lake.'^^ The mother liquor from the potash plant at 38° C. is pumped 
to crude borax vacuum crystallizers where it is cooled to 24° C. The cooling 
medium is liquid ammonia which is expanded in helical coils in the head end of 
the crystallizer. The water condensed is refluxed to the boiling liquid to avoid 
concentration of the solution and consequent precipitation of potassium chloride 
with the crude borax. The crude liquor containing borax in suspension is sent 
to the thickener, the thickener underflow is filtered, and the cake from the crude 
borax filters is refined to produce commercial borax. Boric acid is made by 
reaction with sulfuric acid. 

Uses of Borax — ^Although borax was used as a flux in fire refining of gold as 
early as the Fourteenth Century, large tonnage was not employed until the new 
discoveries in California reduced the price of borax to about $30.00 per ton in 
1920. The average price in 1939 was about $23.50 per ton at the producers^ 
plants. Borax is now used extensively in glass manufacture, particularly in mak- 
ing the high melting boro-silicate glasses (as for instance “Pyrex’^ glassware 
which contains from 12 to 14 per cent B 2 O 3 ) . It is also used in enamel making, 
the mix containing from 29 to 40 per cent of borax. It is used in the manufacture 
of soap and detergents; as a preservative in pastes and glues; and for disinfect- 
ing citrus fruits. Recently boron has been found to be one of the minor elements 
that stimulate plant growth and inhibit certain plant diseases. Borax already 
is included in many mixed fertilizers. Boron carbide, a recent discovery, is the 
hardest artificial abrasive knovm. 


SALT 
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ALKALI AND CHLORINE PRODUCTION 
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Chungking, China 

INTRODUCTION 
Robert B. Mac!Mullin 

Assistant Director of Research, Matliieson Alkali Works, Inc. 

Tile manufacture of alkali ^ is one of the basic operations of the chemical indus- 
try. It is one of the ke 3 *s to modem civilization because alkali products are 
e^ential for the manufacture of most of the goods which ci\’iIizod people use for 
clothing, food, shelter, transportation and general Imng. Alkali is essential in 
the manufacture of nitrate fertilizers, glass, soap^ paper and textiles; and chlorine 
(by-product of the alkali industry) is essential in water purification, the manu* 
facture of paper pulp, high test- gasoline, chlorinated solvents and dyes. The 
complete list of uses for alkali and chlorine would be a very long one indeed and 
one may conclude that the rise of the alkali mdustrj" not only coincides with but 
IS to a large extent resjionsible for, the chemical age in which we now live. 

The raw materials for the alkali industr}* are few in number, widely dis- 
tributed, and available to practically* any* country*, small or large, which may wish 
to start on the road toward economic self-sufficiency*. These raw materials are 
salt, iMTiesiGriC-^uel, water and air. The distribution of alkali plants through- 
out the world i-^ given in Table 1. 

The distribution of alkali plants in the United States is given in Table 2, 
and of chlorine p bants, in Table 3. 

The two main divisions of the alkali industry are.* the ammonia soda process, 
riso known as the \ Solvay Process after its inventor, and the electroly’tic process. 
Tm overall reaction of the ammonia soda processes may be written 

I 2NaCl 4- CaCOa - Na 2 CO.'i -f CaCb 

although taken bl|>’ il^elf this reaction proceeds in the reverse direction. The 
main product of t process is tlius seen to be sodium carbonate or soda ash. Its 
second priiicipal p^|roduct is caustic soda, produced by a second reaction: 

0 Na2C03 + Ca(OH )2 = 2NaOH + CaCOs 

* “Alkali’':) is ^ precise definition but it commonly refers to the 

hydroxides cjr sodium or the other alkali metals. 
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The principal products of the electrolytic process are caustic soda and chlorine. 
In a more general way this process may be represented by the equation, Salt + 
Power = Alkali + Chlorine. The salt may be the chloride of any of the alkali 
metals. The power for electrolysis (direct current) may be derived from any 

TABLE 1 — DISTRIBUTION OF AMMONIA-SODA PLANTS THROUGHOUT WORLD 


World Production 1941: About 7,000,000 Metric Tons of Soda Ash 


Country 

No. of 
Plants 

Largest Single 

Plant at 

Nominal 

Capacity 

United States 

9 

Syracuse 

2000 Tons/Day 

United Kingdom 

6 

Norwich 

1400 

Germany 

6 

Bernburg 

1000 

France 

10 

Dombasle 

1100 

Soviet Union 

6 

Donetzki (2) 

1100 

Austria 

1 

Elbensee 

200 

Hungary 

1 

Marosujvar 

15 

Belgium 

1 

Couillet 

250 

Spain 

2 

Torrelavega 

300 

Italy 

3 

Rossignano 

700 

Canada 

1 

Amherstburg 

200 

Czecho-Slovakia 

3 

Nestomitz 

300 

Rumania 

2 

Turda 

50 

Poland 

2 

Montwy 

150 

Yugoslavia 

2 

Lukavac 

100 

Switzerland 

1 

Zurzach 

100 

Norway 

1 

Eidanger 

75 

India 

2 

Mithapur (Kathiawad) 

120 

Japan 

4 

Tokuyama 

1000 

China 

2 

Tangku 

250 

Chile 

1 

Valparaiso 

Less than 1 ton 

Venezuela 

1 

Maiquetia 

2 

Australia 

1 

Adelaide 

100 

Holland 

1 

Roermond 

50 


of the various prime movers driven by steam, coal, gas, oil or water. The alkali 
produced is usually the hydroxide, but sometimes also the carbonate, of any of 
the alkali metals. 

Relative Production of Alkali and Chlorine — ^With respect to the ammonia 
soda process there is only one valuable product from the main reaction, since 

table 2 — DISTRIBUTION OF AMMONIA SODA PLANTS IN THE UNITED STATES AND CANADA 

Solvay Process Co., Syracuse, N. Y., Detroit, Mich., and Baton Rouge, La. 
Michigan Alkali Co., Wyandotte, Mich. 

Columbia Alkali Corp., Barberton, Ohio 
Diamond Alkali Co., Painesville, Ohio 

Mathieson Alkali Works, Inc., Saltville, Va., and Lake Charles, La. 

Southern Alkali Co., Corpus Christi, Texas 
Canadian Industries Ltd., Ambers tburg, Ont. 

the calcium chloride is in most cases thrown away. Likewise, the amount of 
soda ash converted to caustic soda is entirely at the option of the alkali manu- 
facturer. On the other hand, with respect to the electrolytic process, caustic soda 
and chlorine, both valuable products, are produced in the fixed ratio of 40 parts 
NaOH to 35.46 parts of chlorine and this ratio cannot be varied at the discre- 
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TABLE 3 — CHLORINE PRODUCING PLANTS IN THE UNITED STATES IN 1941 ♦ 

1. Bro\vn Company, Berlin, N. II. 

2. Mafhie.son Alkali Works, Niagara Falls, N. Y. 

3. S. D. Wairen Company, Cumberland, Me. 

4. The Dow Chemical Company, Midland, Mich. 

**5. Niagara Alkali Company, Niagara Falls, N. Y. 

6. Pennsylvania Salt Mfg. Co., Wyandotte, Mich. 

7. The D. M. Bare Paper Company, Roaring Spring, Pa. 

8. West Virginia Pulp & Paper Co., Piedmont, W. Va. 

**9. Westvaco Chlorine Products Corp., South Charleston, W. Va. 

10. Hooker Electrochemical Company, Niagara Falls, N. Y. 

11. West Virginia Pulp & Paper Co., Mechanics^'illc, N. Y. 

12. West Virginia Pulp & Paper Co., TjTonc, Pa. 

13. West Virginia Pulp & Paper Co., Covington, Va. 

14. Castanca Paper Company, Johnsonburg, Pa. 

15. Gulf Oil Corporation, Port Arthur, Texas 

** 16. Great Western Division, The Dow Chemical Co,, Pittsburg, Calif. 

17. Penobscot Chemical Fiber Co., Great Works, Me, 

18. O.vford Paper Company, Rumford, Me. 

19. Niagara Smelting Corporation, Niagara Falls, N. Y, 

** 20. Isco Chemical Company', Niagara Falls, N. Y. 

21. E, I. dll Pont do Nemours & Co., Deepwater, N. J. 

22. Kimberly-Clark Corp., Kimberly, Wise. 

23. Eastern Manufacturing Company, South Brewer, Me. 

24. Fields Point Mfg. Corp., Providence, R. I. 

25. E. I. du Pont de Nemours & Co. (R. & H.), Niagara Falls, N. Y. 

26. Belle Alkali Company, Belle, W. Va. 

27. The Champion Paper & Fibre Company, Canton, N. C. 

*♦28. The Solvaj’’ Process Cora pan j*, Syracuse, N. Y. 

29. Monsanto Chemical Company, East St. Louis, Mo. 

30. Diamond Alkali Compan 3 % Painesville, Ohio 

31. Hooker Electrochemical Companjs Tacoma, Wash. 

32. Penns^dvania Salt Mfg. Companj’', Tacoma, Wash. 

33. Morton Salt Compan}', Manistee, Mich. 

34. Pittsburgh Plate Glass Co. (Columbia Division), Barberton, Ohio 

35. The Solvay Process Companj% Hopewell, Va. 

36. The Solvay Process Compan^^ Baton Rouge, La. 

37. Southern Advance Bag and Paper Company, Hodge, La. 

3S. Southern Alkali Corp., Corpus Christ i, Texas 

39. The Champion Paper & Fibre Company, Houston, Texas 

40. Michigan Alkali Works, Wj^andotte, Mich. 

41. Hercules Powder Company, Hopewell, Va. 

42. Ethyl Gasoline Corporation, Baton Rouge, La. 

43. Dow Chemical Company, Freeport, Texas 

* Murray, R. L., Trans. Am. Inst. Chem. Eng., 30, 448 (1940). 

** KOH as well as NaOH. 

tion of the manufacturer. Thus we come to the important conclusion that the 
amount of electrolytic alkali produced is controlled by the demand for chlorine. 
Since the demand for caustic soda is greater than the demand * for chlorine 
(about double in 1939 in the United States) it is seen that the balance of the 
requirements must! be made up from the ammonia soda process. Again, the 
demand for soda ash (NasCOa) greatly exceeds the demand for ammonia soda 

2 See Chapter 1. 
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caustic so that only a small proportion (about 21 per cent in 1939 in the United 
States) of soda ash is converted to caustic soda. 

While most countries have an abundance of raw materials required for the 
production of alkali there are certain economic factors which govern the success- 
ful operation of an alkali plant. With respect to the ammonia soda process, the 
salt, limestone, and power must be readily available in the immediate vicinity of 
the alkali plant and these raw materials must be inexpensive and of good quality. 
To illustrate, some of the most successful operations recently established on the 
Gulf of Mexico utilize salt from near-by salt domes, lime made from oyster shells 
dredged from the near-by waters of the Gulf, and natural gas from near-by 
petroleum producing fields. Adequate transportation facilities are essential and 
the plant should preferably have good railroad connections and be on deep 
navigable water. Lastly, the successful alkali plant should be located fairly close 
to consuming markets. With respect to electrolytic alkali plants the same criteria 
apply except that lime is not an essential raw material. Cheap electric power is 
more vital for this process than for the ammonia soda process, consequently 
many electrolytic plants are found located near a good source of water power or a 
good source of cheap fuel. 

Chlorine without Caustic Soda — ^In recent years there has been some at- 
tempt to produce “chlorine 'without caustic soda.” This is because the demand 
for chlorine continues to rise at a much greater rate than the demand for caustic 
soda. Obviously, as long as the demand for chlorine does not exceed that for 
caustic, the desired shift in production could be made by producing less caustic 
in connection \vith the ammonia soda process. But this ^ould have a deleterious 
effect on the ammonia soda industry which is most essential and by no means 
obsolete, so there is good economic reason for trjdng to find means of producing 
chlorine without having caustic as a by-product. 

Fundamentally, however, it is impossible to manufacture chlorine without 
making an alkali of some kind as a by-product. For example, the electrolysis of 
fused sodium chloride yields metallic sodium ® and the electrolysis of fused mag- 
nesium chloride yields metallic magnesium; both of these are alkali metals. The 
nitrosyl chloride process recently introduced in the United States ^ is a method 
of reacting nitric acid and salt to produce chlorine and sodium nitrate. While 
sodium nitrate is in itself not an alkali, every ton of sodium nitrate made by the 
nitrosyl process displaces a ton of sodium nitrate made from soda ash and nitric 
acid. It is thus seen that this process is not an answer to the problem. Chlorine 
can be made from hydrochloric acid by electrolysis or by the Deacon process or 
by oxddation with nitric acid. If the source of the hydrochloric acid is the by- 
product HCl coming from a chlorine reaction, then this is a step towards a 
greater utilization of the chlorine originally made along with caustic soda. If 
the hydrochloric acid derives from salt cake, then this salt cake is really just 
another source of alkali in so far as the kraft pulp industry is concerned, dis- 
placing an equivalent amount of alkali as soda ash. While these so-called 
“chlorine without caustic” operations may be profitable in some instances for 
individual companies it cannot be said that anything has been gained for the 
alkali industry as a whole. 

® See Chapter 12. 

^ Solvay Process Co., Hope^Yell, Va. 
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TADLn 3 — CHLOniNE PRODUCING PLANTS IN THE UNITED STATES IN 1941* 

1. Bro^vn Companj", Berlin, N. H. 

2. Mathicson Alkali Works, Niagara Falls, N. Y, 

3. S. D. Warren Company", Cumberland, Me. 

4. The Dow Chemical Company, Midland, Mich. 

5. Niagara Alkali Company, Niagara Falls, N. Y. 

6. Pennsylvania Salt Mfg. Co., Wyandotte, Mich. 

7. The D. M. Bare Paper Company, Roaring Spring, Pa. 

8. West Virginia Pulp & Paper Co., Piedmont, W. Va. 

** 9. Westvaco Chlorine Products Corp., South Charleston, W. Va. 

10. Hooker Electrochemical Company, Niagara Falls, N. Y. 

11. West Virginia Pulp & Paper Co., Mcchanicsville, N. Y. 

12. West Virginia Pulp & Paper Co., Tyrone, Pa. 

13. West Virginia Pulp & Paper Co., Covington, Va. 

14. Castanca Paper Company Johnsonburg, Pa. 

15. Gulf Oil Corporation, Port Arthur, Texas 

** 16. Great Western Division, The Dow Chemical Co., Pittsburg, Calif. 

17. Penobscot Chemical Fiber Co., Great Works, Me. 

18. Oxford Paper Companj", Ruinford, Me. 

19. Niagara Smelting Corporation, Niagara Falls, N. Y, 

** 20. Isco Chemical Company', Niagara Falls, N. Y. 

21. E. I. du Pont dc Nemours & Co., Deepwater, N. J. 

22. Kimberly-Clark Corp., Kimberb% Wise. 

23. Eastern Manufacturing Company, South Brewer, Me. 

24. Fields Point Mfg. Corp., Providence, R. 1. 

25. E. I, du Pont do Nemours & Co. (R. & H.), Niagara Falls, N. Y. 

26. Belle Alkali Company, Belle, W. Va. 

27. The Champion Paper & Fibre Company, Canton, N. C. 

** 28. The Solvay Process Company, Syracuse, N. Y. 

29. Monsanto Chemical Company, East St. Louis, Mo. 

30. Diamond Alkali Company, Painesville, Ohio 

31. Hooker Electrochemical Company, Tacoma, Wash. 

32. Pennsylvania Salt l^lfg. Company, Tacoma, Wash, 

33. Morton Salt Compan}^ Manistee, Mich. 

34. Pittsburgh Plate Glass Co. (Columbia Division), Barberton, Ohio 

35. The Solvay Process Company, Hopewell, Va. 

36. The Solvay Process Company, Baton Rouge, La. 

37. Southern Advance Bag and Paper Company, Hodge, La. 

38. Southern Alkali Corp., Corpus Christi, Texas 

39. The Champion Paper & Fibre Company, Houston, Texas 

40. Michigan Alkali Works, Wyandotte, Mich. 

41. Hercules Powder Company, Hopewell, Va. 

42. Ethyl Gasoline Corporation, Baton Rouge, La. 

43. Dow Chemical Company, Freeport, Texas 

* Murrain R. L., Trans. Am. Inst. Chem. Eng., 36, 448 (1940), 

** ICOH as well as NaOH. 

tion of the manufacturer. Thus we come to the important conclusion that the 
amount of electrolytic alkali produced is controlled by the demand for chlorine. 
Since the demand for caustic soda is greater than the demand - for chlorine 
(about double in 1939 in the United States) it is seen that the balance of the 
requirements must! be made up from the ammonia soda process. Again, the 
demand for soda ash (NacCOa) greatly exceeds the demand for ammonia soda 

“See Chapter 1. 
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caustic so that only a small proportion (about 21 per cent m 1939 m the United 
States) of soda ash is converted to caustic soda. ^ 

While most countries have an abundance of raw materials required for the 
production of alkali there are certain economic factors which govern the success- 
ful operation of an alkali plant. With respect to the ammonia soda process, the 
salt, limestone, and power must be readily available in the immediate vicinity of 
the alkali plant and these raw materials must be inexpensive and of good quality. 
To illustrate, some of the most successful operations recently established on the 
Gulf of Mexico utilize salt from near-by salt domes, lime made from oyster shells 
dredged from the near-by waters of the Gulf, and natural gas from near-by 
petroleum producing fields. Adequate transportation facilities are essential and 
the plant should preferably have good railroad connections and be on deep 
navigable water. Lastly, the successful alkali plant should be located fairly close 
to consuming markets. With respect to electrolytic alkali plants the same criteria 
apply except that lime is not an essential raw material. Cheap electric power is 
more vital for this process than for the ammonia soda process, consequently 
many electrolytic plants are found located near a good source of water power or a 
good source of cheap fuel. 

Chlorine without Caustic Soda — ^In recent years there has been some at- 
tempt to produce ''chlorine without caustic soda.” This is because the demand 
for chlorine continues to rise at a much greater rate than the demand for caustic 
soda. Obviously, as long as the demand for chlorine does not exceed that for 
caustic, the desired shift in production could be made by producing less caustic 
in connection with the ammonia soda process. But this ^muld have a deleterious 
effect on the ammonia soda industry which is most essential and by no means 
obsolete, so there is good economic reason for trjdng to find means of producing 
chlorine without having caustic as a by-product. 

Fundamentally, however, it is impossible to manufacture chlorine mthout 
making an alkali of some kind as a by-product. For example, the electrolysis of 
fused sodium chloride yields metallic sodium ® and the electrolysis of fused mag- 
nesium chloride yields metallic magnesium; both of these are alkali metals. The 
nitrosyl chloride process recently introduced in the United States ^ is a method 
of reacting nitric acid and salt to produce chlorine and sodium nitrate. While 
sodium nitrate is in itself not an alkali, every ton of sodium nitrate made by the 
nitrosyl process displaces a ton of sodium nitrate made from soda ash and nitric 
acid. It is thus seen that this process is not an answer to the problem. Chlorine 
can be made from hydrochloric acid by electrolysis or by the Deacon process or 
by oxidation with nitric acid. If the source of the hydrochloric acid is the by- 
product HCl coming from a chlorine reaction, then this is a step towards a 
greater utilization of the chlorine originally made along with caustic soda. If 
the hydrochloric acid derives from salt cake, then this salt cake is really just 
another source of alkali in so far as the kraft pulp industry is concerned, dis- 
placing an equivalent amount of alkali as soda ash. While these so-called 
^ chlorine without caustic” operations may be profitable in some instances for 
indmdual companies it cannot be said that anything has been gained for the 
alkali industry as a w^hole. 

^See Chapter 12. 

* Solvay Process Co., Hopewell, Va. 
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Production and Distribution of Alkali — ^In 1939 the consumption of soda 
ash in the United States was 2,964,000 tons, practically all of which was made 
by the ammonia soda process. Statistics on the trend of production, the selling 
price and the number of producing plants is given in Table 4. The distribution 
of soda ash consumption by industries in the United States is given in Table 5. 

TABLE 5 — ^ESTIMATED DISTRIBUTION OF SODA ASH CONSUMED IN THE UNITED STATES* 


IHO 

Consuming Industries Short Tons 

Glass 904,000 

Soap 182,000 

Caustic and bicarbonate 780,000 

Other chemicals 710,000 

Cleansers and modified sodas 135,000 

Pulp and paper 111,000 

Water softeners 32,000 

Petroleum refining 12,000 

Textiles 45,000 

Exports 61,000 

Miscellaneous 185,000 


Total 3,157,000 

*Chem. Met. Eng., 4^, 92 (1941). 


From this table it is seen that glass is the largest consumer of soda ash, caustic 
soda second, and other chemicals, chiefly sodium nitrate, third. The production 
of caustic soda in the United States is given in Table 6. The interesting thing 
about this table is that it shows the rise of electrolytic caustic soda until in 1939 
it equaled the production of lime-soda caustic. The distribution of caustic con- 


TABLE 6 — ^PRODUCTION OF CAUSTIC SODA IN THE 'UNITED STATES * 



Lime-- 

Electro- 

Short Tons 

Year 

Soda 

lytic 

Total 

1921 

163,044 

75,547 

238,591 

1925 

355,783 

141,478 

497,261 

1929 

524,985 

236,807 

761,792 

1933 

439,363 

247,620 

686,983 

1937 (revised) 

488,807 

479,919 

968,726 

1939 (revised) 

530,907 

494,104 

1,025,011 

1940 (estimated) 

500,000 

595,000 

1,095,000 


*Chem. Met. Eng., 48, 92 (1941), 

sumption in the United States is given in Table 7. From this table it is seen 
that the largest consumer is rayon and cellulose, with chemical use second and 
soap third. 


USE OF CHLORINE 

Because of demand for chlorine, the electrolytic industry has gone forward 
during the last few years by leaps and bounds. In the ten year period between 
1931 and 1940. the output of chlorine was more than doubled and the annual 
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TABLE 7 — ESTIMATED DISTRIBUTION OF CAUSTIC SODA COXSUilED IN THE UNITED STATES* 

mo 

Consuming Ind uslrics Short Tons 

Soap 95,000 

Chemicals 220,000 

Petroleum refining 88,000 

Rayon and cellulose film 230,000 

Lye 48,000 

Textiles 48,000 

Rubber reclaiming 20,000 * 

Vegetable oils 16,000 

Pulp and paper 50,000 

Exports 105,000 

Miscellaneous 175,000 

Total 1,095,000 

♦Chem. Met. Eng., 4S, 92 (19-11). 


output of electrolytic caustic is now equal to that of lime caustic made from am- 
monia soda ash. A rough estimate ^ of the uses of chlorine is as follows: 

TADLE 8 — ESTIMATE OF USES OF CHLORINE 


Pulp bleaching 21% 

Chlorination products 60% 

Disinfectants and sanitation 6% 

Textiles 5% 

Miscellaneous uses 8% 


The percentage consumed in pulp bleaching has decreased from what it was ten 
years ago. This was because of big increase in the use of chlorine for chlorination 
and in chemical manufacture, rather than a decrease in its use for pulp bleaching. 
In 1929 electrolytic caustic output was only a third of the total output of caustic 
in the United States, but now it is a half. The 1940 total production capacity 
for chlorine from the elect rolvd;ic process in the United States is about 1500 tons 
of Ch a day; whereas ten years previously it was only 600 tons a day. 


THE MANUFACTURE OF SODA 
T. P. llou 

The recover}’ of soda (Na 2 COa) from natural deposits was discussed in Chap- 
ter 9, so the material on soda in this chapter will be confined to the manufac- 
ture from sodium chloride. 

Historical Survey — ^The manufacture of anhydrous sodium carbonate, com- 
mercially known as soda ash, was formerly exclusively conducted by the IrcBlanc 
process. This process was invented by Nicolas LeBIanc,® a Frenchman, who in 

® Mantell, C. L., Chem. & Met., 47, 166, 1940; Chem. & Met., 3S, 88, 1931; and 
Murray, R. L., Chem. & Met.. 47, 396, 1940. ^ 

^LuDge, G., “Sulphuric Acid and Alkali,” Vol. Ill, pp, 1-212, D. Van Nostrand Go, 
New York. 
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1775, among several others, submitted an outline of a process for making soda ash 
from common salt, in response to an offer of reward by the French Academy in 
Paris. LeBlanc’s proposal was accepted and found workable on a commercial 
scale. 

The essential reactions in the LeBlanc process are; 

NaCl + HsSO^ = NaHSOi + HClf 
NaCl 4- NaHS04= Na2S04 + HClt 
Na2S04 + 2C = Na2S + C02t 
Na 2 S + CaCOs Na2C03 + CaS 

Little variation was found necessar}^, after years of operation, in the pro- 
posed proportions of salt, limestone, and coal. Never before was there a process 
so nearly perfect in the form first outlined by its inventor, subsequent improve- 
ments being made only on the mechanical equipment. LeBlanc obtained financial 
backing and built a plant at St. Denis, near Paris, which was confiscated during 
the French Revolution. 

The development of the LeBlanc soda industry in France was not as rapid 
as it was in England. James Muspratt was among the English pioneers to intro- 
duce LeBlanc ^s process to England, where the industry was given a great impetus 
by the removal of the salt tax in 1823, a condition absolutely necessary for the 
existence of an industry depending on salt for raw material. 

LeBlanc's process held its sway for nearly a century, during which large quan- 
tities of artificial soda were made by this process. It was, however, gradually 
superseded by a newer process, and the struggle between the old and the new 
processes was both instructive and significant. This newer process was in the 
form of an ammonia soda process.^ 

In England and on the Continent, LeBlanc’s process for soda-ash manufacture 
has now disappeared, while in the United States soda ash has been, from the 
very beginning, made exclusively by the ammonia process.® Nowadays a portion 
of LeBlanc’s process is left in the form of muriatic acid manufacture.® 


NaCl + H 2 SO 4 NaHSOi 4- HCl 
NaHS04 4- NaCl Na2S04 4- HCl 


and another, without the addition of limestone, in the manufacture of sodium 
sulfide: 

Na2S04 4- 2C Na 2 S 4- 2 CO 2 


However, the whole LeBlanc process for the manufacture of soda ash has sunk 
into oblivion. In the matter of purity, cost of manufacture, labor in handling, 
and simplicity in the line of products, LeBlanc’s process cannot compete with the 
ammonia process. For the production of caustic soda and bleaching powder, the 
present electrolytic method possesses all the advantages; nobody today would 
think of manufacturing bleaching powder from muriatic acid through the inter- 
mediate stages represented by the Weldon or the Deacon process. 


1 ''Manufacture of Soda,” A. C. S. Monoeranh No ttt 

ond Edition, Reinhold Publishing Corp., New York ' ’ P- HI, Sec- 

» See Chapterg ^ • 
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The development which eventually forced the LeBlanc process into discard . 
came from Belgium. In 1861, Ernest Solvay, the son of a salt manufacturer, 
obser\^ed the reaction of ammonium bicarbonate on brine in his Uncle Semet^s 
gasworks^ laboratory'', a reaction known for more than twenty-five years before 
this time. Patents covering this chemical reaction had been taken out before his 
time, and plants actually built in England and els where to work on this principle, 
though without success. Notwithstanding, Solvay, with confidence in the value 
of his discovery, built a plant in Couillet, near Charleroi, Belgium, in 1863. 
Operation began in 1SG5. For several years, a struggle went on vath almost in- 
sunnountable difficulties arising from the mechanical working of the process. The 
plant was constantly' in danger of being shut dorni. Not until 1872 was success 
assured him, when his works could produce something like ten tons of soda ash 
a day. Construction of a much larger plant in Dombasle, near Nancy, France, 
and another one at Norvnch, in Cheshire, England, using Solvay's lay-out and 
equipment, then followed; and the battle between LeBlanc's process and the 
ammonia-soda process began, ending in a complete victory’ for the latter. 

OTITU^^U or THE EROCESa 

The ammonia-soda process as developed by Solvay' with apparatus of his 
design is also known as the Solvay' process. In employing the same reaction, 
apparatus has been introducal by Homgmann,*^ Schloesing, Boulouvard, 
Schreib,^^ and others, but the Solvay’ ty'pe is now almost universally employed. 
The chemical reactions involved arc expressed essentially as follows: 


NHiOH + CO 2 NH 4 HCO 3 (1) 

NHiHCOa -f NaCl NIDCI + NaHCOa (2) 

2NaHC03 Na2C03 + CO 2 + H 2 O (3) 

2Nn4CI + Ca(0H)2 CaCb -f 2 NH 3 + 2 H 2 O (4) 


Chemically', the reactions look very’ simple. But the control of the process is 
very' difficult, and requires highly’ scientific training. The practical working is 
attended until mechanical difficulties arising from the foUouring causes: 

1. Ammonia is volatile, and unless the operation is well managed the loss of 
this expensive reagent is large. 

2. The ammonia -CO 2 combination is corrosive at elevated temperatures, es- 
pecially' on steel apparatus, and free ammonia in the liquor excludes the use of 
copper, brass or bronze in the construction of the apparatus, while the ammo- 
nium and sodium chlorides in the liquor are difficult to handle. 

3. The working admits of no interruption, so that it is not only' a 24-hour-a- 
day’ job, but also a 365-day’s-a-year job; any' stoppage throwing off the normal 
working routine, which cannot be immediately^ restored. 

4. Different divisions of the process are so interlocked that trouble occurring 
in one dmsion will be reflected in other di\’isions, and in serious cases may para- 
lyze the whole plant if reser\’e units are not ready. 

Lunge, G., ^‘Sulphuric Acid and Alkali,” Vol. Ill, pp. 1-212, D. Van Nostrand 
Co., New York, 

Schreib, H., *'Dic Fabrikation der Soda nach deru Ammoniakverfahren,” Julius 
Springer, Berlin. 
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Therefore, the industry calls for a group of experienced, intelligent workmen 
with high skill, quick judgment, and efficient organization. 

In what follows, only the Solvay system of operation will be considered. 

Preparation of Brine — ^The process is unique in that salt is introduced in the 
form of a solution, unlike the LeBlanc process, for which solid salt is required. 
The source of salt is most commonly rock salt, but to a small extent also sea 
salt obtained by solar evaporation as in Southern Frantic, China, Japan, and the 
United States. The supply from the rock-salt mines is either in the form of 
natural or artificial brine. Natural brine is formed* by underground water 
flowing through a bed of the rock-salt deposits. It may be called an artesian 
brine. Good natural brine contains salt almost up to theoretical saturation. 
Such brine occurs notably in the Cheshire district, England. Artificial brine 
results from a method of mining salt with water, and, fortunately, is exactly 
in the form required by the ammonia soda works. The methods used in ob- 
taining brine are described in Chapter 9. 

Sea brine contains many impurities, but fortunately the crystallization process 
eliminates some of them, especially calcium and magnesium salts, so that sea-salt 
crystals are better adapted to ammonia-soda manufacture than saturated hrine 
direct from sea water. Natural brine or artificial brine from rock-salt deposits, 
contains as its principal impurity calcium sulfate (gypsum), while sea brine 
contains, in addition to calcium, considerable amounts of magnesium. Table 9 
shows the compositions of rock salt and of sea-salt crystals, which contain less 
magnesium salts than the original sea brine. 

TABLE 9 — COMPARISON OF ROCK SALT AND SEA SALT 

Rock Salt Sea Salt Crystals 


Aloisture 

Per Cent 
of Solids 
0.34 

Moisture 

Per Cent 
of Solids 

Insoluble matter 

0.01 

Insoluble matter 

0.50 

CaS 04 

1.69 

CaSOi 

1.33 

MgCl2 

0.16 

MgCla 

0.78 

CaCl2 

0.18 

MgSO^ 

0.06 

NaCl 

97.62 

NaCl 

89.67 


From the above, it can be seen that rock salt as the raw material for ammonia- 
soda manufacture is superior to sea salt. This will be better appreciated when it 
is remembered that magnesium precipitates are as a rule more difficult to settle 
out in the process of ammoniation. (See below.) 

Solution of Ammonia in Saturated Brine or “Ammoniation of Saturated 
Brine” — Instead of introducing ammonium bicarbonate to the brine, as would 
appear from the above chemical equations, in actual practice advantage is taken 
of the solubility of ammonia gas in water and therefore in brine, and so ammonia 
gas is first introduced into the brine. Then, and only then is CO 2 gas passed in 
to make ammoiuum bicarbonate in solution. A little thought will show that it 
would be impossible to introduce CO 2 into the brine first, and then ammonia; 
for in the absence of OH ions, i.e., alkalinity, little CO 2 gas can be dissolved in 
the brine except at extremely high pressures. Furthermore, the introduction 
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of ammonia gas into brine serves to impart not only the necessary concentration 
of ammonia but also to purify the brine, a step very essential to the extreme 
degree of purity so highly valued in ammonia-soda ash. 

This step is carried out in an ammonia absorbing apparatus or "absorber” 
(Figure 1), where saturated brine coming from different ammonia washers (scrub- 
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bers) flows down from the top over a number of distribution plates consisting of 
"mushrooms" and division plates; while ammonia gases enter at the bottom and 
bubble up through the downcoining brine, with vacuum pulling the gases through. 
These ammonia gases come from the ammonia still or "distiller” (Figure 2) and 
pass through heat exchangers or coolers in which feed liquor is preheated, and 
then through partial condensers in which water is used as the cooling medium, 
the purpose being to condense out steam from ammonia gases by partial conden- 
sation (Figure 3). 

This "distillation” operation is essentially the carrying out of reaction (4) 
above. It is the same operation that is used for the total recover^’' of ammonia 
in b3'-product coke plants. These ammonia gases contain, besides ammonh 
and steam, considerable CO 2 and some H 2 S, w'hich, in combination with am- 
monia, form (NH4)2C03, NH 2 COONH 4 , NH 4 HCO 3 and NH 4 HS. The introduc- 
tion of this (NH4)2C03 and excess of NHs gas to the brine has exactly the same 
effect on the brine as the soda-lime treatment. As a consequence, calcium is 
thrown dowm as CaCOs and magnesium as MgCOs or basic magnesium car- 

See Chapter 15. The equipment used in the ammonia-soda process is described 
on p. 417. 
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bonate, and a triple salt, MgCOs * NaCl • Na2C03.^“ Further, the heat of solution 
of ammonia gas in the brine, coupled with heat from the condensation of steam, 
brings the resultant brine temperature to around 70° C. and creates a very favor- 
able condition for treating the brine in the hot solution. 

The brine that has taken up the necessary amount of ammonia is allowed to 
settle in large vats consisting of three units or more per series, and the clear 
liquor from the final overflow, after passing through the final coolers (called vat 
coolers), is pumped to the tower house for making sodium bicarbonate. It is 
truly said that good soda ash is made in the absorber and vat system; for any 
impurities left in the ammoniated brine, i.e., any calcium and magnesium salts 
or any unsettled-out solids in the brine, ^vill surely find their way to the final 
product as insoluble matter in the soda ash. Experience shows that anything 
less than 0.10 g. total insoluble matter per liter in the ammoniated brine will 
make good soda ash. 

Chemically, the ammoniation of brine is very simple; mechanically, it is 
attended with many difficulties. The system must be tight and under vacuum. 
The gravity flow of brine must not be interfered with by the vacuum, or sus- 
pension of brine flow would result. Separation of solids or “mud” in the ap- 
paratus and around the overflow pipes tends to plug the brine passage. The 
mud, especially that from the magnesium compounds from the sea brine, ad- 
heres to the surface and gradually forms an incrustation constricting the brine 
passage. To avoid interruption of operation, a duplicate set of units and piping 
system must be provided for changing-over and cleaning after a certain interval. 
This cleaning schedule is peculiar to each individual plant. 

Ammonia absorption is a function of temperature. Unfortunately, con- 
siderable heat is developed during ammonia absorption and from condensation 
of steam. If the temperature is allowed to rise excessively, the vapor tension 
of ammonia is increased, and much ammonia gas will be driven out and passed 
on to the top or even out of the system, creating a condition of “hot-top” 
in the absorber system. It is found that the temperature of the exit gas from 
the absorber top, entering the washer, should not be permitted to rise much above 
35° C. Hence cooling is very essential in ammonia absorption. In practice, 
methods for cooling both the liquor and the gas are employed at points most 
suitable. Unfortunately, neither of these methods of cooling is very satisfac- 
tory. Gas cooling is not efficient, especially as crystals of ammonium salts are 
likely to adhere to the cooling tubes, and sulfide scale is formed on the metal 
surface in contact with the gas. If proper attention is not given and the tem- 
perature gets too low, blocking up of the whole cooling section may occur from 
formation of ammonium carbamate, ammonium carbonate, and ammonium 
bicarbonate crystals. These salts all arise from the presence of CO 2 in the sys- 
tem, even though equation 4 (above) does not indicate its presence. It will be 
observed, however, that this NH 4 CI solution which is being decomposed, results 


12 Hou, T. P., 
'^Ammoniation of 
York (1942). 


''Manufacture of Soda,” A. C. S. Monograph No. 65, Chap. VII 
Saturated Brine,” second edition, Reinhold Publishing Corp., New 


^so E. 0., and Chiu, Y. C., Ind. Eng. Chem., 26, 1099 (1934) 

See also Chapter 6. j f 

Q, principles of gas absorption see Chapter 2. p. 65 also 

Sherwood, T. K., Absorption and Extraction,” McGraw-Hill Book Co. (1937)/ 
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from reaction 2, wherein NaHCOa is also formed. At least some NaHCOs and 
the excess of NH- 1 HCO 3 dissolved will remain in the liquid when it is recircu- 
lated for the release of NHa and will be partially decomposed in the distilling 
tower, with the release of CO 2 . 

The analysis of a typical sample of the crystals deposited from the ammonia 
gases in the cooling system is given in Table 10. 

TABLE 10 — COMPOSITION OF AMMONIUM CARBONATE CRYSTALS 

Per Cent 


Ammonium carbonate, (NH 4 ) 2 C 03 41.61 

Ammonium carbamate, NH 4 NH 2 CO 2 4223 

Ammonium bicarbonate NH 4 HCO 3 8.80 

Ammonium chloride, NH 4 CI 1.04 


In cooling the liquor, scale formation in the cooling tubes due to mud deposit 
gradually insulates the metal surface against heat transfer, putting the coolers 
out of commission. This then necessitates opening up the cooler for cleaning, 
for which purpose boiling out with steam is the most effective treatment. The 
composition of a typical sample of the mud from sea salt is given in Table 11. 

TABLE 11— COMPOSITION OF MUD 

Per Cent 


MgCOa 2027 

NaCl 19.75 

NaHCOa 17.89 

CaCOa 11.50 

Nn4HC03 1023 

(NH4)2C03 4.58 

(NH 4 )oSOi 2.53 

FeaOa 0.43 

FeS , 025 

AlnOa 025 

Si02 0.07 

Free NH 3 0.06 

K 2 CO 3 0.23 

Water (bv diff.) 11.96 


It is interesting to note that NaCI precipitates with MgCOa in the mud in 
the fonn of a double salt, or as a triple salt NaCl * MgCOs • NaaCOs. 

In plant parlance, the concentration of ammonia or chlorine is expressed in 
"titres,” a titre being 1 c.c. of a normal solution taken by a 20-c.c. sample for 
titration. Ammoniation of brine stops when the ammonia titre shows 98-99 in 
the resulting ammoniated brine, which should then possess a concentration of 
NaCl titre of about 90 (in terms of chlorine titre). 

To avoid troublesome mud formation in the absorber, vats and cooler S}S" 



ash and lime, in the cold, or by a pretrealment with ammonia to remove calcium 
and magnesiiun. This treatment for the purification of brine was given in detai 
in a previous chapter.^'* 

Chapter 9. 
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This treatment of the brine renders the operation of the absorber system very 
efficient and smooth, and greatly minimizes the cleaning operation in the ab- 
sorber, vats or coolers, thereby saving considerable labor in the removal cf the 
scale and preventing frequent interruption of operation due to the necessity of 
changing over to the stand-by units. A great saving in salt is also effected by not 
having to pump such a large volume of mud .to the distiller from the settling 
vats. Such pretreatment of the brine has practically done away ndth the clean- 
ing schedule necessary for the absorber and vat system and has so greatly in- 
creased the working capacity that the practice is being more and more generally 
adopted in all the ammonia-soda plants. 

Carbonation of Ammoniated Brine — ^After the brine is saturated with am- 
monia, it is necessary to saturate it with CO 2 to promote reactions (1) and (2) 
(p. 410). This absorption is carried out in a column, which will be described 
later. The following reactions occur in the column: 

NH4OH + CO2 NH4HCO3 (with excess of CO2) 
NH4HCO3 + NaCl NaHCOs + NH4CI 

This is a case of gas absorption followed by a chemical reaction in solntion.^^ 
As is usually the case in such systems, the gas absorption is relatively slow and 
the second, ionic reaction is relatively rapid. Hence, the rate of CO 2 absorption 
controls the rate of the combined overall reversible reaction : 


NH 4 OH + CO 2 -f NaCl ^ NaHCOs + NH 4 CI (5) 

Source 0 / CO 2 . There are two sources of the CO 2 which is used in the 
ammonia-soda process: (1) The decomposition of NaHCOs to produce NaaCOa 
according to reaction (3) above. This is carried out in the apparatus called the 
^^dryer,” in the parlance of the industry. This dryer gas will contain 90 to 95 
per cent CO 2 . (2) By the decomposition limestone according to the reaction: 

CaC03 CaO -f CO2 


The kilns used in the process are built and operated with special precautions 
to produce as high a concentration of CO 2 as possible. In practice, 41 to 43 
per cent of CO 2 is obtained in the kiln gases, with very little CO or O 2 , the 
rest of the gas being N 2 .^® 

The Absorption Tower, After settling and cooling, the ammoniated brine, 
which is now of yellowish green color and free of dark residue, is sent to the 
carbonating towers by means of centrifugal pumps. The tower (Figure 4) is 
essentially a tall cast-iron cylinder, 6 ft. inside diameter (sometimes 7^-6'' dia.) 
and about 75 ft. from the base to the top of the cover, divided into a number (as 
many as 36) of sections, with a gas distribution passette between each ring. The 
lower rings have cooling boxes with horizontal, multiple-pass cast iron cooling 
tubes. 

The ammoniated brine or “green liquor” enters near the top (3-4 rings from 


operation of the continuous shaft kilns used in 

For the complete description of the special features of lime kilns used for the 

6?^ “Manufacture of Soda,” A. C. S. Monograph 

65, Chapter VI, Remhold Publishing Corp., New York (1942). ^onograpn 
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the cover) and the CO 2 gases at the bottom, countercurrently. The bicarbonate 
suspension or '^draw-liquor'^ is tapped from the bottom, but is piped up to about 
40 feet from the base, where filters are located, and the suspenaon is filtered. 

The gas representing, in the ordinary arrangement, a mixture of the ''rich" CO 2 
(or dryer gas) and a comparatively dilute CO 2 (or "lean" gas) from lime kilns, 
is pumped into the columns by CO 2 compressors at a pressure of 34-36 lbs. per 
sq. in. The waste gas from the top of the columns, containing 2-4 per cent CO 2 
by volume, is scrubbed free of ammonia in the so-called "tower washer,” 


a scrubber, using fresh brine, 



and then exhausted to the air. This mixed gas 
going to the columns contains from 53 to 65 per 
cent CO 2 , dejDending upon the rate of dryer 
operation with respect to column operation, and 
the richness of the dryer gas and of the lime kiln 
gas.'® The exliaust gas from the vacuum pump 
or "exhauster" from the absorber system (men- 
tioned above) should contain rich CO 2 gas, if the 
system is kept air-tight, and is best returned to 
the columns here through the compressor intake. 
According to the strict countercurrent principle, 
the very rich "dr\'er" gas containing 90-95 per 
cent CO 2 should enter as such into the very bot- 
tom of the columns where sodium bicarbonate 
slurrj' is to be dravm out, while the "lean" gas 
containing 41-43 per cent CO 2 should enter at 
four or five rings up, where the partial pressnre 
of CO 2 in the gas phase corresponds to this lean 
gas. This double entry of CO 2 gases is some- 
times pro\dded. 

Conceritration of Reactants in Tower, The 


Fig. 4. Absorption Tower. 


reaction taking place in the tower (equation 5) 
is reversible. The yield of NaHCOs and NH4CI 


is obviously dependent on the mass action effect, so it is important to keep the 


concentration of the reactants as high as possible. Unfortunately, in the 


process of ammonia t ion, increase in volume of brine, due to ammonia absorp- 
tion and to admixture of steam condensate, lowers the sodium chloride concen- 
tration in the resulting ammoniated brine so that it is less tlian 94 per cent of 
the theoretical saturation, even taking into account the decrease in solubility 
of NaCl in the presence of ammonia at the concentration employed. The addi- 
tion of solid salt after ammoniation, to bring the resulting ammoniated brine to 
full saturation witli respect to NaCl, is not practiced because of mechanical 
difficulties. 


The next factor is the concentration of CO 2 in the gas. Efforts are made in 
ammonia-soda plants to maintain the richness of both the dryer and kiln gases. 
When the drj-er gas is mixed with the kiln gas in the compressor intake, the 
resulting mixture under btst conditions cannot average more than 65 per cent 


Hou, T. P., ''Manufacture of Soda," A. C. S. Monograph No, 65, Chapters VIII 
and IX, second edition, Reinhold Publishing Corp., New York (1942). 

Ibid., Chapter XXVI, "Losses and Consumption of Raw Materials in Ammonia* 
ooda Process,” see calculations for mixed CO 2 gases. 
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CO 2 . If the dryer gas is separately introduced, its original 90 per cent CO 2 , or 
more, is preserved. The countercurrent principle demands this separate entry, 
which gives good results, although the arrangement is somewhat more compli- 
cated. 

The third factor is the concentration of ammonia. It is comparatively easy 
to increase the concentration of ammonia, as the resulting ammoniated brine 
contains only 8 per cent NHs by weight. But unless ample cooling area is pro- 
vided in the absorber, any attempt to increase ammonia titre entails correspond- 
ing decrease in the chlorine titre in the resulting ammoniated brine. 

In practice, because of the difficulties due to scale formation, etc., in the am- 
moniation of saturated brine, an efficient cooling is not easily arranged. Further, 
a large excess of NHa in the ammoniated brine may cause excessive NH4HCO3 
crystals to separate with NaHCOs in the columns, A slight excess of NHa is, 
however, desirable, as a certain amount is always blown to the tower washer with 
the exit waste gases by the gas-distillation effect and becomes unavailable for 
reaction in the columns. In terms of the number of equivalents per liter, am- 
monia excess is about 8-10 per cent over chlorine, chlorine titre being taken to 
represent sodium, simply because Cl“" is more readily determined than 
For instance, with a Cl-- titre of 89-90, the free ammonia titre in the ammoniated 
brine should be 98-99. 

Effect of Temperature on the Reaction, The fourth factor which is even 
more far-reaching in its effect is the temperature gradient in the column. This 
has a direct bearing on the cooling capacity of the column, on the distribution of 
cooling surface in the column, on the temperature of green liquor in the feed, 
and on the temperature of CO2 gases from the compressor. In the reversible 
reaction of equation (5) equilibrium is rapidly shifted to the left by a rise of 
temperature. Low initial temperatures in the reacting components (the ammo- 
niated brine and CO 2 gases) and a thorough but gradual cooling in the column 
as the liquor descends, are very essential to column operation. The supposition 
that cooling to too low a temperature would cause poor crystal formation in the 
bicarbonate obtained, is erroneous. 

With a gradual cooling, from a high reaction temperature C.) in the 

upper part of the column roughly at about two-thirds of the height, and with 
proper concentrations of ammonia and NaCl in the ammoniated brine, and of 
CO 2 in the gases entering the column, both at 30*’-35° C., there is no theoretical 
low limit for the temperature of the draw liquor, the practical limit being the 
ability to cool with the amount of cooling surface provided, the condition of 
these cooling tubes, and the temperature of the cooling water available. Under 
such^^conditions, the lower the draw temperature, the better the "'decomposh 

tion,” and the smaller the loss of ammonia from exposure of draw liquor to the 
air. 


In the original Solvay design, outside cooling of the carbonating tower by 
sprinkling water around the sides from the top down was employed. William B 
Cogswell in 1887 introduced a system of internal cooling with horizontal tubes 
inserted in each section. A later development employs a very large number of 
2-m. cast iron tubes with multiple passes for cooling water in each individual 
section, givmg a longer course for water travel and a longer time of contact with 
he liquor. This results m a more gradual cooling, better economy in the use of 
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cooling water, and lower draw temperature. In this way, a draw temperature of 
2r-22‘’ C. can be maintained with free ammonia at or below 20 titre, gixmg 
excellent settling test for the bicarbonate ciy^stals. Poor crystals are obtained 
when starting a cold column, i.e., a column just changed from cleaning to mak- 
ing, or when normal column operation is interrupted, e.g., when gas to the 
columns for some reason becomes low in CO 2 . 

Cleaning the Columns. After working for a period of about 4 days, these 
columns become dirty, the cooling tubes being coated with so much bicarbonate 
that efficient cooling cannot be obtained and the low draw temperature cannot be 
maintained. Cleaning is then necessary. Previously, cleaning was done by 
shutting down the column and boiling out with steam. This threw off the normal 
working conditions and seriously interfered with the operation. Fortunately, 
this drastic treatment is no longer necessaiy\ At present it is found sufficient to 
run the ammoniated brine, or green liquor, through the dirty column, taking a 
limited amount of CO 2 , usually in the form of ffiean” gas, with cooling water 
cut out. The liquor in this column is carbonated up to, but below, the precipi- 
tation point of sodium bicarbonate and the temperature in the column is main- 
tained at 38° -40° C. The COa gas in this prccarbonated liquor is maintained 
at or below 65 c.c. per 2 c.c, sample of the liquor (reduced to atmospheric presssure 
and room temperature). This stage of carbonation roughly corresponds to the 
following reaction: 

2NH4OH -f CO2 -> (NHO2CO3 + H2O 

From the cleaning column the prccarbonated liquor is sent to the other (making) 
columns by a CO 2 lift. Usually four such making columns take their feed from 
one cleaning column, so that out of five columns in a group there is one clean- 
ing every daj'. The period of cleaning varies from 18 to 24 hours. This limited 
carbonation senxs to warm up the liquor by the heat of reaction, to agitate the 
liquor in the column and thus aid solution of NaliCOa by the ammoniated brine, 
and incidentally to prccarbonatc the liquor for the final carbonation in the other 
four making columns. In practice, it is found that cleaning is more effective 
when one cleaning column ser\TS some four making columns, i.e., to run the 
volume of ammoniated brine taken by four working columns through one clean- 
ing column. The minimum desirable should be three making columns to one 
cleaning. This sets the modern unit or “element** for an ammonia soda plant at a 
minimum capacity for economic operation of 150-200 tons per 24 hours. 

Filtration of Sodium Bicarbonate — The draw liquor from the columns, 
containing precipitated sodium bicarbonate in suspension, is next filtered. The 
bicarbonate crystals belong to the monoclinic system, but the cr>^stals are so fine 
that, at 800 times magnification under a microscope, they are seen only as rodlike 
irregular particles. From the manner of formation, these cr 5 'stals must neces- 
sarily be small because of the \dolent agitation in the column. 

The old-style filter consisted bf a box with a false bottom over which a layer 
of felt was placed as the filtering medium. Suction w’as applied to the closed 
compartment under the false bottom. The next development was the use of a 
rotary drum filter. The drum was partially submerged in a basin containing 
the bicarbonate suspension. Vacuum w*as maintained inside the drum, and the 
whole cage outside was covered "with a woolen blanket as the filtering medium. 
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A scTcipBr knife wss provided, nt the edge of the b3.sin. to scrape off the thin layer 
of bicarbonate from the periphery. This method is continuous as long as the 
pores in the blanket are not clogged, but in an interval of about 15 minutes 
vacuum had to be cut off and compressed air applied to blow back the blanket 
from the inside. This semi-continuous drum filter, while representing a great 
improvement over the old open-tank filter, left much to be desired. Later 
development in this type of filter is a self-blowing, continuous drum filter 

As the crystals are formed in the brme, some salt (NaCl) will always be in- 
cluded. To wash out this salt and keep it to a minimum, good soft water is 
applied in thin films to the bicarbonate layer on the face of the drum. Any NaCl 



Fig. 5. Continuous Centrifuge. (Courtesy Bird Machine Co.) 


as such, or NH4CI left in the bicarbonate, will give rise to NaCl in soda ash; for 
in the dryer the NH4CI vnW produce NaCl by the reverse reaction: 

NH4CI + NaHCOs NaCl + NH3 + CO2 + H2O 

Ammonium salts, such as NH4HCO3, etc., occluded by the crystals from the 
mother liquor, are not so objectionable, as they are decomposed and driven out 
with CO2 gas in the dryers. Any unprecipitated or unsettled magnesium or 
calcium compounds in the ammoniated brine will show up in the bicarbonate, 
and consequently in soda ash. The crystals show a slight bluish cast on account 
of the presence of traces of the sulfide. 

Centnfuges are also used to a certain extent for separating the crystals from 
the solution. The ordinary basket centrifuge calls for intermittent operation 
and hence has small capacity. A satisfactory continuous type, self-discharging 
centrifuge is shown in Figure 5. 

There are two types of continuous centrifuges: one is a strictly continuous 
machine taking the slurry continuously and discharging the bicarbonate continu- 
ously, and the other is the automatic intermittent machine charging and dis- 
charging intermittently but the cycle is automatically controlled electrically, and 
the unloading operation done without reducing the speed. Such machines, espe- 

leaFor a description of the operation of this type of filter, see Chapter 2. 
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ciall}' the latter (automatic type), are being increasingly introduced into the soda 
industr}\ Centrifugal machines can give dryness of the sodium bicarbonate of 
8 per cent or less, while well-designed rotary vacuum filters, working on good 
coarse crystals of sodium bicarbonate, generally give no better than 12 per cent 
free moisture, though the output per unit is much larger. The high degree of 
dryness in the bicarbonate obtained from the continuous centrifuge would make 
this type very desirable to the ammonia-soda manufacturers, who spare no effort 
to reduce the moisture content in the bicarbonate; because a difference of a 
per cent moisture makes a great deal of difference in the drying quality of the 
bicarbonate and consequently in the operation of the dryers. But compared to 
the high->deld filters today which have a capacity per unit an>"where from 200 
to 500 tons of soda ash per day, these automatic centrifuges have very small 
capacities and require a much larger capital investment for the same amount of 
work required. Whether the sa\’ing from the greater dryness warrants this, is a 
matter for the consideration of the individual ammonia soda plants. 

The ''drjmess” of the crude bicarbonate is not directly measured by its mois- 
ture content, but indi recti}" by the amount of soda ash it \nll yield. This per 
cent of soda ash is called the ''yield" of the bicarbonate in plant parlance. Pure, 
dry sodium bicarbonate would have a yield of C3 per cent. Ordinar}" bicar- 
bonate from self-blowing high-yield continuous rotary dnim filters has a yield 
of 54-56 per cent, representing a moisture content of 12-13 per cent. With 
centrifuges it is possible to get as much as 58 per cent yield, representing only 8 
per cent moisture, so that these centrifugal machines, when properly adapted to 
the ammonia-soda industr}*, may revolutionize the drjdng operation in soda ash 
manufacture. 

A complete chemical analysis on a typical sample of the sodium bicarbonate 
from continuous rotary drum filters is shomi in Table 12: 

TABLE 12 — COMPOSITION OF FILTER BICARBONATE 

Per Cent 


NaIICO.i 75.60 

NaoCOn 6.94 

NH4nC03 3.42 

NaCI 0.39 

MgCOn Trace 

NaoSOi 0.10 

CaCOa Nil 

Water (by diff.) 13.55 

Yield 54.64 


Decomposition of Sodium Bicarbonate into Soda Ash or “Drying" — The 
bicarbonite from the filters is next calcined to soda asli. This calcining opera- 
tion is attended with many mechanical difficulties. The mechanical difficulty 
would not be vso great, were it not for the recover}’ of CO 2 gas, which requires a 
closed system. 

In decomposing sodium bicarbonate, ammonia^ either as such or in the form 
of NH4HCO3, (NH4)2C03, NH4CI, is driven out along with the moisture. Then 
come CO2 and water from the decomposition of sodium bicarbonate into nonnai 
carbonate. It is easy to drive out moisture and ammonia, but the last trace of 
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CO 2 is driven out with some difficulty. Hence it is necessary to control the 
temperature of the outgoing soda ash at the discharge or '^extract” end of the 
dryer. It is found that at above 160° C. the ash might be free of bicarbonate, 
but 180° C, is a more conservative figure to insure complete decomposition of 
bicarbonate in the ash. In neither the rotary dryers nor Thelen pans is counter- 
current heating employed, but in each case bicarbonate is fed at the furnace end 
and leaves at the end most remote from the fire. There are various reasons for 
this arrangement; first, it is desired to apply heat at the place where most de- 
composition is done; second, the intense heat would cause fusion of soda ash if 
the fire were located at the ^'extract” end; and third, too much heat would be 
left in the ash, causing loss of heat and difficulty in cooling, unless an elaborate 
ash cooler were used. 

Mechanically, the procedure in the dryer room is as follows: The bicarbonate 
from the filters drops onto a belt conveyor system, is fed to each dryer through 
a feed table (a machine regulating a uniform feed of bicarbonate under a closed 
system), and, after calcining, comes out as soda ash at the extract end. A por- 
tion of soda ash is diverted to the feed end for returned ash and the rest con- 
veyed to the packing bin through a cooler or conveyor (see below), bringing the 
ash to below 90° C., to be directly packed into gunny sacks or wooden barrels, 
or else stored in a concrete silo. 

Conveying of soda ash is done in a system of closed screw conveyors and 
enclosed continuous-type bucket elevators. Cooling of the hot ash is generally 
done in a system of air-cooled screw conveyors or in a water-cooled rotary cooler. 

Normal soda ash made by the ammonia process has the composition shown 
in Table 13. 

TABLE 13 — COMPOSITION OF LIGHT ASH 

Per Cent 


Moisture Nil 

Na2C03 99.2 

NaHCOs Nil 

NaCl 0.4 -0.6 

Insoluble matter 0.02 -0.04 

FeoOs 0.001-0.002 


This is known as 58 per cent ash containing about 58 per cent NasO. Excess 
of insoluble matter will cause cloudiness in soda solution. Excessive iron content 
will discolor the ash rendering it reddish. When the ash has been stored for 
some time, both moisture and NaHCOs may be present to a small extent and 
the ash becomes lumpy. This is due to the formation of the monohydrate and 
sesquicarbonate in contact ^vith the atmosphere. 

The gas from the dryer comes out through an uptake located at the feed end 
of the dryer, passes through a separator and a gas scrubber where the entrained 
soda dust is washed out by a down-stream of filter liquor, and is finally cooled 
in a condenser provided with cooling tubes, and further in a scrubbing tower in 
direct contact with sprays of cold soft water which scrubs out ammonia from 
the gas and cools it further to about 30° C. on its way to the CO 2 compressor 
intake. 

The ash thus made is the light ash and has a bulk density of a little more 
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than 0.5, i.e., 32-35 lb. per cu. ft. when loosely filled. With such a light ash, 
packing cost would run high, and for certain industries, such as the glass industry, 
etc., light ash is not desirable. The glass industry particularly requires a coarser 
and denser ash because light ash would reduce the holding capacity of the melt- 
ing pots and also cause dust losses. For export, freight on the light ash would 
amount to a big item, so dense ash is also preferred in the export trade. 

Soda dust such as collects in the cyclone separators installed in the gas up-take 
from the dryers, or such other places, is even lighter and is sold as extra light 
ash, such as the ^'FluF^ among Solvay products, which is favored by certain 
buyers who want large bulk in their packing. 

For reasons given above, it is necessaiy to work the ash over again for a 
denser product. In earlier days, this was done by bringing the ash to an incipient 
fusion in a reverberatory furnace using gas firing. The present-day practice is 
to wet the ash with water and dry it again in a rotar>\ This furnace is exactly 
the same as the rotarj*^ dryer for light ash, except for the feeding end and the gas 
(steam vapor) handling arrangement. The light ash is wetted with about 16 
per cent water by weight and is mixed thoroughly in a screw mi.xer and fed with a 
stream of returned dense ash at the intake to the dense ash drj^cr. The principle 
of wetting the light ash and drying it again is to bring about physical conglomera- 
tion through the formation of NaeCOa • IIcO by the absorption of water, in 
which form it leaves after re-drying, and the product thus becomes more dense. 
Ordinary dense ash has about twice the densit}' of the light ash, its density, 
when determined by loose filling, being 64-G7 lb. per cu. ft. Dense ash carries a 
little higher content of iron, having 0.003-0.005 per cent FeaOa, from re-fumac- 
ing. It is packed in bags or barrels containing 500 lbs., while light ash is packed 
in 200-lb. bags or 300-lb. barrels. 

Recovery of Ammonia — ^Ammonia is a comparatively expensive material, 
its price as ammonium sulfate carrying 25 per cent NHa, being about twice 
that of soda ash, although it is generally supplied to ammonia soda works in the 
form of crude ammonia liquor containing about IS per cent total NHa, including 
15 per cent (NIDsS. Unfortunately, this reagent is volatile, so that unless the 
plant is properly equipped and well managed its loss would be serious. One of 
the main reasons for the failure of the early pioneers in working out the ammonia 
process was this excc-ssive loss of ammonia. It is very essential to cut down the 
loss to a minimum. In large plants, the loss nowadays is less than 2-4 kg. (as 
(Nn4)2S04) per ton of soda ash made. 

The ammonia which is in the solution from 'whicli NaHCOa has crystallized 
must be released as a gas, so it can be used to ammoniate more brine. In addi- 
tion, the ammonia must bo removed from the crude liquor which is used to make 
up the losses from the system. The NHa in these solutions may be either 'Tree” 
or "fixed.” Free ammonia is that which is in the form of easily decomposed com- 
pounds such as NH 4 OH or< NHiHCO.-! and can be released from elution by 
boiling. Fixed ammonia is that which is in the form of the more stable com- 
pounds such as NH 4 CI. It is released from solution by boiling in the presence 
of a stronger base. The ammonia still makes provision for the recovery of both 
free and fixed ammonia. While this operation is nearl}' always termed "ammonia 
distillation” it is realij'' a desorption or stripping operation. The carrier gas is 
exhaust steam which is fed into the column. 
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The mother liquor returning as filtrate after the NaHCOs crystals have been 
separated has the approximate composition shown in Table 14. 


TABLE 14 — COMPOSITION OF MOTHER LIQUOR 


Sp. gr. at 15° C 

NH 4 CI 

Free NH 3 (calc, as NH 4 HCO 3 ) 

NaCl (unconverted) 

NaHCOs in solution (cir.) . . . 
Total CO 2 


1.137 
190 g/1 

80 g/1 

75 g/1 

10 g/1 

40 g/1 


The mother liquor from the filters diluted with about 6-10 per cent wash water 
is known as ^^filter liquor/^ The wash water dissolves some bicarbonate from 
the filters. The dilution of mother liquor by wash water is dependent upon the 
relative amount of water used in washing, which in turn is dependent upon the 
crystalline character of the bicarbonate from the columns and the rate of filter 
operation. 

The filter liquor is piped to the distiller house, receiving various ammonia 
condensates and ammonia-bearing liquors on its way. Mixed with streams of 
sodium sulfide solution and ammonium sulfate solution or crude ammonia liquor 
from gas works, as the case may be, it is fed to the distiller through centrifugal 
pumps. 

Construction of the Distiller. The ammoma still or '"distiller” (Figure 2) is a 
tall affair consisting of cast-iron sections, 8 ft. inside diameter. The whole 
distiller is made up of three main divisions, the condenser and the cooler (or 
liquor preheater), the heater, and the lime still, one on top of the other, so that 
the overall height is frequently more than a hundred feet. The function of each 
of the three main divisions (condenser, heater and lime still) is one of dephlegma- 
tion by partial condensation to obtain drier ammonia gas; of decomposition of 
"free ammonia” compounds by heat and distillation of NH 3 by steam; and of 
converting fixed ammonia by lime and distilling off NHs, respectively. 

The gas from the lime still passes directly through the heater and then through 
the partial condenser and cooler. This arrangement is economical in floor space 
but the principle is not sound. The rich ammonia gas from the lime still is never 
in equilibrium with the liquor in the heater, with the result that some of the 
ammonia liberated in the lime still may be redissolved in the heater liquor, and 
the liquor lea^dng the bottom of the heater contains a considerable amount ol 
free ammoma at the inlet to the prelimer (see below) , carrying ^vith it much CO 2 
which is liberated with difficulty in the presence of strong ammonia. 

The condenser and the cooler (or liquor preheater) consist of a large number 
of 2-in. cast iron tubes using water and feed liquor as the cooling media, respec- 
tively, with outgoing ammonia gases and condensing steam outside,' and liquor' 
inside the tubes. The heater is packed with tiles or coke about 6-in. size for a 
height of 25-30 ft., provided with three passettes below, through which liquor runs 
down in intimate contact with the upward flowing steam. The lime still con- 
sists of a number of steam distributing division plates and "mushrooms,” sub- 
dividing steam bubbles through shallow depths of a mixture of heater liquor and 
milk of lime. The number of passettes or plates provided in the lime still deter- 
mmes the concentration of ammonia remaming in the liquid leaving the column 
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Obviously, for economy of operation, this must be kept as low as possible, eo an 
ample number of plates must be provided. 

Between the heater and the lime still there is generally a lime-mixing tank 
or ^^preliming tank” provided with a stirrer which thoroughly mixes the lime 
wth the liquor. At the conical bottom of the preliming tank there is a centrif- 
ugal pump sending the “sand” from the bottom of the tank to the distiller. The 
prcliming tank is of such capacity as to allow considerable time for the lime to 
react before the mixture overflows from the top to the lime still. 

The outgoing ammonia gas is cooled and condensed to eliminate as much steam 
as possible by partial condensation, in order to avoid excessive dilution of brine 
in the absorber. The condensate, since it contains considerable ammonia, is re- 
turned to the distiller. 

Reactions in the Distiller. In the heater, “free ammonia” is driven out by 
the heat of the steam. The term “free ammonia” includes not only NHa or 
NH 4 OH, but also NHiHCOa, (NH 1 )^ 003 , etc., so that the reactions 

taking place in the heater are: 


NHiOH NII3 (gas) -f n 20 ( 6 ) 

NH1HCO3 NHa (gas) -f H2O + CO2 (gas) ( 7 ) 

(NIDsCOa 2NH3 (gas) + H2O + CO2 (gas) ( 8 ) 

NILHS NHa gas 4 - H-S (gas) ( 9 ) 


The sodium bicarbonate dissolved in the mother liquor or by -wash water gives: 

NaliCOa + NH4CI NaCl + NH3 (gas) + H2O + CO2 (gas) (10) 

Soda dust dissolved by the filter liquor in the furnace-gas scrubber gives the 
reaction : 

NacCOa -f 2 NII 4 CI 2NaCl -f 2 NH 3 (gas) 4- H 2 O 4- CO 2 (gas) (11) 

If sodium sulfide solution has been added to the filter liquor, the following reac- 
tion takes place : 

NacS + 2 NH 4 CI 2NaCl 4- 2 NH 3 (gas) 4- H 2 S (gas) (12) 

The liquor from the bottom of the li eater should contain very little or no CO 2 
in solution, but considerable free NH.'i, for reasons stated above. 

In the preliraing tank, milk of lime reacts with fixed ammonia: 

Ca(OH )2 + 2 NH 4 CI CaCb 4- 2 NH 3 (gas) 4- 2 H 2 O (13) 

If ammonium sulfate solution is emploj^ed instead of crude liquor to replenish 
the loss of ammonia in the cycle, calcium sulfate is formed in place of soluble 
calcium chjoride:^ 

^a(0H)2 4- (NH4)2S04 ^ CaS04 + 2 NH 3 (gas) 4- 2 H 2 O (H) 

The distiller uquor must be maintained at above 90*’ C.; otherwise troublesome 
calcium sulfate scale may be formed in the lime still. If any CO 2 has not been 
driven out in the heater liquor, this will carbonate the lime in the lime still, caus- 
ing loss of available lime: 

Ca(OH)2 + CO2 CaC03 4- H2O 


(15) 
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If any H 2 S has not been completely driven out in the heater, some sulfide will 
be present in the distiller waste causing loss of sulfide. 

Ca(OH)2 + 2H2S Ca(HS)2 + 2H2O ( 16 ) 

Hence the heater is a very important division of the distiller. It is not a diffi- 
cult matter to drive out all fixed ammonia with a slight excess of lime and suffi- 
cient steam; but complete disappearance of CO 2 and also H 2 S from the heater 
liquor before entering the lime still calls for a good design of heater, careful 
study of the arrangement, and good temperature control in the distiller. 

The heat is introduced at the bottom of the lime still in the form of exhaust 
steam, generally 8-10 Ib. gauge, and, when necessary, also some high pressure 
steam. To conserve the heat against radiation, the outside of the distiller and 
heater is lagged heavily with an insulating material. 

The filter liquor leaving the filters has a temperature of 25° -30° C. It is 
heated up to 55° C. through the furnace gas scrubber and by the addition of vari- 
ous steam-ammonia condensates. The liquor preheater, on top of the heater, 
heats the liquor up further to about 75° C. before it enters the heater. The out- 
going ammonia gas from the top of the liquor preheater entering the condenser 
is at 82°-86° C. The condenser cools the ammonia gas from 82°-86° C. down to 
55°-60° C., so that there must be cooling surface in the partial condenser enough 
to take care of a temperature drop of about 30° C. Attempts to run the con- 
denser at a temperature lower than this may cause crystallization of ammonium 
carbamate or carbonate in the condenser. 

Distiller Waste — The excess lime in the bottom compartment of the lime still 
should be 2-3 g. CaO per liter. Therefore, there is a saving in lime if the liquor 
volume in the distiller is kept small. The composition of distiller waste is shown 
in Table 15: 


TABLE 15 — COMPOSITION OF 

DISTILLER WASTE 

Sp. gr. at 15° C 

1.10-1.15 

CaCl2 

90-95 g/1 

NaCl 

40-45 g/l 

CaO 

2-3 g/l 

CaCOs 

6-16 g/l 

CaS04 

3-5 g/l 

Mg (OH) 2 

3-10 g/l 

FeoOa and AI2O3 

1-3 g/l 

Si02 

1-4 g/l 

Total NH3 

0.006-0.012 g/l 


The volume of the distiller waste liquor is about twice that of the brine used in 
the process. Larger plants with close regulation can keep this waste volume at 
or below 350 cu. ft. per ton of soda ash. 

In Ui-2 months’ time, scale formed in the overflow passages of the lime still 
on the division plates and in the mushrooms becomes so thick that the liquor 
will not flow readily from one division plate to another below, and the distiller 
shows a tendency to fill up. Then it is time to change the distiller for cleaning. 
The period for cleaning varies a great deal in each individual works, depending 
upon the composition of limestone used, the composition of the feed liquor to be 
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distilled, the conditions under Tvhich the lime still is operated, and the particular 
features of the lime-still constniction. Table 16 shows a complete anah’sis of a 
hard scale formed in the lower portion of the lime still. 

table:. 16— coMPosmox oe* distiller saux at bottom of ltsie still 

Per Cent 


CaSOi 62.41 

CaO 30.32 

MpSO^ 2.35 

MgCOn 1.62 

Xa2S04 1.17 

XaCI 1.65 

FezOz 020 

AI2O3 0.0s 

Si02 022 

Moisture 0.60 


Products from Distiller Waste — ^Tlie analysis reported in Table 15 shows 
that the bulk of the solids in distiller waste is made up of chlorides. This arises 
from the fact that the waste contains all the chlorine from the salt used, because 
unlike the LeBlanc process, chlorine is not utilized in the process. Becau.^e of high 
cost of fuel reqviircd to concentrate such a weak liquor and because of limited 
demand for calcium chloride and the cheapness of this product, comparatively 
little of this dfstillcr waste has been worked up, considering the ver)’ large 
umc turneti out daily from the ammonia-soda industry and sent to waste. 

The solid matter accumulates so fast that the disposal of this waste is a 
matter of no small concern to ammonia-soda manufacturers. Calcium chloride in 
solution penneates the soil bed and contaminates sources of water supply. Only 
to a 'I'ery limited extent is any portion of the waste allowed by the municipal 
authorities to be sent to rivers or any public watenvays, and that only after com- 
plete settling. Cases are on reconl where fish in the river were killed by the cal- 
cium chlonde and the free lime carried in the liquor, so that ammonia-soda manu- 
facturers are, in a way, obliged to do something with this waste. Proposals 
have been made to utilize it in many different ways, and various products claimed 
to have been prepared therefrom. Many of these are simply pure notions and 
have no practical value. The preparation of chlorine gas (for bleaching powder) 
or hydrochloric acid from calcium chloride in the waste must no longer be con- 
sidered workable in ' iew of the present more economical methods for preparing 
such materials.** 

There is considerable unconverted salt in the witste. It must be said that the 
ammonia-soda procr ?s is very* wasteful in the use of salt, the average efficiency of 
conversion of salt ttf sodium bicarbonate in the columns (or carbonating towers) 
being not more tlian 75 per cent in actual oj'ieration, so that, considering some 
additional losses in the form of "mud^^ in the settling vats, more tlian 25 per cent 
of the salt taken is jvasted. As a result, the veiy* existence of the ammonia- 
soda works presuppa^es a cheap and abundant supply of salt, and because of 
this fact it generally does not pay to recover this salt in the distiller waste. The 
salt so recovered, however, possesses a high degree of purity and may be com* 
See Chapter 9. 
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parable to the product obtained from brine purified by soda-lime treatment 
This salt is recovered in conjunction ^vith the manufacture of calcium chloride. 

We will discuss a few principal products that have been prepared from the 
distiller waste, on a commercial scale, namely, the refined salt, calcium chloride, 
calcium sulfate, and ammonium chloride. 

Refined Salt and Calcium Chloride. It is the aim of the ammonia-soda 
operators to keep the volume of the distiller waste as small as possible, especially 
when any of it is to be worked up. This is done by keeping the volume of the 
filter liquor as small as possible, securing the highest decomposition possible in 
the columns; and by using as little wash water on the filters as is necessary to 
get the sodium chloride content in the ash within allowable limits; and by em- 
ploying a strong milk of lime, containing 250 g. CaO per 1. (sp. gr. 1.21), or using 
solid lime in the prelimer for the distilling operation. The liquor, which contains 
a small excess of free lime, is carbonated by passing some waste CO2 gases 
through it. On settling, the precipitated CaCOs and all solid matter carried in 
the liquor, separate out. The clear solution containing CaCb, NaCl, and a small 
amount of dissolved CaS04, is concentrated in a triple effect evaporator, when 
NaCl, together with the little amount of CaS04, commences to crystallize out. 
The salt crystals are dried in centrifuges, a little water being sprayed on it to 
wash out calcium chloride from the salt. From the centrifuges the salt can be 
packed directly into barrels without further drying. 

Evaporation is carried on until the specific gravity of the liquor in the last 
effect shows 42 Be. At this point, practically all of the salt can be settled out. 
Some ''chloride of lime^' is added to oxidize the iron and the liquor then allowed 
to settle. The clarified liquor is further concentrated in cast iron pots until the 
molten mass solidifies on cooling, giving what is known as 75 per cent calcium 
chloride corresponding to the formula CaCL • 2H2O. This product is ladled to 
steel drums, each containing about 600 lbs., and sealed. This product has a 
typical analysis shown in Table 17. 

TABLE 17 — COMPOSITION OF 75 PER CENT CALCIUM CHLORIDE 

Per Cent 


CaClo 73.6 

NaCl 1.4 

Insoluble matter 0,08 

Water 24.92 


Anhydrous calcium chloride can be made by heating this 75 per cent CaCla 
in a reverberatory or puddling furnace and frequently raking the molten mass, 
when some CaCb is decomposed, giving CaO and HCl. The escape of this hydro- 
gen chloride gas leaves a porous mass of fused calcium chloride which is known 
as 95 per cent CaCb. The cooled anhydrous mass, somewhat fluorescent, is 
packed in steel drums or paper-lined' wooden barrels, hermetically sealed. 

Calcium chloride solution is used as brine in the manufacture of ice, and as an 
anti-freezing solution; and the 75 per cent solid is used as a dust layer to mini- 
mize dust on public highways, while in the anhydrous form it is used as a catalyst 
to promote the reaction between calcium carbide and nitrogen gas in the man- 
ufacture of calcium cyanamide, permitting a lower temperature to be employed. 

18 See Chapter 8. 
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cal industries other than the ammonia-soda industry totalled 2,151,444 short 
tons, distributed as shown in Table 18. 

TABLE 18 — QUANTITIES OF LIME CONSUMED IN INDUSTRIES OTHER THAN 
AMMONIA-SODA (iN U. S. A. 1937) 


Short Tons 


Glass works 167,438 

Metallurgy 694,814 

Paper mills 447,728 

Sugar refineries 21,211 

Tanneries 61,544 

Water purification 212,213 

Other uses 546,496 


Total 2,151,444 


If we include lime used in building and agricultural work, the total for the year 
1937 was 3,506,439 short tons, as shown in Table 19. 

TABLE 19 — CONSUMPTION OF LIME IN U. S. A. (1937) 

Short Tons 


Building 948,533 

Agriculture 406,462 

Chemical industries other than 
ammonia-soda (as above) .... 2,151,444 

Ammonia-soda (see below) 2,045,000 


Total 6,551,439 


In the same year this country produced — ammonia soda ash 2,205,006 short 
tons and caustic soda (by lime process) 488,807 short tons. Assuming an aver- 
age figure of 1.25 tons of limestone required for the manufacture of 1 ton of 
soda ash, or 0.75 ton of lime as burned per ton of soda ash, the total lime con- 
sumed in the manufacture of ammonia soda is roughly 1,654,000 short tons. If 
we take roughly 0.80 ton of lime per ton of caustic made, 488,807 tons of lime 
caustic would require approximately 391,000 short tons of lime. Therefore, the 
total quantities of lime consumed by the ammonia-soda and lime caustic manu- 
facturers for the year 1937 were 2,045,000 short tons and this quantity is con- 
siderably more than one-third of the total lime produced, as shown in Table 19. 

From 1933 on, the ammonia-soda industry in this country has migrated south- 
wards to the Gulf Coast, utilizing the great deposits of good rock salt in the form 
of domes or “plugs” and the oyster shells from the Gulf shore. One of three new 
ammonia-soda plants in Texas-Louisiana territories uses the oyster shells exclu- 
sively in place of regular limestone. These are found as reefs along the sea-coast 
near the mouths of streams which empty into the Gulf. These shells are dredged 
and washed before burning. The composition of ithese oyster shells is hardly dis- 
tinguishable from that of a good-grade, low-magnesium limestone, except that 
they contain more organic matter. See Table 20. 

These oyster shells are burnt in rotary kilns , 21 being too fine and too fragile 
to be charged with coke into the standard vertical shaft kilns. 

21 For the operation of rotary kilns in lime burning see Chapter 22. 
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Calcivm S'ldfaie, The crystalline CaS04 ‘ 2 H 2 O is known as Cro^n Filter 
among the Solvay products. It is a much purer product than natural gypsum. 
The process of manufacture consists in settling the distiller waste and, while 
it is still hot, treating the settled liquor with salt cake. The excess of free lime 
carried in the liquor will be neutralized by the small exxess of H 2 SO 4 in the salt 
cake. If the resulting solution is slightly acid, some milk of lime may be added. 
The precipitated CaSOi * 2 H 2 O is filtered on a vacuum drum filter and further 
dried in a centrifuge, water being sprinkled on the crj^stals to wash away the 
soluble salt. The crj’stals of gypsum are dried at a reduced temperature much in 
the same way ns the refined sodium bicarbonate. It is used as a paper filler. 

When dried at or below 190” C. this gives plaster of Paris, CaS04*^^H20, 
which is used for making molds, for wall plaster, and for many purposes in the 
building industry. AWien calcined at a temperature above 200” C., it loses all its 
water, care being taken that none of the sulfate is reduced to srilfide. When 
traces of iron are present, the calcined mass is discolored and shows a yellow 
tint. Calcined calcium sulfate is used in the manufacture of certain tooth pastes 
and in the manufacture of wall and flooring plasters.^® 

The filter liquor after removal of the precipitated calcium sulfate is a wery 
pure brine which is sent to soda works for making saturated brine for soda 
manufacture. 

Amviojiium Chloride. Ammonium chloride is made from calcium chloride 
liquor obtained from the distiller waste by means of ammonia and CO 2 gas. For 
this purpose, the distiller waste is settled to eliminate solids, evaporated to about 
40 Be. in evaporators, to contain about 50 per cent CaCb. Salt separating out 
is filtered ofT and the calcium chloride liquor is placed in a tank provided with 
a stirrer, to which tank ammonia Is first introduced and then the CO 2 gas. The 
temperature is allowed to rise to about CO” C. when CaCOa separates out in large 
crj’stals that are readily filtered and washed. 

CaCb + 2NH40n -f CO2 -> CaCOa 4- 2NH4CI + H2O (17) 

The filter liquor containing a high concentration of NH 4 CI is concentrated 
and cooled in large ciy’’stallizing pans where NHiCl separates out. The crystals 
are filtered in a centrifuge, slightly washed, and dried by means of hot air at a 
low temperature. Ammonium chloride so made contains only 0.3-0.4 per cent 
NaCl and is sufficiently pure for most commercial purposes. 

EXTENT OF LIME USE 

Because the bulk of the products from the ammonia-soda plants do not con- 
tain calcium, the public has but little idea of the extent of the use of lime in 
such plants. 

Actually, the ammonia-soda industry is the largest single consumer of lime 
among all chemical industries; and the quantity consumed by this industry^ in the 
United States exceeds one third of the total output of lime in the country. 

Take, for example, the year 1937 wLen the quantity consumed by all chemi- 

See Chapter 22. • wt 

“Lime,” Minerals Year Book 1938, Bureau of Mines, Dept, of the Interior, uasn* 
ington, D. C. 
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amount of fuel for concentration; hence a close study must be made between the 
degree of conversion obtainable and the cost of fuel. 

Batch Process — The soda solution from storage tanks is causticized m large 
tanks, 10-14 ft. in diameter, 8-9 ft. deep, with a flat bottom. Steam is used to 
heat up the liquor to 190‘’-200° F. and a compressed-air line can be provided 
for agitating. The tanks are each provided with a mechanical stirrer having a set 
of bevel gears driven by a pulley from a counter-shaft. Lime in lumps of 6-in. 
size or smaller is added to the steel basket attached to the side and partially sub- 
merged in the liquor, in an approximate ratio of 60 lbs. lime to every 100 lbs. of 
NagCOs in solution. The basket is perforated, bottom and sides, with %-in. 
holes. When closer control is desired, instead of solid lumps, milk of lime having a 
concentration of about 250 g. CaO per 1. is used. Several such tanks can be used 
in rotation, one operating while the others are settling and washing. Decan- 
tation of the supernatant caustic solution is done through a svdng pipe with out- 
let attached to the side near the bottom of the tank. 

After sufficient lime has been added and the desired conversion per cent 
obtained, as shown by a titration with double indicators, the liquor is allowed 
to settle for about 2 hours. The clear portion is drawn off through the swing 
pipe and this gives a strong lye for evaporation. The lime sludge, with what lye 
remains, is washed with the third liquor from a previous batch, the stirrer is 
started, and the liquor is heated with steam. After settling, this gives the second 
liquor of 7° -8° Be., which may be added to the lye tank. The slime is again 
washed with the fourth liquor in a similar way and this gives the third liquor, 
which is used for second washing and also for making soda solution for caustici- 
zation. Finally, the slime is further washed with fresh water, giving the fourth 
liquor, mentioned above. This washed slime, containing the precipitated CaCOa, 
with the little alkali that remains, is washed out and sent to waste. A causticiza- 
tion batch can be made in every 2 V 2 to 3 hours, but this, coupled with the time 
for washing, settling and decanting, makes the cycle for each tank about 16 hours. 

Continuous Process — ^A more recent development is the addition of soda ash 
into milk of lime in a mixing trough in definite proportions. The mixture then 
flows into the causticizing tank. This permits accurate control, since the flow of 
milk of lime can be measured through an orifice tank, and the rate of soda ash 
added can be controlled by a mechanical feeder. Thus, the feed into the causti- 
cizer and the discharge overflowing from the causticizer can both be made con- 
tinuous. Then the settling of the causticized liquor, washing of the sludge, and 
transferring of the different wash liquors from one settling tank to the other may 
be strictly made continuous and counter-current. 

A more efficient apparatus of this type which gives more thorough washing 
with less water is the Dorr thickener which permits continuous settling and 
decanting. Washing is done in the same type of apparatus in a strictly counter- 
current way. Thus when three thickeners are used in series, the lye from the agi- 
tators, or causticizing tanks, is drawn to the first thickener, the overflow from 
which is sent to the evaporators for concentration. From the bottom of the first 
thickener the sludge is pumped to the second thickener by means of a diaphragm 
pump, in which it is washed wRh.the overflow from the third thickener. The 
See Chapter 2 ^ ^ 
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overflow from the second thickener goes to make soda solution for causticizing 
The sludge from the second thickener is similarly pumped to the third thickener, 
in which fresh water is used for washing and from which the sludge is filtered on a 
rotary vacuum filter and the cake washed vdth fresh water and sent to waste, or 
burnt in a small rotary kiln for the recovery of lime. In this way, comparatively 
small floor space is required and the recover}^ of alkali is as high as 99,7 per cent. 
The upkeep is low and the power consumed very small. 

Evaporation — ^The lye from the finished liquor tanks is concentrated in mul- 
tiple effect evaporators, generally having three effects, using bacbvard flow 
feed.-' The most common types of evaporators for caustic liquor are those of 
the Zaremba, Swenson, and Buffalo Foundry, using exhaust steam. The concen- 
tration of caustic liquor in the last effect is brought to 47 Be. and the liquor is 
then dravm out to tall settling tanks in which salt and soda separate out, these 
two being sparingly soluble in caustic solution at this concentration. Often a 
single effect using high pressure steam (as much as 75 lbs. per sq. in. gauge) and 
fitted with pure nickel tubes, is employed for concentrating the caustic from the 
third effect in order to bring the final concentration to 65 per cent NaOH or 
higher. 

The liquor is settled by cooling, and the clarified caustic is drawn to a num- 
ber of open cast-iron pots, 10 ft. or more in diameter, 4 to 5 ft. deep, and 2 ins. 
in thickness of the shell. The pots are heated by direct fire and the temperature 
is gradually raised until it reaches about 500° C., when the molten mass is quietly 
boiling. At this point a dark scum of graphite may be seen. The iron oxidizes 
to FesOa, which settles to the bottom. Just before settling, a small amount of 
flowers of sulfur is thrown over the surface of the molten mass to 'T)Ieach” the 
caustic so that, after solidification, it shows white color. The contents of the pot 
are allowed to settle and the molten mass is pumped or ladled out into steel 
drums, each holding about G75 lbs. The mass solidifies on cooling and the drum 
is immediately scaled to prevent absorption of moisture. This gives the commer- 
cial 76 per cent Caustic (76 per cent NasO) containing 98 per cent NaOH. The 
chemical analysis is given in Table 21. 

TABLE 21 — COMPOSITION OF EOLIB CAUSTIC 

Per Cent 


NaOH 98.0 

NaoCOa 12 

NnCl 05 

NaoSO^ 0.06 


As there is no sulfide or thiosulfate in the ammonia-soda liquor, no nitre need be 
added to the pots. The caustic '^bottom in the pots contains much Fe203 and 
is of reddish yellow color. It is redissolved and the Fe203 separated out by 
settling, the clear liquor being returned to the evaporators for concentration. 

Liquid Caustic — Strong caustic liquor from the last effect of the evaporators 
giving 47 Be. (or about 45 per cent NaOH) after complete settling is»'Sold as 
liquid caustic. It is usually shipped in rubber-lined .steel tank cars provided 
with steam coils for thawing in winter and used in many industries (rayoUi 

2’’See Chapter 2. 
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soap, etc.). Liquid caustic in commerce may be either 50 per cent or 74 per cent 
NaOH. The rayon industry requires extra-refined caustic which must contain 
only small amounts of iron, copper, and aluminum, and traces of silica. The re- 
quirements are so stringent that nickel or nickel-clad equipment and tanks are 
employed in its manufacture and extreme care is exercised not to introduce such 
impurities into caustic liquor in the process of manufacture. 


MISCELLANEOUS PRODUCTS 

Besides the principal products described above, the ammonia-soda plants 
usually manufacture several miscellaneous items which might be classed as by- 
products. 

Sodium Bicarbonate— Sodium bicarbonate, commercially known as bicar- 
bonate of soda, is a product directly related to the ammonia-soda industry. At 
first thought it would seem natural to start with the crude bicarbonate from 
the filters and refine it. There are, indeed, many patents taken out dealing with 
refining this bicarbonate by redissolving and recrystallization. Such methods 
are not used in practice. On account of the presence of ammonia, which amounts 
to 0.7 to 0.8 per cent NHs and which must be recovered, such methods can not 
be simply carried out. The ammonia-soda manufacturers prefer to make it from 
soda ash, or partially decomposed crude sodium bicarbonate by “wet” calcina- 
tion. This seems to be a roundabout way, but after all it is simple and lends 
itself well to practical operation, because: 

1. There are no ammonia losses to contend with. 

2. CO 2 gas is recovered in a rich form while lean gas can be used for recar- 

bonating. 

3. About the same apparatus can be used in settling, carbonating, filtering, 

etc., as in soda ash manufacture. In fact, some of the antiquated appara- 
tus from soda works may be utilized in its manufacture. 

The process consists in dissolving soda ash to make a saturated solution, for 
which purpose a tank dissolver provided with a stirrer, or better still, a rotary 
dissolver, can be used. The solution is settled in a series of settling vats (gen- 
erally three) and after passing through coolers, it flows by gravity to a storage 
tank, from which it is pumped to the recarbonating tower which is much the same 
as that used in soda manufacture, but perhaps having less cooling surface. The 
gas is sent in by CO 2 compressors as usual. The draw temperature is higher, 
about 39 C. The crystals are filtered and washed, first on a rotary drum filter 
as in soda ash manufacture, and then in centrifuges much the same as those em- 
ployed in a sugar refinery. These centrifuges reduce the moisture left in the 
bicarbonate to about 8 per cent. The filter liquor is used over again in making 
soda solution. When this filter liquor gets too concentrated in NaCl through 
repeated use, it is sent to the soda ash plant for making saturated brine. Fresh 
soft water is then added for replenishment. At intervals of 4 to 5 days, the tower 
pts dirty and needs cleaning, which is done by filling the tower with water and 
boiling out vnth steam.- ':^he boU water is drawn out and, after settling, stored 
in feed liquor tanks for making;soda solution. No sulfide is introduced to the 
soda solution for recarbonating. .r 
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overflow from the second thickener goes to make soda solution for causticizing 
The sludge from the second thickener is similarly pumped to the third thickener, 
in which fresh water is used for washing and from which the sludge is filtered on a 
rotary vacuum filter and the cake washed with fresh water and sent to waste, or 
burnt in a small rotary kiln for the recovery of lime. In this way, comparatively 
small floor space is required and the recovery of alkali is as high as 99.7 per cent. 
The upkeep is low and the power consumed very small. 

Evaporation — ^The lye from the finished liquor tanks is concentrated in mul- 
tiple effect evaporators, generally having three effects, using backward flow 
feed.2’ The most common types of evaporators for caustic liquor are those of 
the Zaremba, Swenson, and Buffalo Foundry^ using exhaust steam. The concen- 
tration of caustic liquor in the last effect is brought to 47 Be. and the liquor is 
then draum out to tall settling tanks in which salt and soda separate out, these 
two being sparingly soluble in caustic solution at this concentration. Often a 
single effect using high pressure steam (as much as 75 lbs. per sq. in. gauge) and 
fitted udth pure nickel tubes, is employed for concentrating the caustic from the 
third effect in order to bring the final concentration to 65 per cent NaOH or 
higher. 

The liquor is settled by cooling, and the clarified caustic is drawn to a num- 
ber of open cast-iron pots, 10 ft. or more in diameter, 4 to 5 ft. deep, and 2 ins. 
in thickness of the shell. The pots are heated by direct fire and the temperature 
is gradually raised until it reaches about 500® C., when the molten mass is quietly 
boiling. At this point a dark scum of graphite may be seen. The iron oxidizes 
to FesOo, which settles to the bottom. Just before settling, a small amount of 
flowers of sulfur is thrown over the surface of the molten mass to '^bleach” the 
caustic so that, after solidification, it show^s white color. The contents of the pot 
are allowed to settle and the molten mass is pumped or ladled out into steel 
drums, each holding about G75 lbs. The mass solidifies on cooling and the drum 
is immediately sealed to prevent absorption of moisture. This gives the commer- 
cial 70 per cent Caustic (76 per cent Na:>0) containing 98 per cent NaOH. The 
chemical analysis is given in Table 21. 

TABLE 21 — COMPOSITION OF SOLID CAUSTIC 

Per Cent 


NaOH 98.0 

NaoCOg 12 

NaCl 02 

NaoSO^ 0.06 


As there is no sulfide or thiosulfate 5n the ammonia-soda liquor, no nitre need be 
added to the pots. The caustic “bottom*^ in the pots contains much FesOs and 
is of reddish yellow' color. It is rcdissolved and the FeaOa separated out by 
settling, the clear liquor being returned to the evaporators for concentration. 

Liquid Caustic — Strong caustic liquor from the last effect of the evaporafors 
giving 47 Be. (or about 45 per cent NaOH) after complete settling istsold as 
liquid caustic. It is usually shipped in rubber-lined^, steel tank cars provided 
with steam coils for thawdng in winter and used in many industries (rayon, 

27 See Chapter 2. 
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soap, etc.). Liquid caustic in commerce may be either 50 per cent or 74 per cent 
NaOH. The rayon industry requires extra-refined caustic which must contain 
only small amounts of iron, copper, and aluminum, and traces of silica. The re- 
quirements are so stringent that nickel or nickel-clad equipment and tanks are 
employed in its manufacture and extreme care is exercised not to introduce such 
impurities into caustic liquor in the process of manufacture. 


MISCELLANEOUS PRODUCTS 

Besides the principal products described above, the ammonia-soda plants 
usually manufacture several miscellaneous items which might be classed as by- 
products. 

Sodium Bicarbonate — Sodium bicarbonate, commercially known as bicar- 
bonate of soda, is a product directly related to the ammonia-soda industry. At 
first thought it would seem natural to start with the crude bicarbonate from 
the filters and refine it. There are, indeed, many patents taken out dealing with 
refining this bicarbonate by redissolving and recrystallization. Such methods 
are not used in practice. On account of the presence of ammonia, which amounts 
to 0.7 to 0.8 per cent ISTHs and which must be recovered, such methods can not 
be simply carried out. The ammonia-soda manufacturers prefer to make it from 
soda ash, or partially decomposed crude sodium bicarbonate by ^Svet” calcina- 
tion. This seems to be a roundabout way, but after all it is simple and lends 
itself well to practical operation, because: 

1. There are no ammonia losses to contend with. 

2. CO 2 gas is recovered in a rich form while lean gas can be used for recar- 

bonating. 

3. About the same apparatus can be used in settling, carbonating, filtering, 

etc., as in soda ash manufacture. In fact, some of the antiquated appara- 
tus from soda works may be utilized in its manufacture. 

The process consists in dissolving soda ash to make a saturated solution, for 
which purpose a tank dissolver provided with a stirrer, or better still, a rotary 
dissolver, can be used. The solution is settled in a series of settling vats (gen- 
erally three) and after passing through coolers, it flows by gravity to a storage 
tank, from which it is pumped to the recarbonating tower which is much the same 
as that used in soda manufacture, but perhaps having less cooling surface. The 
gas is sent in by CO 2 compressors as usual. The draw temperature is higher, 
about 39 C. The crystals are filtered and washed, fimt on a rotary drum filter 
as in soda ash manufacture, and then in centrifuges much the same as those em- 
ploj^ed in a sugar refinery. These centrifuges reduce the moisture left in the 
bicarbonate to about 8 per cent. The filter liquor is used over again in making 
soda solution. When this filter liquor gets too concentrated in NaCl through 
repeated use, it is sent to the soda ash plant for making saturated brine. Fresh 
soft water is then added for replenishment. At intervals of 4 to 5 days, the tower 
pts dirty, and needs cleaning, which is done by filling the tower with water and 
boiling out with steam.'^T^he boU water is drawn out and, after settling, stored 
in feed liquor tanks for making; soda solution. No sulfide is introduced to the 
soda solution for recarbonating. 
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The bicarbonate from the centrifuges is dried either on a continuous belt con- 
veyor consisting of a number of conveyor sections enclosed in a chamber \vith a 
steam heater at the entrance end (to heat the incoming air) and an exhaust fan 



at the other end to pull the hot air through (Figure 6) ; or better still, in a vertical 
tube, some 50 ft. high and 24 ins. inside diameter (Figure 7).*® The bicarbonate 
from the centrifuge is charged in through the feed table midway up and is bIo\\Ti 

up by hot air from a centrifugal blower at the bot- 
tom of the tube. The bicarbonate particles sus- 
pended in the hot blast are dried as they reach the 
top, where two large cyclones in series are attached 
to the outleft, of the tube to receive the dried bi- 
carbonate. The exhaust from the second, and 
generally larger, cyclone, containing some extra 
light particles, is led into a large dust-collecting 
chamber on its way to the atmosphere. This dust- 
collecting chamber is built of wooden frames on all 
sides, covered with cheesecloth. The temperature 
of the hot air is maintained at 70''-90® C. and the 
blast from the centrifugal blower at 10 ins. H 2 O. 
From the cyclones the bicarbonate is conveyed in 
screw conveyors to a packing bin, from which it 
is packed into barrels varying in size from 350-550 
lbs. and sometimes also in small kegs of 112 lbs. 
The bicarbonate so manufactured has a re- 
Fig. 7. Vertical Tube markably high degree of purity as shown in Table 

22 . This can be understood when we remember 
i that it is made from ammonia-soda ash having, 
to start with, 99-f per cent Na2C03 and 0.4-0.5 .per cent NaCl. 

28 Hou, T. P., “Manufacture of Soda,” A. C. Cilonograph No. 65, Chapter XVUI, 
second edition, Reinhold Publishing Corp., New York (1942). 
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Sodium bicarbonate is used for making baking powder, carbonated waters, 
and in fire extinguishers, and in the manufacture of leather, drugs, and chemicals. 

TABLE 22 — COMPOSITION OP REFINED BICARBONATE 

Per Cent 

NaHCOs 99.70-99.85 

NaCl 0.10- 0.15 

Fe 203 Trace 

Sal Soda — Sal soda, washing soda, or soda crj^stals, is the decahydrate of 
sodium carbonate, Na2C03 ■ IOH 2 O. The crystals are formed from a solution at 
a temperature below 35° C. In the old days when pure soda could not be ob- 
tained from the LeBlanc process, people preferred to use soda crystals in order 
to avoid having caustic and to insure getting a purer product. It is used in 
washing and in the scouring of wool. Nowadays a very pure soda ash can be 
obtained from the ammonia process and the trade in sal soda’ is declining on ac- 
count of its freight cost and the difficulty of keeping the crystals in shape. 

Its manufacture requires a large floor space. When the solution is prepared 
from ammonia-soda ash, a tank provided with a stirrer much like the causticiz- 
ing tank is used. Water is heated to about 100° F,, i.e., to the point of maximum 
solubility, and soda ash, together with the desired amount of sodium sulfate, 
added until its sp. gr. shows 36 Be. at this temperature. This requires about 50 
per cent soda ash. After all has been dissolved, the stirrer is stopped, the solu- 
tion allowed to settle, and the clear portion drawn to crystallizing pans. These 
are 10 ft. wide by 10 ft. long by 2 ft. deep from the top to the pyramid bottom. 
The pans are set on brick or concrete piers, so that the mother liquor can be 
dravTi from the bottom. They are set aside to crj^stallize for 7 to 10 days, de- 
pending upon the size of the pan, the weather conditions, etc. In hot summer 
daj^s this operation is attended with difficulty. Galvanized-iron \vire netting is 
suspended across the pans just under the surface of the liquor. Crystals are 
formed hanging from these wires immersed in the liquor. After crystallization, 
the mother liquor shows a Be. reading of 20° -22° and is drawn off for making 
the soda solution again. The crop of crystals formed on the sides and bottom 
are chiseled off and charged to centrifuges to whirl out the enclosed mother liquor. 
The crystals are packed in wooden barrels each containing 280 lbs. 

Instead of the dissolving tanks described above, a small rotary dissolver with 
angle iron flights riveted on the shell inside gives a continuous operation and has 
a very large capacity, the solution being settled in a separate tank outside. 

The manufacture of sal soda possesses some advantage in that discolored soda 
ash and floor sweepings can be dissolved and utilized for its manufacture. Thou- 
sands of tons of red soda produced when first starting up a new plant, have been 
utilized in this way or in the manufacture of caustic soda. 

In order to obtain better crystals from ammonia soda, anhydrous sodium 
sulfate is added with the soda ash to the extent of 3 to 5 per cent by weio’ht. 
This, of course, contaminates the product but the users generally do not object 
to it. 

Both soda ash and sodium sulfate possess maximum points of solubility 
corresponding to transition points/from one hydrate to another. This is about 



436 


INDUSTRIAL CHEMISTRY 


35“ G. for soda ash and 33“ C, for sodium sulfate. Hence the temperature for 
dissolving is best kept around 35“ C. 

Sodium Sesquicarbonate — This product, Na2C03 ' NaHCOa • 2 H 2 O, is knovm 
as Concentrated Crj^stal Soda in England but as Snow Flake Crystals among 
Solvay products in America. In natural form it is known as ^^trona/^ It consists 
of fine, lustrous, needled ike crystals. It is a stable compound, neither hygro- 
scopic like soda ash nor efflorescent like sal soda, and so does not form lumps on 
storing. It is readily soluble in water and dissolves without evolution of heat, 
like NaaCOa or NaaCOa'HaO, nor absorption of heat, like NaaCOa • IOH 2 O. 
This compound exists to a large extent in natural soda deposits. 

The crystals can be manufactured by adding an excess of sodium bicarbonate 
to a hot soda ash solution in the ratio of slightly over 84 parts NaHCOs to 53 
parts soda ash, by weight. The resulting strong solution is allowed to cool slowly 
to about 35“ C. when fine, shiny crystals will be formed. 

There is a process of making refined sodium bicarbonate from the filtered 
crude bicarbonate by dissohnng the latter hot, distilling the solution as in the 
distiller operation but without the addition of lime, settling the solution, cooling, 
and finally recarbonating the cooled, settled liquor as in the carbonating tower 
operation. During distillation, a considerable amount of the bicarbonate is de- 
composed to nonnal carbonate, and instead of recarbonating it, a portion may 
be employed for the manufacture of the sesquicarbonate by concentrating and 
cooling. The crystals are dried at a reduced temperature and packed in barrels 
containing 280 lbs. The sesquicarbonate, being stable, rather neutral, and readily 
soluble, finds much favor in wool scouring and in laundering. 

Crystal Carbonate — ^This is the monohydrate of soda ash and is obtained 
by cr}'stallization from solution like sal soda, but a very much higher tempera- 
ture. Theoretically, a temperature above 35“ C. will yield these crystals: in 
practice, boiling temperature is ejnployed because of the case with which the 
solution is concentrated. This is a rather stable compound to which sal soda is 
converted on exposure, in the form of fine white powder. Natural soda deposits 
give this white powder on the surface layer by efflorescence. By absorption of 
CO 2 and moisture from air, crv’stal carbonate, Na2C03 * H 2 O, forms the sesqui- 
carbonatc, Na2C03 • NaHCO.i * 2H2O. ^luch of the monohydrate is also obtained 
from the double salt burkeite (Na^COa • 2Na2S04) at the American Potash & 
Chemical Corpora til plant at Trona, Searles Lake, California.-® 

Modified Soda*? irious mnchnnicnl niixtiirrs of .«Joduim bicarbonate and 
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Electrolysis of Brine — ^The essential reactions in the electroh^sis of a cell 
where a permeable diaphragm separates the anode from the cathode are as 
follows: 


NaCl Na+ Cl- 

2Na'^ +204- 2 H 2 O 2NaOH 4 Ha (cathode) (18) 

2C1- 4 2 © CI 2 (anode) 


Apart from secondary reactions, hydrogen gas is evolved at the cathode where 
NaOH is formed, while chlorine gas is given off at the anode. The sodium ions 
pass through the diaphragm and are electrolyzed to free sodium which imme- 
diately combines with water to give NaOH and Ha as shown in the second reac- 
tion above. If OH- ions migrate back to the anode the following reaction occurs: 


20H— 4 2 © —> H 2 O 4 I >^2 (19) 

If cells using graphite anodes are used, oxygen so liberated oxidizes the graphite. 
This is also true when much sulfate is present, as SOI ions would carry current 
to the anodes liberating oxygen which attacks the graphite, cutting doum the 
life of tlm anodes. This would cause loss of current as far as chlorine and caustic 
soda production is concerned. In order to prevent these excessive losses caused 
by the high OH— concentration when graphite anodes are used, electrolysis is 
stopped w*hen less than one-half of the total NaCl in the brine has been con- 
verted to NaOH. 

Since chlorine gas is somewhat soluble in brine, if it for any reason comes in 
contact \rith NaOH, either hypochlorite or clilorate trill be formed, according 
to the temperature conditions, as follows; 


but 


2NaOH 4 CI 2 NaClO 4 NaCl 4 H 2 O in the cold (20) 

GNaOH 4 SCla NaClOs 4 5NaCl 4 3 H 2 O in the hot 


Either HCIO or HClOa trill attack graphite anodes, producing CO 2 , so that a 
small amount of Na 2 C 03 may be found with the caustic in the cell effluent 

CO 2 4 2NaOH Na2C03 4 H 2 O (21) 

The theoretical voltage required can be roughlt^ calculated from the follow- 
ing thermo-chcmical equation, although the result is not accurate thermodjmami- 
cally: 

2NaCI 4 2 H 2 O 2NaOH 4 He 4 CI 2 4 Q 

Here, 

Heat of formation of 2NaCI in aqueous solution = 2 X 96,600 cal. 

Heat of formation of 2NaOH in aqueous solution = 2 X 112,450 cal. 

Heat of formation of 2 H 2 O in liquid state = 2 X 69,000 cal. 


= 2X -53,150 cal. 

2 X 53,150 X 4.1S7 




2 X 96,540 


= 2,3 volts 


The reaction in cells where there is no separating diaphragm, produces chlorates 
See Chapter 11. , ^ ^ u 

*2 For the correct theoretical cell voltage see Lewis, G. N., and Randall, ai., me • 
modjmamics,” McGraw-Hill (1923). 



ALKALI AND CHLORINE PRODUCTION 441 

This is the theoretical mininium voltage. Some energy is dissipated as heat 
through the resistance of the electrolyte. To minimize such losses, i.e., to secure 
the highest energy efficiency, the resistance through the electrolyte is reduc^ 
by placing the anodes as near to the cathode as possible; by having the electrode 
surfaces as large as possible; and by running the electrolyte rather hot. 

Allen-Moore Cells— The present KML type cell is the improved Allen- 
Moore cell which was developed by Edward A. Allen and Hugh K. Moore at 
Rumford, Maine, as far back as 1895. (See Figure 8 ) The original Allen-Moore 
eell was the first of its kind employed in an electrolytic chlorine plant in the 
United States. 

To illustrate one typical installation, the following arrangement may be de- 
scribed. A 340 KW dynamo driven by a steam engine, Diesel engine, or A. C. 



Fig. 8. Type KML Allen-Moore Cell. [Courtesy Electron Chemical Co, (Allen 
Electrolytic Cell Corp.)] 

motor, having a terminal voltage of 230 v. feeds the current through 64 such cells 
connected in series and arranged in two rows along each side of the room. At pres- 
ent, large electrolytic plants also use mercury arc rectifiers which have good econ- 
omy in D. C. generation, especially where the total voltage required is 440 v. or 
liigher. The bus-bars connecting the anodes or graphite electrodes are copper 
bars of varying cross section, which are connected to each graphite electrode by 
means of a copper lead. There are 24 of such graphite anodes arranged in two 
rows with 12 on each side. These anodes are placed close to the perforated 
iron sheet cathode and are separated by asbestos sheets which serve as the dia- 
phragm supported by the cathode. The gap between the cathode and the anode 
surface is only about %" and the lower ends of the graphite anodes are kept 
separated from the cathode, and from each other, by means of porcelain spacers. 
From the anodes, the current travels through the brine and through the asbestos 
diaphragm supported by the cathode which in the newer type is W-shaped. 
From the cathode the current is collected by another bus-bar which delivers it 
to the graphite anodes of the cell next in series, and so on. Enclosing the per- 
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forated iron sheet and the asbestos diaphragm is a space or cathode chamber in 
which the electrolyzed brine collects and drains out of the cell from the bottom 
through a Udoop seal. The cathode chamber consists of a steel tank carrying a 
half-inch pipe for the outlet of the effluent at the bottom, and a vent pipe for the 
exit of the hydrogen gas. (Sec cross-section view, Figure 9.) 

The anode chamber, which is set on the top of the steel tank, is constructed 
of carefully deposited concrete, consisting of 1 part cement to 3 parts clean stone 



Fig. 9. AIlen-Moore KML Alkali-Chlorine Cell in Cross Section. 

or quartz pebble crushed to l^in. size. The inside surface of the concrete is 
painted with a coal-tar protective paint. The chlorine outlet is located on the 
top of the concrete anode chamber. The anodes consist of individual Acheson 
graphite boards, VA" thick X 30" long X 6"-8" wide. Joints, if any, are care- 
fulij* machined and fitted to one another to minimize voltage drops. These 
gi^plf'e anodes last about 12 to IS months while the asbestos diaphragms last 
kopi to 18 weeks. 

jell has an overall length 8 ft. -6 in., width 1 ft .-2% in., and height 3 ft., 
weighiflo; Approximately 1330 lbs. The height of the pier and insulator is 1 ft.- 
5 in. ^ut out a cell, the current is short-circuited by clamping a copper bar 
onto the anode bus-bar on^tlie cell to be cut out and connecting it to the anode 
bus-bar of the next cell.-' 

Operation’ 6 j the ' Cells. The brine level is maintained constant by means 
of a special float control located at one end of the cell. Brine is fed from a cast* 
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iron header to the anode compartment from a head tank, the header being pro- 
vided with a tee for each cell, connected by a union to a nipple next to the ru^^r 
valve which carries a flexible rubber tubing for delivering brine to each cell. The 
weak liquor, or cell effluent, fropa each cell is drained continuously into a con- 
crete trough, running to weak liquor storage tanks. 

Hydrogen gas is let out into the room through vent pipes, on top of the 
cathode chamber, or else is collected and compressed into steel cylinders at 120 
atmospheres pressure. In several plants, hydrogen gas produced this way has 
been utilized for the hydrogenation of oils. With the development of s^mthetic 
ammonia process for the manufacture of ammonia, hydrogen gas has formed an 
important raw material for direct union with nitrogen. Also, it may be burned 
with chlorine gas for the manufacture of hydrochloric acid. Chlorine gas is 
collected through a stoneware pipe located on top of the anode compartment, 
and is drawn by means of a stoneware or hard lead exhauster through the ab- 
sorption towers when bleach is to be made. The top of the anode chamber is 
covered with concrete and the whole is luted over with coal-tar cement to pre- 
vent leakage of air into, or of chlorine gas out of, the anode chamber. 

The voltage across each cell is taken once a day and the cell effluent tested 
for strength of caustic and the presence of hypochlorite. Anode gases are tested 
by an Orsat apparatus to determine electrical efficiencies. Systematic records 
are kept of each cell. The voltage is maintained at about 3.5 volts per cell. 
The asbestos diaphragms gradually become clogged by solid deposits from cal- 
cium and magnesium hydroxide^ in the electrolyte, whereby the resistance to the 
flow is increased. To maintain the flow constant, therefore, it is necessary to 
raise the float and run a higher static head of the electrolyte on the diaphragm. 
With new diaphragms in a cell newly cut in, the rate of flow may be momentarily 
as high as 35 1. per hour, but in the course of time it gradually diminishes to 
about 20 1. per hr. Efficiency tests show that with a total current of 1500 amp. 
passing through the cells, the volume of effiuent from each cell should be from 
20 to 22 1. per hr. At the end of 18 weeks or so, the asbestos diaphragm may 
get choked so badly that proper flow cannot be maintained with the brine level 
at the highest point. It is therefore necessary to cut the cell out, renew the 
asbestos diaphragm, and clean the iron sheet cathode. A new diaphragm is 
made with three layers of asbestos paper for the bottom half and two layers for 
the top half. After a cell has been cleaned and assembled with a new diaphragm, 
the brine is fed in. ^ 

When the electrolyte has reached the top of the cathode chamber and normal 
flow has been reached, then and only then should the cell be cut in. At first, 
when the cell is cold, the resistance is high and the voltage drop across the cell 
will be temporarily excessive. But as the cell is gradually warmed up, this volt- 
age ^vill drop to 3.3 volts and then rise gradually to 3.5 volts. On the other 
hand, the new asbestos diaphragm being open, the flow for the time being may be 
high, causing an excessive amount of unconverted salt in the cell effluent. As 
the diaphragm gradually gets clogged up, however, the flow diminishes. After 
three or four months of continuous running it may fall below 16 1. per hour. It 
IS then time to change the asbestos diaphragm, as the reduced rate of flow causes 
the formation of much hypochlorite in the anodic liquor and reduces the current 
efficiency. Oftentimes the addition of some hydrochloric acid to the feed will 
prevent the formation of hypochlorite. 
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The current density employed in these cells is about 0.4 amp. per sq. in. The 
current efficiency is 93-94 per cent, while the overall power efficiency is about 62 
per cent. The decomposition efficiency of NaCl i^ less than 50 per cent. The 
temperature of the cell liquor is about 43** C. 

Some of the typical opera tmg results of these cells are given in Table 26. 

TABLE 26 — SOME TVPICAL OPEIMTINO DATA OF ALLEN-MOORE CELLS 


Sp. gr. of liquor 1.21 

Percentage of NnOH in liquor 87 

Percentage of NaCl in liquor 15.3 

Caustic soda per cell per day 110 lb. 

Chlorine per cell per day 98 lb. 

Current per cell (approx.) 1,500 amp. 

Voltage per cell 3 5 v. 

Active anode surface per cell (approx.) ... 25 sq. ft. 

Current density (approx ) 55 amp. per sq. ft. 

Current efTicienc 5 '' 93 per cent 

Power efficiency 62 per cent 


The Vorce Cell — comparatively recent development is the Vorce cell^^ 
which enjoys a very wide popularity in this country and which in certain cases 
IS replacing the rectangular types of cells. The cell is shown in Figure 10 and the 



Fig. 10. The Vorce Cell. (Cour- 
tesy Dr, L. D. Vorce) 



Fig. 11. Anode and Cathode 
Assemblies of the Vorce Cell. 
(Courtesy Dr, L. D, Vorce) 


anode and cathode assemblies are shown separately in Figure 11. They are cir- 
cular and compact and have much lighter weight per unit of output than the 
Allen-Moore cells. They are constructed of sheet steel in the cylindrical body 
26 inches diameter, 42 inches high, and of concrete asbestos composition in the 
bottom and top. Inside the steel tank are the cathode iron screen and asbestos 
diaphragm, and inside the asbestos diaphragm is a circular row of 24 small 
graphite slicks (2 in. X 2 in. square) all suspended from the top, serving as an- 


33 Vorce, L. D., '‘Unit Process and Principles of Chemical Engineering,’' edited by 
J. C. Olsen, p. 378, D. Van Nostrand Co., Inc., first edUion (1932). „ 

For further details about Vorce cells, see Hou, T« P., Manufa^ure of » 
Chapter XX, “Manufacture of Electrolytic Caustic, Chlorine and Chlorine P 
ucts,” second edition, Reinhold Publishing Corp., New \ork (1942). 
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odes. The chief advantages of these cells are the saving in floor space; the 
greater active anode surface per unit cell volume; the integral construction of 
the anodes, eliminating joints; and the high purity in the chloriuAgas obtained. 
The Yorce cells are now extensively used in the United States. The description 
of the operation of the Allen-Moore cells applies in a general way here and we 
shall not enter into any details in the method of operation, except mentioning 
that the life of the anodes is somewhat longer. Anode life may be increased by 
the treatment of the graphite with boiled linseed oil, although this causes a slight 
increase in the electrical resistance of the graphite. The repairs and renewals in 
these cells are greatly simplified and may be effected, if necessary, by lifting off 
the whole cell bodily. 

A new development in the construction of the Vorce cells consists of intro- 
ducing an extra cathode inside the row of graphite anodes, which adds more 
cathode surface and which also reduces the gap. This further reduces the ter- 
minal voltage per cell and eventually the average working voltage per cell may 
fall to below 3.0 volts, thereby increasing the power efficiency to above 70 per 
cent. The capacity of the cell then may be doubled by doubling the amperage 
without, however, exceeding the regular voltage of a standard cell. 

The Hooker Type S Cell — Lately large units of diaphragm cells have been 
developed by Hooker Electrochemical Co. of Niagara Falls, N. Y., in the so- 
called S type cell. It is a square type using concrete and steel construction as 
shown in Figures 12 and 13. Hence the name cubical cells. Their distinctive 
features are: the deposited asbestos diaphragm and closely packed alternate 
anodes and cathodes, so that the electrode surface is more nearly proportional 
to the cube, rather than the square, of the linear dimension. Further, the anode 
graphite blades are supported from the bottom, being embedded in a lead slab, 
and the cathode iron fingers, supported horizontally from the steel frame, project 
into the narrow spaces between adjacent anode blades. There are 30 of each of 
these electrodes arranged in two main rows, filling the space of the cell, with a 
central lane for the brine flow. The anodes are thus submerged in the brine, 
free from the top, so that the spacing between any adjacent electrodes inside the 
cell is closely set and may be checked before the cover is put on. The cell has a 
large output and high electrical efficiencies. The outside dimensions of the cell 
are 4 ft.-6 in. wide by 5 ft. long by 3 ft.-8 in. high. Typical operating results are 
given in Table 27, 

TABLE 27 — SOME TYPICAL OPERATING RESULTS OF HOOKER S CELL 


Terminal voltage 3.28-3.45 v. 

Current per cell 5,000-7,000 amp. 

Current density, anode 55 ampysq. ft. 

Current density, cathode 47 amp./sq. ft. 

Current efficiency 94-95 per cent 

Energy efficiency 64-66 per cent 

NaOH per KW-hr 0.91-0.94 lb. 

NaOH per cell per day 455 lb. 

Chlorine per KW-hr 0.84 lb. 

Chlorine per cell per day 413 lb. 

Life of anode 350-600 days 

Life of diaphragm 175-250 days 


« Stuart, K. E., Lyster, T, P, B., and Murray, R. L., Chem. & Met., 45, 354 (1938). 
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The Mercury Cell — One of the earliest cells used for the electrolysis of brine 
was the Castner cell, wherein mercury acts as an intermediate electrode in place 
of a diaphragm. In the original Castner cell, the body is made of slate or con- 
crete, the general dimensions being 4^ X 4^ X 6^^ high. Graphite blocks are used 
as anodes placed at each end, while iron grids are used for cathodes in the central 
compartment. ’Mercury used as the intermediate electrode lies at the bottom. 
Brine is electrolyzed in each end compartment. Chlorine is liberated at the 
anode and the sodium metal liberated becomes amalgamated in the mercury. 
At intervals, the cell is rocked by a cam and the amalgam at each end compart- 
ment is allowed to come to the central compartment containing the iron 
cathode, where sodium metal reacts with water forming caustic soda solution, 
and hydrogen gas evolves. The terminal voltage of the cell is somewhat 
greater than for the cells previously described, being about 4.1 volts. 

The particular advantage of this cell lies in the fact that it produces caustic 
solution free of sodium chloride, because the sodium hydroxide is formed by 
the reaction of the sodium amalgam with chloride-free water in the cathode com- 
partment. The caustic concentration is also higher than for other cells, requiring 
less evaporation of water to produce marketable caustic. Despite these advan- 
tages, the original Castner cell had a checkered career. Its low energy efficiency 
and numerous mechanical difficulties rendered it practically obsolete for a 
time. But the demand in recent years for pure caustic, particularly by the rayon 
industry, gave impetus to its improvement. Modifications have been made and 
put into operation, particularly by the Mathieson Alkali Works, Inc. One of 
the modifications is the Sorensen type cell consisting of cast-iron frame lined 
with concrete. Another is the huge Krebs type cell using ebonite and iron frame, 
taking current up to 15,000 amperes per cell. In either of these newer types, 
mercury is used directly as the cathode, and the amalgam is sent to a denuding 
chamber for decomposition. 

Cell Efficiencies, Considerable advance has been made in the construction 
and operation of the alkali-chlorine cells of the vertical diaphragm type, resulting 
in the reduction of cell voltage and in the increase of both power and current 
efficiencies. Power and salt are the two largest items of cost, accounting for 
two-thirds of the total cost of production in this electrolytic process, so it is 
imperative that power consumption (and consequently voltage per cell) be kept 
low and the utihzation of salt (and consequently current efficiency) be continu- 
ally improved. Figure 14 shows the trend of the reduction in the cell voltage 
for the last three decades. Figure 15 shows the improvement in the power and 
current efficiencies during the same period. 

Evaporation of Caustic Solutions — The cell effluent is collected in liquor 
storage tanks from which it is pumped to evaporators for concentration. 
Zaremba, Swenson, or Buffalo Foundry evaporators of submerged vertical tube 
type with salt catchers or separators are among the ones most generally used. 
Two effects (and sometimes three) are generally employed. According to the 
practice of one plant, each evaporator is 80 inches in diameter by 12 feet high 
holding about 1000 gals, of the liquor. In the first effect, exhaust steam, or live 

concerning the operation of this type of evaporator, see Chap- 
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4oyedf and the pressure above the liquor 
. gauge pressure. The liquor is sucked 
re the vacuum above the liquor is about 



YEAR 

Fig. 14. Reduction in Cell Voltage. 


27 in. Hg. Condensed steam from both effects goes back to the boiler as feed 
water. On top of the second effect (or last effect) is located a separator, to the 
outlet of which a barometric condenser is attached, with connection to a vacuum 



_J 






CUR 

^ENT 


n 





_ 

1 












— ' 


- 

U-7r“ 


f A / 

k 



1 















1 


p- 





t 


cr 

o 




K 

UJ 

5 

O 

a. 




449 


ALKALI AND CHLORINE PRODUCTION 

TABLE 28 — ANALYSIS OP STRONG CAUSTIC FROM EVAPORATOR 

Sp. gr. at 25" C 1.475 or 47" Be. 

NaOH 628 g. per 1. 

NaCl 47.2 g. per 1. 

Na 2 S 04 3.0 g. per 1. 

It ^vill be seen that a great deal of the NaCl and Na2S04 will have been 
separated from the strong caustic here. The strong liquor (47° Be.) is drawn to 
water- jacketed settling tanks where, on cooling, more salt is separated out. If 
solid caustic is desired, this clarified 47° Be. caustic is decanted and further 
concentrated in cast-iron open pots by direct fire for two to three days. The 
molten caustic is then ladled to steel drums, as explained under caustic soda 
manufacture,^^ 

The salt from the catchers is washed until it contains about 0.1 per cent 
NaOH, when it is dissolved with warm water and the solution used for treating 
raw brine in conjunction with soda ash treatment. The wash water is sent back 
to the evaporators with the weak liquor. When these NaCl and Na2S04 crystals 
are dissolved up and sent back to the raw brine treating tanks, the Na2S04 will 
accumulate in the brine, causing low efficiency in the cells. To get rid of Na2S04, 
when necessary, BaClz solution may be employed. 

As the evaporator tubes are often made of steel, any hypochlorite carried in 
the weak liquor (or cell effluent) will attack these tubes very rapidly, causing 
corrosion in the steam chest and leaks in the tubes. It cannot be too strongly 
emphasized that all efforts must be made to keep the cell effluent free from 
hypochlorites, or the upkeep on the evaporators will be heavy. If proper atten- 
tion is given to the operation of the cells, these tubes should last for more than 
two years. 

Nickel tube evaporators are far more satisfactory and are being increasingly 
used. They are especially recommended where high pressure steam is employed 
and high concentration of caustic liquor is to be obtained. With 75 lb. pressure 
steam it is possible to concentrate liquid caustic in nickel tube evaporators to 
60-70 per cent NaOH. 

Manufacture of Liquid Caustic — Caustic liquor of about 50 per cent 
NaOH obtained from the last effect of the evaporators or from the final evapora- 
tor is also sold directly as liquid caustic to the rayon industries. Because of the 
very stringent requirements regarding the purity of the caustic, an attempt is 
sometimes made to produce liquid caustic which is practically free from salt. The 
50 per cent caustic after complete settling and decantation is again diluted to 
about 37® Be. and cooled to about 3° C. when hydrated caustic crystals of 
NaOH • 3%H20 and NaOH * 4 H 2 O separate out, leaving salt in solution. These 
hydrated crystals of caustic are then filtered off and melted by heating, and the 
solution is again brought to 50 per cent concentration by evaporation and sold 
as pure liquid caustic. This operation for removal of salt is not necessary for 
caustic made in the mercury cells. This recrystallization operation also removes 
some of the impurities, such as iron salts which may come from corrosion of steel 
evaporator tubes and bodies. Liquid caustic for rayon manufacture is now made 
by several manufacturers in all-nickel evaporators in which not only tubes are 
See p. 432. 
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made of nickel but also evaporator sections themselves. Other equipment 
handling tlie caustic liquors, such as coolers, storage tanks, etc., may be nickel- 
clad, while pumps may be made of stainless stedl. This eliminates the possibility 
of getting iron in the solution and makes a belter rayon quality caustic. 

The production of solid caustic was described on page 432. 

Preparation of Liquid Chlorine — The list of the uses of the chlorine pro- 
duced by the electrolytic cells is grownng with extreme rapidity. The manufac- 
ture of hydrochloric ^icid from chlorine has been described previously its 
utilization in the bleach industry and in organic and inorganic syntheses is 
handled in subsequent chapters.^® 

One of the interesting industrial developments of recent years has been the 
great expansion in the use of liquid chlorine for many purposes. To produce 
liquid chlorine the gas is kept ns rich as possible by avoiding air leakages and 
excessive vacuum in the main. The gas is first dried by passing up through a 
tile-packcd stoneware tower, with 93 per cent sulfuric acid passing down counter- 
current ly. The gas is pulled through the drying tower by means of a rotary 
pump, such as Nash 'Tlytor,” using also 93 per cent acid as seal. Each p\imp 
can develop a pressure as much as 25 lbs. gauge, compressing the chlorine gas 
through a refrigerating system kept at a temperature of about *-12® C. Chlorine 
gas under this pressure and at this temperature is liquefied. The dry liquid 
chlorine may be safely handled in steel cylinders containing 100-150 lbs. each, or 
in steel tank cars. 
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The dilute gas is passed through ice water, which dissolves tlie CI 2 O to produce 
a 10-15 per cent solution of hypochlorous acid, in which the other gases are diffi- 
cultly soluble: CI 2 O + H20-^2H0CI. This .acid is neutralized with lime (at 
a low temperature to prevent decomposition) and the resulting solution of 
calcium hypochlorite is filtered, and then spray dried. 

Japanese ProccssJ Milk of lime is partly chlorinated, and dibasic calcium 
hypochlorite (Ca(0Cl)2* 2Ca(OH)2) separates as hexagonal plates, which are 
settled and centrifuged free of the chloride-containing mother liquor. The dibasic 
crystals are then decomposed with water, and the lime is filtered off to be 
chlorinated in a repetition of the cycle. The weak calcium hypoclilorite solution 
is concentrated by evaporation in vacuo and dried. In a variation of this process, 
bleaching powder is stirred into strong bleach liquor, forming a precipitate of 
Ca(0CI)2* 2H2O and basic salts, which are filtered off and dried. 

Imperial Chemical Industries Process (Etiglish).^ Dibasic calcium h>^o- 
chlorite is first prepared in hexagonal plates. Part of this is obtained by partial 
chlorination of lime, and the balance by mixing milk of lime slurry with filtrates 
of high available chlorine content. The basic salt is separated by centrifuging, 
suspended in water and chlorinated until most of the lime is used up: 


Ca(OCl)2-2Ca(OH)2 + 2CI2 = 2Ca(OCI)2 + Cade 

Most of the calcium hypochlorite is precipitated as the dihydrate. Because this 
forms from a solution of low calcium chloride concentration, the ciy^stals are 
larger than those obtained in the German process and hence are easier to filter. 
The cr^^stals are filtered off and dried. The filtrate is then treated vnth milk 
of lime to fonn more of the dibasic salt and a liquor low in available chlorine 
content, which must be used for other purposes or discarded. 

Thann Process (French)!* Dibasic calcium hypochlorite is added to a cal- 
cium hypochlorite-calcium chloride brine, in which it is chlorinated. Further 
additions of the dibasic salt and of water are made at inter\\als, and portions of 
the sliirrj" are vathdrawn for filtration when the calcium hj-droxide is nearly all 
used up. Proportions are chosen to keep the slurrj^ quite thin, much of the filtrate 
being returned to the chlorinator for this purpose. The surplus filtrate is treated 
with an excess of lime, and the resulting slurr>' is partly chlorinated to produce 
the dibasic salt required in the process, and a byproduct liquor of low available 
chlorine content. The crj^stals of caldura hypochlorite dihydrate are fairly well 
formed, due to the dilution of the slurrj^ they are grown in. The available 
clilorine in the "waste liquor is less than that in the Imperial Chemical Industries 
process. 

Bleach Liquor — K very large part of the chlorine used in bleaching pulp is 
actually used in tbe form of a calcium hypochlorite solution. In the usual pro- 
cedure, milk of lime is put into a concrete tank, and then circulated through an 
outside centrifugal pump. Liquid chlorine is introduced into the suction side 
of the pump at such a rate that the lime is not overchlorinated. Sweep agitators 
are used to keep the lime in suspension, and lead cooling coils are used to mmi- 


'tUrano, Saburo, Trans. Am. Electrochem. Soc,, 49 ^ 65-73 (1926) and Jap. Patent 

Mtish Patents Nos. 37S,S47 and 404,627.S 
'tish Patent No. 487,009, 1^ v 
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mize decomposition from overheating. When fimshed, the tank is settled, the 
clear bleach liquor is pumped off, and the sludge is washed with water before 
discarding. The usual concentration of calcium hypochlorite bleach made in 
this way is 30 to 80 grams per liter of available chlorine. Basic compounds are 
first formed if the available chlorine content is 100 grams per liter or higher. 
A liquor containing more than about 170 grams per liter would settle with diffi- 
culty. The finished liquor should be slightly alkaline to phenolphthalein (flash 
test), and not over 25-30° C. in temperature. Low magnesia lime, well btirnt 
and quick-settling, is preferred for this use. Bleach liquor decomposes \ rate 
of 1 to 2 grams per liter per week in the winter and faster in the summer time. 

Sodium Hypochlorite — Relatively stable solutions can be made, but solid 
sodium hypochlorite, either hydrated or dry, is unstable and not commercially 
available. Solutions are made by chlorinating caustic soda, or sometimes soda 
ash, in ceramic, glass lined, or rubber lined tanks. For commercial use the usual 
strength made is 10 to 15 per cent available chlorine. Household-bleach solutions 
usually contain 3-5 per cent available chlorine. The temperature should be kept 
at about 35° dnrmg chlorination^ a nd a slight excess ot ^alEalT must be left in 
TEe^olution to s tabilize it . , Over-chlorination will cause ra pid decomposition to 
chlorate and chl o ^e by the reaction 3NaC10 = NaClOa + 2NaC l. Iron, cop^ 
per, manganese, in fact most metals, will render the solution imstable, even il 


only tmces are nrese nL. 

Tre'j^ration from Calcium Hypochlorite, Sodium hypochlorite solutions are 
readily prepared from calcium hypochlorite by the addition of soda ash or 
sodium sulfate: 

Ca(OCl )2 + Na2C03 = CaCOs + 2NaOCl 


After the carbonate has settled, the sodium hypochlorite is decanted off. Ready 
mixed preparations of this sort, in dry form, are available on the market. The 
original ‘'Javelle water” of antiquity was made from bleaching powder solutions 
by the addition of potassium carbonate, in a similar manner. 

Electrolytic bleach is the name generally applied to solutions of sodium hypo- 
chlorite prepared by electrolysis of salt solutions. Only weak solutions can be 
efficientbun^P Ared. containing 1 5 to 35 grams periiter of available chlorine. 
Installations of this kind are therefore located at the point of use, generally in 
the bleaching departments of textile mills.*^ Electrolytic bleach was popular be- 
fore the advent of liquid chlorine, but today there are no installations in the 
United States and not many in Europe. 

Alkyl Hypochlorites— Hypochlorous acid reacts with most alcohols to form 
alkyl hypochlorites, which are, for the most part, oils insoluble in water. Only 
the tertiary alkyl hypochlorites are sufficiently stable to be commercially interest- 
ing. Tertiary butyl hypochlorite is prepared by over-chlorinating sodium hypo- 
chlorite solution in the presence of the alcohol: 


NaOCl + Cb + 2 C 4 H 9 OH = NaCl + 2 C 4 H 9 OCI + H 2 O 

The oil is readily separated from the salt solution. 

Uses for Hypochloritc^Bleach liquor (calcium hypochlorite solution) is 
made and consumed m large quantities by the paper mills for bleaching the 

^ See Chapter 29. 
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piilp.^ In the textile industn^ the vegetable fibers, chiefly cotton and rayon, are 
bleached ^ both in the form of y^m and finished goods, wth a '^chemic** contain- 
ing hypochlorite* Sochum hypochlorite is extensively used in laundries^® for 
whitening the goods right in the wash wheel. 

Because of its germicidal properties, hypochl oii^ is used for water purifica - 
tion, especially in remote locations where liquid chlorine is uno btainable, or in 
disaster w he n the safe municipal water supply is cut o^ff* It is of im- 
portance in surgery, where the 0.5 per cent NaOCl solution with carefully 
adjusred pH, known as Dak in solutio n, is used to^ ste ri lize open wounds and 
incisions, H 3 T} 0 chlorite is used f o r many other sam ta ry purposes, including 
treatment of night s oil, dusting poult r 3 % killing fungus, disinfecting swimming 
pools, sterilizing cold-storage rooms, and s terilizing dairy equ ipment. 

H\y)ochIoritcs airoTmcTmany chemical uses as an oxidizing agent, notably in 
petroleum refining, manufacture of dye stuf fs,^ I and preparation of ox>*gen gas . 
The alliyl hypochlorites have found limited use in shrink-proofing wool, manu- 
facture of pure calcium Inyiochlorite, and in organic s3Tithesis.^- 

Gectain inorganic compounds, such as ^tri-sodium phosphate, have the ability 
to hold a small percentage of sodium bypoddorite snM soluuon, and 
substances are relatively stable. They are used as cleansers and detergents. 


CHLORITES 

The salts of chlorous acid (HCIO 2 ), known as chlorites, have not been 
commercially available until quite reccntl}* (1940). Sodium chlorite is a power- 
ful oxidizing agent, and contains, when pure, 156.9 per cent “available chlorine,” 
The commercial product contains about 80 per cent NaCl02 or 125 per cent 
available chlorine. Chlorites will bleach cellulosic materials both on the alkaline 
and on the acid side. They have a strong affinit\' for sulfur, sulfides and sulfites, 
and will attack rubber vulcanized with sulfur. Sodium chlorite is readilj' soluble 
in water, a saturated solution containing 39 per cent NaC102 at 17® C. The solid 
is not deliquescent and is completely stable when stored under ordinary condi- 
tions. Solutions are quite stable if kept neutral or slightly alkaline, although they 
decompose veiy slowh' on boiling. Chlorites are decomposed by acids, with 
liberation of chlorine dioxide gas: 

5Xaa02 “f 2H2SOi = 4C102 + NaQ -f + 2 H 2 O 

and by chlorine, also udth liberation of chlorine dioxide gas: 

2NaC102 4- CI 2 = 2NaCl -b 2 CIO 2 

Manufacture — process has been developed by the !Mathieson Alkali 
Works which utilizes lime, chlorine, caustic soda and carbon. Lime and 

® See Chapter 37. 

® See Chapter 29. 

See Chapter 42. 

See Chapter 28. 

See Chapter 3. 

”U. S. Patents Nos. 2,092,945; 2,036,375; 2,036,311; 2,031,681; 2,092,944; and 
2,108,976. All to Mathieson Allmli Works, Inc. 
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chlorine are first converted to calcium chlorate by over-chlormation at elevated 
temperatures: 

6Ca(OH)2 + 6CI2 = Ca(C103)2 + fiCaCb + 6H2O (1) 

The chlorate liquor is then treated with hydrochloric acid in the cold: 

Ca(C103)2 + 4HCI = CaCl2 + 2CIO2 + CI2 + 2H2O (2) 

The liberated gases, diluted with air, are contacted with lime, which preferen- 
tially absorbs the chlorine. This lime is then used in reaction (1). The chlorine 
dioxide is then removed from the air stream by scrubbing with a caustic soda 
solution in the presence of carbonaceous matter and Inne: 

4NaOH + Ca(0H)2 + C + 4CIO2 = 4NaCl02 + CaCOs | + SHaO (3) 

After filtering, to remove the CaCOa, the solution of NaClOa is evaporated and 
drum dried. 

Uses— Sodium chlorite is now being used commercially in bleaching paper 
pulp. Kraft pulp can be bleached to a high whiteness without loss of strength. 
In practice, the pulp purification process is carried as far as possible without 
damage to the fiber using chlorine and hypochlorite; then the chlorite bleaching 
process is applied to finish the pulp to a high white, while preserving strength. 

Chlorite is also used in the bleaching and finishing of cotton, rayon and 
celanese. It is commonly used in acid conditions along with a detergent to obtain 
a scouring and bleaching in one step. It is also employed under extreme alkaline 
conditions at high temperature in the kiering operation where it is effective 
in starch and mote removal. It is of value in the bleaching of linen, wood sur- 
faces, straw, oat hulls, ramie and hemp, and in the purification of cotton linters. 
It is a convenient source of pure chlorine dioxide (see previous equations) which 
is useful in pulp purification, flour bleaching and fungicide for fruit. Chemically 
pure NaClOa is also used as an analytical reagent in the determination of sulfur 
compounds. 


CHLORATES 

The salts of chloric acid (HCIO3) are called chlorates. They are powerful 
oxidizing agents under certain conditions, but do not liberate ^'available chlorine^^ 
as do the hypochlorites and chlorites, and hence cannot be used for bleaching. 
Potassium chlorate is an essential ingredient in making matches, and sodium 
chlorate is now extensively used in controlling weeds in agriculture. 

Chlorates have been made at Niagara Falls since 1897 Recently announced 
is a new chlorate plant in the state of Oregon, which will utilize Bonneville 
hydroelectric power. The United States consumption of sodium, potassium, and 
barium chlorates taken together amounted to about 16,000 tons in 1935, and has 
been increasing steadily since. About 25 per cent of this consumption was for- 
merly imported, chiefly from Germany and France. Present producing capacity 
is now sufficient for domestic needs. Abroad the chief chlorate-producing coun- 
tries are Sweden, Germany, France, Italy and Japan. 

^^See Chapter 37. 

Oldbury Electrochemical Co., Niagara Falls, N Y 

i«Penns>dvaiiia Salt Co., Tacoma, Washington. 
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Manufacture — Chlorates are made directly or indirectly by the electrolysis 
of chlorides. Direct electrolysis is generally known as the “electrolytic method ” 
while those processes which use chlorine and alkali arc generally known as 
“chemical methods.^' Either sodium or potassium chlorate may be made in the 
same electrolytic cells, but the method of recovery of the chlorate crystals will 
differ, because of the different solubilities of the sodium and potassium systems. 
In the chemical process, calcium chlorate is first made, which can be converted 
to potassium chlorate, but not sodium chlorate. Barium chlorate can be prepared 
from either sodium or potassium chlorate by double decomposition. The proc- 
esses now to be described are typical, although many variations would be found 
between different plants. 

Electrolytic Methods — The fundamental reaction is 

NaCl + 3HoO + 6 Faradays = NaClOa + 3H2 

Actually caustic soda is liberated at the cathode, and chlorine at the anode. 
However, since there is no diaphragm in the chlorate cell, mixing occurs, and 
these primary products react to form chlorate and some hypochlorite. For the 
most efficient production of chlorate the pH of the electrolyte is controlled in 
order to insure the presence of h 3 ^pochIorous acid, which then reacts with the 
sodium hypochlorite to produce chlorate. The concentration of HCl in the elec- 
trolyte is generally" kept at about 5 grams per liter. To protect steel parts of 
the cell, and other steel apparatus in contact with the electrolyte, it is now com- 
mon practice to maintain a concentration of about 2 grams per liter of sodium 
dichromate in the liquor, which inhibits corrosion. 

Cell bodies arc generally made of steel, which in some tjqDCS, are cement 
lined. They maj'' also be of stoneware, or may be lead lined. The cathodes are 
nearly always of steel. The tank walls may also form part of' the cathode 
surface. Cathodes may be in the form of steel plates, steel \rire screen, or steel 
pipes, through which cooling water is circulated. Anodes may be in the form 
of graphite plates or rods, platinum or platinum-iridium wire, or fused-magnetite- 
covered copper rods. The cathode and anode surfaces are usually arranged in 
close proximity, cathodes alternating with anodes in parallel vertical planes. 
Chlorate cells are generally wator cooled. 

Operating Characteristics. Operating conditions vary in different installa- 
tions. In certain European ])lants only 30-50 per cent of the salt is converted 
in one passage through a bank of cells. In other plants G5-75 per cent of the salt 
is converted. The cells may be operated batchwdse or continuously. The theo- 
retical cell voltage is 1.6 volts, but in practice 2.8 to 3.5 volts are required. The 
best current density on the anode, according to Groggins,^^ is from .2 to .3 
amperes per .square inch; on the cathode, about .1 ampere per square inch. The 
lower the temperature the more favorable the current efficiency. At 44*’ C., the 
current efficiency is 75-80 per cent; at 25** C., 80-85 per cent. The power re- 
quired is about 3 to 3.3 kilowatt hours per pound of eitlier KCIO 3 or NaClOs. 

Recovery of Chlorate. JThe liquor fed to the cells contains about 125 grams 
per liter NaClOa and 235 ^*ams per liter of NaCl. The liquor from the cells 

Groggins, P. H., and Associates, Chem. & Met. Eng., 44/ 302 (1937), and 4^/ 092 
(1938). 
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Avill contain, typically, 500 grams per liter of NaClOs and 70-80 grams per liter 

ofNaCl. There are three possible ways to recover the chlorate 

1. By evaporation hot, throwing out NaCl until the solution is saturated with 
NaClOa, followed by cooling to room temperature to crystallize the NaClOa. 
This method is not suitable for KClOa. 

2. By chilling the cell liquor to crystallize the NaClOs or KClOs. 

3. By salting out the chlorate by addition of NaCl or XCh 

typical plant, operating bj'' the third method, dissolves rock salt in the cell 
liquor at 44° C. This liquor is then filtered to remove carbon particles and slime. 
The filtered liquor is cooled to 20° C., and NaClOs crystallizes. The crystals are 
centrifuged, dissolved in hot water and recrystallized, the second mother liquor 
being recycled. The pure crystals are w’^ashed, dried and ground. The first 
mother liquor is then recycled through the cells. 

Consumptions in a plant making 250 tons NaClOa per month would be, per 
ton of NaClOs, about as follows: salt, 0.60 ton; graphite, 20 pounds; hydrochlo- 
ric acid, 35 pounds; sodium dichromate 10 pounds; electric power 6600 kilowatt 
hours; labor, 20 to 30 man hours. 

Chemical Method— Calcium chlorate is first made by countercurrent chlori- 
nation of milk of lime in towxrs or closed agitated tanks. In all except the last 
tank, the chlorine is absorbed to form calcium hypochlorite. The temperature 
should be above about 40° C. to prevent the formation of insoluble basic com- 
pounds, but not above about 55° C., where decomposition with loss of oxygen 
begins to be serious. In the last tower the solution is over-chlorinated, and under 
these conditions, at about 70° C., the h3^pochlorite is efficiently converted to cal- 
cium chlorate. The solution is then filtered, and should contain at least 125 grams 
per liter of Ca(C103)2, and not over 5-10 grams per liter of Ca(0Cl)2. The 
reaction system may be made of cast iron, lead, rubber-lined steel, or stoneware. 
The chemical efficiency is 95 per cent. 

Pulverized potassium chloride is now added to the calcium chlorate liquor. 
KCl dissolves and KClOa cr5^stallizes out on chilling with artificial refrigeration. 
The crude KCIO3 is centrifuged, redissolved, and recrystallized, and the mother 
liquor from the last step is recycled. The pure KCIO3 is carefully dried and 
ground (for match manufacture). Aluminum apparatus is extensively used on 
the potassium end of the process. 

Consumptions, per ton of KCIO3, will run about as follows: KCl (98 per 
cent), 0.7 ton; lime (96 per cent CaO), 2.0 tons; chlorine 2.16 tons; coal, for 
heating, crystallizing, drying, 0.035 ton; labor, 4 to 6 man hours. 

Uses for Chlorates — Sodium chlorate is now used extensively as a weed 
killer. It is probably the most efficient general herbicide available, being useful 
in practically all climates and soils. It is not used for explosives because of its 
deliquescent properties. It is used in textile dyeing and printing and for bleach- 
ing certain inorganic acids. 

Potassium chlorate, wdieu mixed wdth dry organic matter, is a dangerous 
explosive. It is used extensively in the manufacture of matches, fireworks, ex- 
plosives, ammunitions. It is used in the manufacture of paper, dry colors, ffiks 
and dyestuffs. It is also used as a general antiseptic in medicine. 

Barium chlorate is used in the manufacture of fireworks. Ammonium chlorate 
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is Bot stable. Cakivim chlorate is used in the manufacture of potassium chlorate, 
and in the manufacture of sodium chlorite. It is also used to some extent as a 
weed killer. 

PERCHLORATES 

The salts of perchloric acid (HClOi) are the most stable of all the oxychloride 
salts in the series hypoohlorite-chlorite-chlorate-percMorate. The salt usually 
first manufactured is sodium perchlorate, but because of its axtreme solubility 
in water, it is usually converted to the perchlorate of other metals, such as potas- 
sium, barium, strontium or ammonium, for commercial application. 

Sodium perchlorate is made by the electrolysis of sodium chlorate, according 
to the reaction NaClOs 4- HaO + 2 Faradays = NaCIO^ + Ha. The cells used 
are quite similar to the chlorate cells described in tlie pre\’ious section. Per- 
chlorate cannot be efficiently made directly from salt. Starting uith sodium 
chlorate, a high current density, preferably 4-S amperes per square inch on the 
platinum anodes, is used. The electrolysis is usually carried out batchuise, and 
the current efficiency is high at the start, falling off at the end, but with an 
average value of about S5-95 per cent. Water cooling the cells improves the cur- 
rent efficiency but increases the voltage (5j?5 to 6.45 volts). Starting with a 
chlorate concentration of about 645 grams per liter, the electrolysis will bring 
the chlorate down to about 5-50 grams per liter, B-ith an overall energ>' consump- 
tion of about 1.3 to l.G kilowatt hours per pound of sodium perchlorate. 

Potassium perchlorate is the least soluble of the perchlorate salts and is readily 
prepared by the addition of KCl to a solution of NaCiO-i. This salt is stable in 
air. Ammonium perchlorate is prepared by double exchange with NH 4 CI or 
(NH-})2S04. Its solubility changes markedly Avith temperature, so that it is 
easily crA'siallizcd from Avater. Because of the Amlatilc nature of the products 
of combustion of ammonium perchlorate, it is one of the most A'aluable of the 
perchlorate salts for use in explosh’es. Other perchlorates, such as bariiun and 
strontium, are used extensively in the manufacture of fireworks and flares. 

Perchloric acid is prepared by distillation of KCIO4 Avith concentrated H2SO4 
in a A\acuum ; or by reaction AAath hydrofluosilicic acid : 

2KCi04 4- HeSiFo = &SiFc 4- 2 HCIO 4 

The KeSiFo, which is onh' slightly soluble, is filtered off, and the perchloric acid 
is purified by distillation. In this country, commercial strength runs 70-72 per 
cent HCiOi. Perchloric acid is chiefly used ns an analytical reagent. 

INORGANIC CHLORINATION PRODUCTS 

Chlorine is used to prepare the chlorides of many elements, and, in some cases, 
to effect separations in metallurg>\ The principal methods are four in number: 

1. Direct addition of chlorine to the element. 

2. Chlorination bv means of an intermediate chlorine compound, such as 
SaCb, COCI 2 or HCl.^ 

3. Chlorination of the oxide in presence of carbon. 

4. Substitution of chlorine for another element (usually sulfur) in a com- 
pound. 
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The conditions of chlorination vary widely. Most metals react with dry 
chlorine gas energetically at elevated temperatures, a few in the cold; most metals 
are attacked by chlorine in the presence of moisture, even in the cold. Some 
elements are more readily chlorinated in the presence of sulfur. By way of illus- 
tration a number of the industrially important inorganic chlorinations will be 
described. 

Aluminum Chloride — The usual procedure in making this compound, AICI 3 , 
is to blow chlorine gas into a bath of molten aluminum metal in a refractory 
crucible. The reaction is strongly exothermic, the heat liberated being sufficient 
not only to melt additional solid scrap or pig aluminum but to volatilize the 
AICI 3 as fast as it is made. (AICI 3 sublimes at 178" C.) The process is thus 
continuous. The AICI 3 condenses out as a sublimate in an air cooled iron con- 
denser, from which it is removed from time to time. The product is usually straw 
colored because of the presence of traces of FeCls. 

Aluminum chloride may also be prepared by the chlorination of bauxite in 
the presence of carbon, according to the equation 


AI 2 O 3 + 3 C + 3Cl2 = 2AICI3 + SCO 


This reaction is endothermic, at temperatures necessary for reaction, and a tem- 
perature of 600-700° C. must be maintained by supplying heat. A better way 
is to use carbon monoxide instead of carbon; the reaction then becomes slightly 
exothermic and thus easier to control. The addition of a small amount of metal- 
lic aluminum to the bauxite will also serve to maintain reaction temperature. 

Aluminum chloride solutions are readily prepared by action of hydrochloric 
acid on the metal or the oxide. 

Uses. Anhydrous aluminum chloride is the condensing agent used in the 
Friedel-Craft reaction, which has extensive application in organic chemical syn- 
thesis and in petroleum refining. In the latter case, heating or '^cracking” in 
the presence of AICI 3 causes unsaturated compounds to condense to form satu- 
rated compounds, while high boiling compounds are converted to lower boiling 
compounds.^® AICI 3 also causes the liberation of H 2 S from hydrocarbons con- 
taining sulfur. In recent years the Houdry process^® of vapor phase cracking 
has to a great extent superseded liquid phase cracking, so that the use of AICI 3 
for this purpose has fallen off considerably. 

Aluminum chloride is used as a catalyst in the Wahl-Gibbs-Conover Process 
for phthalic anhydride, and in the Friedel-Craft synthesis of anthraquinone. 
Solutions of AICI 3 are used as astringents, and in prevention of putrefaction. 
Anhydrous AICI 3 is a catalyst in organic chlorinations, playing the role of 
chlorine carrier. 

Antimony Trichloride— SbCla, m.p. 73“ C., b.p. 223“ C. Pieces of anti- 
mony metal are added to a molten bath of the trichloride, and chlorine is blown 
into the bath. As the volume of SbCb increases it is withdrawn from time to 
time. The reaction is strongly exothermic, and the problem is to keep the bath 
above the melting point of the chloride, yet below the melting point of the metal. 
A variation of the above procedure which permits close temperature control is 
to carry out the chlorination in a solvent such as carbon tetrachloride, in which 

^®See Chapter 14. 
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the SbCls dissolves. It then becomes a simple matter to recover the SbCk by 
fractional distillation. Antimony trichloride is used as a catalyst. 

Arsenic Trichloride — ^AsCla, m.p. —18'’ C., b.p. 130® C. This compound is 
usually prepared by the action of sulfur chloride on arsenous oxide: 

2 AS 2 O 3 + 6 S 2 CI 2 = 4 AsCl 3 + 3 SO 2 4- 9S 

The trichloride is purified by distillation. It is a colorless oil, soluble in CCU 
and most h 5 ^drocarbons. 

Beryllium Chloride — BeCb, m.p. 440® C., b.p. 520® C. This chloride is 
prepared by chlorination of the oxide in the presence of carbon; or by the action 
of COCI 2 on the oxide at elevated temperature. BeO + C -f CI 2 = BeCL + CO. 
The BeCl 2 sublimes out of the furnace and is condensed. Metallic beryllium^® 
is made by electrolyzing the fused anhydrous chloride, and the recovered chlorine 
can be used for chlorinating further quantities of beryllium oxide. 

Magnesium Chloride — MgCb. The method described for BeCb is applicable 
except that the magnesium chloride is tapped from the furnace as a liquid. The 
chlorination is carried out in a shaft furnace, the lower part of which is filled 
with graphite granules which support the charge of granular MgO and carbon, 
and which serv^e to filter out unreacted oxide or oxychloride particles from the 
molten MgCh as it drips down the shaft. AletalUc magnesium is now produced 
on a very large scale by the electrolysis of the fused chloride 

Ferrous and Ferric Chloride — Sohdions. Iron is rapidly attacked by 
moist chlorine at ordinary temperatures. To make ferrous chloride, FeCIe, scrap 
iron is placed in an acid proof tower, water is trickled over the metal, while gas 
is passed up the tower. As long as the solution is in contact with metallic iron, 
only ferrous chloride is formed. The solution from the tower is further chlo- 
rinated in acid proof tanks to form ferric chloride, FeCIa. Excess gas from the 
second stage is used- in the first stage. 

Ferric chloride in solution is extensively used as a coagulant in treatment of 
water and sewage, and to a limited extent as an etching agent in lithography. The 
usual commercial strength is 40 per cent, and because of its corrosive nature, it 
is usually shipped in rubber lined containers and tank cars. 

Anhydrous, Chlorine reacts vigorousl)^ with metallic iron at temperatures 
above 700*^ C. Ferrous chloride is readily made in a water cooled steel furnace 
filled with scrap iron. Once the charge has been ignited, the chlorine admitted 
will support combustion, and the fused FeCb can be topped out of the bottom 
of the shaft as it collects. By reducing the time of contact with the iron, and by 
using excess chlorine, anhydrous ferric chloride can also be produced. Anhydrous 
solid ferric chloride can be shipped in steel drums. 

The Comstock and Wescott Process for the recover}’’ of sulfur from 
sulfide ores makes use of chlorine, ferrous chloride being an intermediate product. 
The Aldermac deposits of Canada consist of pyrite, pyrrhotite, and chalcopyvitc. 
When this is chlorinated at an elevated temperature, sulfur is liberated which 
is condensed to a liquid: 

FeS + CI 2 = FeCb + S 

^®See Chapter 24. 21 Min. J., 59, 181 (1938). 

See Chapter 24. 
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The ferrous chloride is then oxidized mth air to regenerate the chlorine, which 
is used over again : 

2 FeCl 2 + 02 = 2FeO + 2 CI 2 

Zinc Chloride— Either in anhydrous form or in solution, ZnCk can be pre- 
pared by the action of chlorine on metallic zinc. In the wet method, the impure 
zinc scrap is placed in a tower, moist chlorine is admitted at the bottom, and 
the concentrated solution trickles do\vn as formed. In the dry method dry 
chlorine is brought in contact with molten zinc at 500® C. or above. The naost 
successful method is to conduct the chlorination batchwise in a steel crucible 
lined with fire clay, and water cooled on the outside. As the ZnCb forms, it 
floats as a liquid on top of the bath of fused metal, and may be tapped off from 
time to time. The product is blue-gray, and contains a small amount of oxide. 
Pure white ZnCb is easily prepared by distillation of the crude product at 730” C. 

Zinc chloride (in solution) is used in the preparation of 'Vulcanized fiber,^' 
which in laminated form is used extensively in the manufacture of non-metallic 
gears. It is also used as an impregnant for fire proofing wood, and as an ingre- 
dient of dry storage batteries. 

Tin Tetrachloride — SnCU, m.p. ^30.2° C., b.p. 114.1® C. Direct chlorina- 
tion of tin with dry chlorine may be carried out at low temperatures, for example 
100-114® C. Cast iron or steel apparatus may be tised. Tin is added to a bath 
of the tetrachloride containing a little free sulfur, and chlorine is bubbled in. 
The heat of reaction boils the SnCU, which is refluxed back to the chlorinator. 
Traces of sulfur and sulfur chloride are subsequently removed by distillation. 
Tin chloride is used in the weighting of silk, and as a mordant in textile dyeing. 

Tin being a comparatively valuable metal, it is necessary to recover it from 
scrap tinned iron. The dry tin scrap is baled into bundles of 100-200 pounds 
each, which are then put into a steel tank. Dry chlorine is admitted to the vessel 
at ordinary temperature; the tin chloride drips down as it is formed and is 
collected. 

Silicon Tetrachloride — SiCU, m.p. ^70® C., b.p. 57.8® C. This volatile 
liquid is prepared by passing chlorine over a mixture of 90 per cent silicon alloy, 
and silicon carbide, at temperatures between 500-1000® C. The furnace is a 
vertical shaft with a steel shell cooled by a water spray on the outside, and lined 
with carbon slabs on the inside. The furnace must not be run so hard that the 
silicon melts. The SiCU distills off as fast as formed, and is collected in a water 
cooled condenser. Vent gases are scrubbed with light fuel oil, from which SiCU 
is recovered by distillation. 

Uses. Silicon tetrachloride vaporizes readily and gives off a thin white fume 
in air. Until recently the principal use was in the production of smoke clouds 
for military purposes. Ammonia gas is used with the SiCU to form a dense 
white cloud which can be easily laid down as a curtain from naval craft. More 
recently, silicon tetrachloride has been used as a raw material in the preparation 
of ethyl silicate, Si(OC2H5)4, and similar compounds which result from the reac- 
tion between anhydrous alcohols and SiCU. These silicates have been found 
useful as adhesives and protective coatings, and as agents for preparing ' 

acid. SiCU, which can be shipped in steel drums, can also be used as a 
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of anhydrous hydrochloric acid. When decomposed with water it yields 84 per 
cent of its own weight of dry HCI gas. 

Titanium Tetrachloride— TiCU, m.p. -“30“ C., b.p. 136.4“ C. This liquid 
is prepared in a manner similar to silicon tetrachloride. The base material in this 
case is titanium cyanonitride, containing 70-75 per cent titanium. Unlike SiCh, 
it can be dissolved in acidulated water without decomposition. 

Uses. Titanium tetrachloride is used in the preparation of other titanium 
compounds, particularly the formate, which is used in mordants and lakes in 
dyeing. It is used in the manufacture of iris glass and iridescent colors in the 
ceramic industry. The principal use for titanium tetrachloride is in developing 
smoke screens and clouds for militarj^ use, and for sky writing, Ammonia is 
sometimes added for counteracting the acidity of the smoke. 

Titanium Trichloride — ^TiCb. This substance is made by the reduction of 
titanium tetrachloride with zinc, in aqueous solution. A solution of titanium 
trichloride is a powerful reducing agent, and it has extensive application in the 
textile coloring industry in stripping direct colors dyed on cotton and especially 
wool fabrics. 

Sulfur Chloride — Sulfur monochloride, S 2 CI 2 , is a lemon j^ellow or yellowash 
liquid, m.p. “80“ C., b.p. 138“ C. In the United States the general practice is 
to carry out the chlorination in large horizontal cylindrical steel tanks. Sulfur 
is dumped through the manhole, usually on top of a small pool of sulfur chloride 
left from the last chlorination, as this facilitates starting up. Dry chlorine gas 
is turned into the charge and the sulfur dissolves as it reacts. The charge is not 
permitted to waim up above about 100“ C., but no special cooling is required 
except in the summer time. 

Sulfur dichloride, SCI 2 , m.p. ~78° C., b.p. 59* C., is made by continuing the 
chlorination of sulfur monochloride. If the chlorination is carried past 65 per cent 
SCI 2 , cooling coils must be used in the tank. When the clilorine contains much 
inert gas, which would volatilize the low-boiling SCI 2 , reflux condensers are pro- 
vided, and then scrubbers containing S 2 CI 2 to absorb excess CI 2 and uncondensed 
SCI 2 . Generally the sulfur contains a small amount of moisture, so that some 
HCI is liberated, which is scrubbed from the tail gases in a water scrubber. 

Uses. Sulfur monochloridc is a powerful chlorinating agent for both inorganic 
and organic synthesis. It is used in metallurgy and in dyestuff manufacture. 
Sulfur chloride is one of tbe raw materials for making '^mustard gas,”“^ or 
dichlordiethylsulfide, (CICH 2 CH 2 ) 2 S, which is the most important military gas 
yet developed for chemical warfare. Dissolved in carbon bisulfide, sulfur dichlo- 
ride is used in the cold vulcanization process for rubber. Formerly sulfur chloride 
was used on a large scale for the manufacture of acetic anhydride, the essential 
chemical in the manufacture of cellulose acetate. In recent years, however, direct 
oxidation methods have superseded the sulfur chloride method to a large extent. 
Sulfur chloride plays an important intermediary role in the manufacture of carbon 
tetrachloride.23 

f hionyl Chloride— SOCI2, m.p. -104.5“ C., b.p. 78“ C. This liquid is pre- 
pay^fby the action of chlorine on a mixture of 100 per cent H2SO4 and sulfui 
dicwUoride: 

22 See aaplfer 33. 

23 See p.\Pt6. 
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2H2SO4 + 3SCI2 + CI2 2SOCI2 4 * 4 HCI + 3SO2 
The SOCI2 is purified by distillation. 

Uses. Thionyl chloride is used in organic synthesis to replace various groups, 
such as OH, SH, NO2, H, or 0 , with chlorine. The most important use is in the 
preparation of acid chlorides from organic acids. The gaseous by-products make 
it an easy reaction to carry out. An example is the formation of acetyl chloride: 

CH3COOH + SOCI2 CH3COCI 4 HCl 4 SO2 

It is also used to prepare isoamyl chloride from isoamyl alcohol. 

Sulfuryl Chloride— SO 2 CI 2 , m.p. “54.1" C., b.p. 69.1" C. This liquid is pre- 
pared by direct addition of dry sulfur dioxide and chlorine gases over an active 
carbon catalyst in contact with water cooled walls. Steel equipment is used, 
and the product is condensed in a steel condenser. Sulfuryl chloride fumes 
strongly in moist air. With water it decomposes to form sulfuric and hydro- 
chloric acids: 

SO2CI2 4 2H2O = H2SO4 + 2 HC 1 

and it is sometimes used as a source of supply of these acids in anhydrous form. 

Carbonyl Chloride— COCI 2 ; m.p. “104" C., b.p. 8.2" C. This gas, known 
as phosgene, is produced by direct union of carbon monoxide and chlorine gases 
over an activated charcoal catalyst at 100-125° C. It is commercially available in 
liquefied form, being shipped in steel cylinders. It is very poisonous, and found 
extensive application in chemical warfare in 1915-1918. It is used in many 
organic syntheses, for example in the production of Michler^s ketone, a dye inter- 
mediate. It is also a powerful chlorinating agent, and is used in metallurgy 
to effect separation of ores by conversion of metallic oxides to the more volatile 
chlorides. 

Phosphorus Chlorides — ^Phosphorus trichloride, PCI 3 , m.p. “115° C., b.p. 
76° C., is made commercially in iron, nickel or bronze retorts. Phosphorus is 
added to the pool of PCI 3 and chlorine is blown in. As white phosphorus is gen- 
erally used, an atmosphere of CO 2 is maintained in the equipment to prevent 
oxidation. The crude PCI 3 is purified by distillation. It is used in the produc- 
tion of PCI 5 , and also in the synthesis of dyestuffs. 

Phosphorus pentachloride is prepared by spraying PCI 3 into a steel chamber 
containing dry chlorine gas. PCI 5 settles out as a white crystalline powder. It 
sublimes at 140° C., but can be melted under pressure at 148° C. PCls reacts 
with water to form first POCI 3 and then H 3 PO 4 . 

Phosphorus oxychloride, POCI3, m.p. 1.2° C., b.p. 107.2° C. This technically 
important compound may be made by the action of dry potassium chlorate on 
phosphorus trichloride: 

3PCI3 4 KCIO3 -= 3POCI3 + KCl 

It may also be made by the action of sulfuryl chloride on phosphorus trichloride: 

PCI 3 4 802012 = POCI 3 4 SOCI 2 

although this method is not practiced at present. The oxychlorides are then 
separated by fractional distillation. Phosphorus oxychloride is used in organic 

See also Chapter 33. 
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sjTi thesis for the preparation of acid chlorides, anhydrides; in the manufacture ol 
triphenyl methane dyes; and in the manufacture of phosphoric acid esters 
such as tricresyl phosphate. 

Nitrogen Chlorides — Nitrogen trichloride, NCI 3 , in liquid form is veiy^ dan- 
gerous, exploding on shock. It forms Avhen chlorine comes in contact with 
ammonium compounds such as NH 3 , NH 4 CI, either dry or in solution. Never- 
theless, when carefully formed and volatilized vnth an air stream, it has found 
application in the bleaching and aging of flour. Chloramine, NH 2 CI, is also un- 
stable to handle, yet it forms the basis of an important improvement in the 
sterilization of water in swimming pools, which has been widely accepted in recent 
years. Exxess, or residual chlorine, in water above 0.5 part per million is intoler- 
able to swinuners. Residual chlorine less than this amount is rapidly used up, 
especially when the pool is being used. If, however, ammonia is added with the 
chlorine to the water as it passes through the chlorinating equipment, the stability 
of the available chlorine is greatly improved, thus giving protection to swimmers 
in all parts of the pool for much longer periods of time. The chloramine treat- 
ment is also used in purifying drinking w*ater, and in slime control in pulp and 
paper mills. 


CHLORINE IN ORGANIC CHEMISTRY 

Chlorine is used in large quantities in the industrial manufacture of organic 
compounds numbering into the hundreds. Because of its versatile nature it is 
used to make intennediate compounds which are further reacted to form a wnde 
variety of products such as ethylene glycol (Prestone), and phenol. It is also 
found in man)^ finished compounds such as carbon tetrachloride, and paradiclilor- 
benzene. 

The principles of the unit operation of chlorination of organic compounds 
have been discussed previously.”" 

Compounds containing chlorine undergo reactions w’hich allow^ their use to 
prepare other products. Chlorine may be split off by pyrolysis, leaving a double 
bond, as in the preparation of vinyl chloride: 

CHsCi • CH 2 CI Cn 2 = CHCl + HCl 
It may be replaced by hydroxyl, as in the preparation of phenol: 

CoHnCl + NaOH CcHsOH + NaCl 
or by an amino group, as in the preparation of aniline: 

C0H5CI + NH3 CoHnNHa + HCI 
or by lydrogen, as in the synthesis of chloroform: 

ecu + Ho CHCI3 + HCl 

Extent of the Industry — ^About 60 per cent or 270,000 tons of the 450,000 
tons of chlorine produced in 1939 w\as consumed in making cliemicals. Tha prin- 
cipal organic compound containing chlorine is carbon tetrachloride, and the 

25 See Chapter 28. 

Trade name — Carbide Sc Carbon Chemicals Corp., New York N. Y. 

2’“ See Chapter 3, 
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90,500,000 pounds produced in 1939 required only 42,000 tons of chlorine. From 
these figures it can be realized that the number of products consuming chlorine 
must be large to account for the utilization of 270,000 tons of chlorine by the 
chemical industry as chemicals. For the reason that so many compounds are 
manufactured by the use of chlorine, only the principal ones 'will be described. 

Character of the Reaction— The direct addition of chlorine to hydrocarbons 
causes a more or less uncontrollable, exothermic reaction that sometimes results 
in the formation of carbon and HCl equivalent to the hydrogen present in the 
hydrocarbon. If the reaction is so controlled that this does not happen, several 
compounds of chlorine and the h 3 ^drocarbon are formed in most cases. As an 
example, when chlorine and methane are heated together at 250® C., all four 
chlorine compounds of CH^ ma^’' be formed, i.e., CH3CI, CH2CI2, CHCb and 
CCI4, by the elimination of one to four atoms of hydrogen from the CH4. The 
same holds true for all hydrocarbons. Most of the commercially available chloro- 
hydrocarbons are formed under carefully controlled conditions so that a pre- 
ponderance of one or possibly two products results. 

Frequently, elemental chlorine is not used at all, but other reactions are 
utilized to introduce chlorine into the hydrocarbon. For example, CCU is pro- 
duced by the action of sulfur monochloride {S 2 CI 2 ) on carbon bisulfide. Other 
chlorinating agents frequently used include POCb, PCls, SOCI 2 , NOCl, COCI 2 , 
SO 2 CI 2 . 

In many cases it is not possible to form the desired compound directly, and 
a chlorination step is followed by removal of HCl by pyrolysis, or alkali treat- 
ment. The production of trichlorethylene, C2HCI3, from tetrachlorethane, 
C2H2CI4, is an example of this method. 

Chlorohydrocarbons as a class are excellent solvents for such purposes as 
dry-cleaning, degreasing oily objects, extracting oil and other materials from 
natural plant products. They also dissolve paints, varnishes and resins in vary- 
ing degree and are used as paint removers. Special additional uses will be ini- 
cated in the description of the various compounds. 

Carbon Tetrachloride — Carbon tetrachloride, CCU, m.p, —22.6° C., b,p. 
76.8° C., is one of the most important solvents. Production in the United States 
in 1939 is reported to be 90,500,000 pounds. It can qualify as either an inor- 
ganic or an organic compound, although at present the largest portion is made 
by inorganic methods. Manufacturing methods may be classified under four 
headings: 

1. Direct chlorination of carbon bisulfide. 

2. Indirect chlorination of carbon bisulfide with sulfur chloride. 

3. Chlorination of methane. 

4. Chlorinolysis of h^^drocarbons. 

Direct Chlorination of Carbon Bisulfide.^^ This process is carried out in 
three stages: 

First stage: 2CS2 + 6CI2 = 2 CCU + 2S2CI2 

Second stage: 2S2CI2 + CS2 = 6S + CCU 

Third stage: 6S + 3C = SCSa 

Commission, Synthetic Organic Chemicals, 1939, Report 

28 Niagara Smelting Corp., Niagara Falls, N. Y. 
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Referring to Figure it is seen that in the first stage a solution of CS 2 in 
ecu obtained from the second stage is chlorinated to produce additional CCh. 
Most of the ecu is distilled off through a rectifying column, giving a product 
containing 99 per cent CCU, ^Yhich is then purified by neutralization. In the 
second stage the S 2 CI 2 , containing some CCU, is reacted with CS 2 . The CCU and 
most of the S 2 CI 2 produced is distilled off, leaving melted sulfur. This sulfur is 


CU 



Y 

S 


Fig. 1. Carbon Tetrachloride by Direct Chlorination of Carbon Bisulfide. 

then freed from S 2 CI 2 by sweeping out with air, and the recovered sulfur may be 
used in the third stage to produce carbon bisulfide. 

Indirect Chlorination 0/ Carbon Bisulfide with Sulfur Chloride. This process 
is also carried out in three stages: 

First stage: 2SCI2 + CS2 ^ CCU + 4S 
2S2CI2 + CS2 = CCU + 6S 
Second stage: 4 S + 2CI2 = 2S2CI2 
2 S + 2 C !2 = 2SCI2 

Third stage: C + S = CS2 

These reactions may be either carried out batch wise or continuously.®^ The 
chlorination of sulfur in the second stage is generally carried beyond the sulfur 
monochloride stage. In the first stage the CS 2 is added to the sulfur chloride 
under reflux conditions to take care of the heat of reaction. The crude CCb 
that distills over contains about 0.25 per cent CS 2 , and this must be removed 
in a purification step which consists of direct chlorination and fractional distilla- 
tion. 

Chlorination of Methane. Where cheap natural gas is available, methane 
may be chlorinated to produce any or all of the following: methyl chloride, 

30 Warner Chemical Co. 

31 Dow Chemical Co. 
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CH 3 CI, methylene chloride, CH 2 CI 2 , chloroform, CHCI 3 , and carbon tetrachloride, 
ecu. The reaction CH^ + 4Cl2 = CCU + 4HCI is strongly exothermic. The 
chief problem is to bring the gases to reacting temperature (250-400 C.) and 
yet to prevent the temperature from rising so high that decomposition occurs 
with deposition of carbon: CH 4 + 2 CI 2 = G + 4HC1. One of the successful 
methods now practiced commercially®- is to blow the mixture of methane and 
chlorine through an inert molten salt bath, which can be kept at the desired tem- 
perature by cooling. Another successful method is to add the preheated chlo- 
rine gas successively through a series of jets to a high velocity stream of methane. 
Velocities are such as to exceed the rate of flame propagation, and thus no burn- 
ing or explosions take place. The chlorination takes place in nickel tubing, and 
temperature is controlled by molten salt baths or other suitable means. 

Chlorinolysis of Hydrocarbons. Carbon tetrachloride is obtained as a by- 
product from the following type reaction, which is carried out at elevated tem- 
peratures ranging from 250° C. to 425° C.; 

CsHeCk + 6 CI 2 C 2 CU 4- CCU + 6HC1 

Uses. Carbon tetrachloride finds wide commercial application, in all processes 
in which a non-flammable and powerful solvent is desired. A large number of 
fire extinguishers contain CCU as the principal ingredient of the extinguishing 
liquid. Usually a small amount of chloroform is added for the purpose of lower- 
ing the freezing point. Being a non-conductor, it is especially suited to combat- 
ing fires around electrical equipment. It is used as a dry cleaning solvent, and 
for degreasing oily machine parts. It is also used in admixture with cheapei 
solvents, such as benzene and naphtha, for the purpose of reducing the flamma- 
bility of these solvents. It finds application in the extraction of oils from press 
cakes and oil seeds,®® and for degreasing ®^ bones, hides and garbage. 


METHANE DERIVATIVES 

While methane can be chlorinated directly to the four chloromethanes, this 
method of conversion is only feasible where cheap methane or natural gas and 
cheap chlorine are available in the same locality.®® 

Methyl chloride, CH3CI, b.p. —23.7° C., is prepared chiefly by the action 
of HCl on CH3OH in the presence of H2SO4* It is principally used as a refriger- 
ant, and to some extent as an intermediate and solvent. It is of interest to note 
that in the early 1920's the production of methanol from methane by way of 
methyl chloride was proposed. Methyl chloride can be hydrolyzed by the reac- 
tion: 

2 CH 3 CI + Ca(OH )2 2 CH 3 OH + CaCl 2 

This possibility was eliminated by the development of the direct S 3 mthesis from 
carbon monoxide and hydrogen,®® which brought cheap methanol into the world 
market in 1925. 


and mas, Ind. Eng. Chem., 33 , 137 (1941). 
S 2 a McBee and Haas, ibid. 

See Chapter 41, 

24 See Chapter 43* 

Dow 

®®See Chapter 30. 
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Methylene chloride, CH 2 CI 2 , b.p. 4-39.8° C., can be prepared by the fol- 
lowing methods : 

L Cb + CHsCI CHaCb + HCl 

2. 2Cb + CH 4 CHoCb 4- 2HC1 

3, Reduction of CHCb 

It is used as a refrigerant, an intermediate in organic synthesis, and as a de- 
waxing agent for petroleum refining. Con.^^umption as an intermediate is small 
because formaldehyde, ECHO, can be utilized for most of the reactions involving 
methylene chloride, and it has only minor use as a solvent because better solvents 
are available. 

Chloroform, CHCb, b.p. 61.2° C., is made by two processes: 

1. Ca(OCJ )2 on acetone or ethyl alcohol ^ 

2. Reduction of CCh with moist iron: CCU 4- (H) -— > CHCb 4- HCl 

H 2 O 

Tlie latter process is the more important and is the principal source of CHCb. 
Three million pounds were produced in the United States in 1939. It is used for 
organic synthesis, and medicinals. Its use as an anesthetic is now decreasing 
although at one time it was important for this purpose. 

Dichloro difluoromethane, CCbF 2 , b.p. —30° C., is made from the action 
of antimony trifluoridc, SbFa, on CCU and is known commercially as ^Treon,*^ 
«F-12’^ and 'Tvinetic No. 12.” It is used extensively as a refrigerant, especially 
in household units, for which its non-toxicity, non -corrosiveness, non-flanunabil- 
ity, and ideal thermodynamic properties arc suited. 

ACETIXENE DERR^ATIVES 

The two-carbon chlorine compounds are ver\' important industrially, both as 
products and as intermediates in the manufacture of other chemicals. A whole 
line of products, numbering over fifty compounds, is prepared from ethylene or 
acetylene by use of chlorine during the manufacturing process. The products de- 
rived from acetjdcne will be described first 

Tetrachlore thane, acetylene tetrachloride, CHCbCHCb, b.p. 146° C., is pre- 
pared in large quantities by the addition reaction of chlorine and acetylene. Since 
the two gases may unite explosively if mixed together, they are introduced alter- 
nately into a solution of antimony pentachloride, SbCb. Acetylene is led in at a 
temperature of 60-80° C., and then the Cb is introduced at a temperature of 
80-100° C. The tetrachlorethane is recovered by distillation. Although this 
compound is the most powerful solvent of the chlorinated hydrocarbon series, 
it is used chiefi}^ as the source of other compounds, such as trichlorethylene. 
It is an excellent solvent for cellulose acetate, paints, varnishes, resins, waxes, 
oils and fats; it is quite toxic and attacks metals in the presence of moisture. 

Tetrachlorethylene, CCle^CCb, b.p. 118.5° C., is made by dehydrohalo- 
genation (removal of HCl) of pentachlorethane with alkali. Pentachlorethane, 
C 2 HCI 5 , is a by-product of the preparation of tetrachlorethane from acetylene 

For a discussion of the nomenclature see Ellis, C., ^The Chemistiy of Petroleum 
Perivatives/' pp. 466-7, Reinhold Pub. Corp. (1934). 
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and chlorine. It also results as a by-product from the chlorination of ethyl 
chloride or ethylene dichloride, and from the reduction of carbon tetrachloride. 
The preparation of tetrachlorethylene from pentachlorethane may be illustrated 
by the equation: 

CCI 3 CHCI 2 + NaOH CCl 2 =CCl 2 + NaCl + H 2 O 

Its chief use is as a solvent for dry cleaning where it is somewhat better than tn- 
chlorethjdene, in that it does not attack cellulose acetate dyes. Its cost is higher 
than that of CCU or trichlorethylene and therefore the latter two will not be 
immediately displaced by C 2 CU in this field. 

Trichlorethylene, CHCl=CCl 2 , b.p. 87° C., is prepared by heating tetra- 
chlorethane with an alkali to remove HCl. The reaction with lime is. 


2CHCl2CHCh + Ca(OH)2 2CHCl=CCl2 + CaCk + 2H2O 


This compound is the most important of the chlorinated solvents; it is non- 
flammable, stable and non-corrosive. Because of its powerful solvent action it is 
used in the extraction of oils from oil seeds, in diy^ cleaning where it has dis- 
placed CCU to some extent, in degreasing metals, textiles, and leather, and in 
solvent refining of petroleum. It is also an intermediate in organic synthesis. 

1,2 dichlorethylene, CHC1=CHC1, is sold commercially as a mixture of its 
two isomers, 40 per cent of the cis form, b.p. 48° C., ana dO per cent of the trans 
form, b.p. 60° C., so that the b.p. of the mixture is 52-55° C. To prepare it, 
acetylene tetrachloride is reduced with iron and water or trichlorethylene is 
reduced with iron or zinc and water. The mixture may be used as a substitute 
for ether in many extractions where a low-boiling, non-corrosive solvent is re- 
quired. It is also used as a refrigerant.^® 

I, I dichlorethylene, CCl 2 =CH 2 , b.p. 31.7° C., also known as vinylidene 
chloride, is the raw material for a recently developed plastic with interesting 
properties.®® It can be prepared by splitting HCl out of 1,1,1 trichlorethane, 
CCI3CH3, by pyrolysis or by an alkali treatment. 1,1,1 trichlorethane is made 
by chlorinating ethylidene chloride, CHCI2CH3, or by the action of PCI5 on 
acetyl chloride. 

Vinyl chloride, CH2=CHC1, b.p. -14° C., can be prepared from either 
ethylene or acetylene. Ethylene is first chlorinated to ethylene dichloride, 
CH 2 CICH 2 CI, which can then either be pyrolyzed at 400-600° C. or reacted with 
caustic to form vmyl chloride, CH 2 =CHC 1 . 

Recently, a plant for the manufacture of this material by the addition of 
hydrogen cWoride to acetylene has begun production at Niagara Falls, New 
York.^® Acetylene from a local carbide company is purified and mixed with 
anhydrous HCl manufactured by a nearby electrolytic chlorine plant. The 
mixed dry gases are reacted in a catalyst chamber equipped with water cooled 
walls placed close together in order to remove the heat of reaction. Approxi- 
mately 6.74 cubic feet of C 2 H 2 under standard conditions and 0.62 pounds oi 


Carrier Engineering Corp. 

38Saran, made by Dow Chemical Co., Midland, Mich 
bee also: Ind. Eng. Chem., News Ed., 18, 923 (1940). 
hor properties of the plastic see Chapter 31 
B. F. Goodrich Rubber Co. 
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HCl are consumed per pound of vinyl chloride produced. The vinyl chloride is 
liquefied and distilled at low temperature to eliminate impurities. It is stored 
at —25® C. in stainless steel or aluminum containers to prevent polymerization. 
Bronze catalyzes the polymerization. This vinyl chloride is used to produce 
^'Koroseal.^^^i 

Liquid vinyl chloride polymerizes readily in the presence of certain pro- 
moters, such as benzoyl peroxide, to a white, amorphous powder. The polyvinyl 
chloride is mixed with a plasticizer, such as tricresyl phosphate, and kneaded in a 
Banbury mixer to a rubber-like plastic material which has valuable properties 
for many purposes. Vinylite,^^ a copolymer of vinyl chloride and vinyl acetate, 
CHaC00CH=CH2, is a plastic material that has many uses.^^ Spun into a 
synthetic textile fiber, it is known as Vinyon.^^ The mixture of vinyl chloride 
and vinyl acetate can be prepared by treatment of the ethylene dichloride 
under pressure with sodium acetate, 

ETHTLUNE DERIVATIVES 

Ethyl chloride, CcHaCl, b.p. 12® C., can be made by passing HCl into a solu- 
tion of zinc chloride and ethyl alcohol. The reaction is: 

CsIIgOH + nci — -* ■ "> C2H5C1 + H20 

The addition of HCl to ethylene under anhydrous conditions in the presence of 
catalysts such as AlCIa or BiCla to form CsHnCl is utilized commercially. It is 
used as a solvent, as a local anesthetic, and as a refrigerant. However, the largest 
part of the production is consumed in making lead tetraethyl by reaction with 
lead-sodium alloys, and ethyl cellulose by reaction under pressure vath alkali 
cellulose. 

Ethylene dichloride, dichloretliane, CH 2 CICH 2 CI, b.p. 84® C,, is a by-product 
of the production of etliylone chlorohydrin from ethylene and clilorine water. 
The reactions involved are the basis of a line of over fifty commercial products 
and are worthy of e.xplanation. The basic reaction for the series may be con- 
sidered to be: 

Cl2 + H20 5=^H0Cl + HCI 

Addition of C 2 H 4 to the reactants causes three principal reactions to occur: 

1. CI 2 4 C 2 H 1 -^CHaCICHaCl (ethylene dichloride) 

2. HCl + C 2 H 4 — > C 2 H 5 CI (ethyl chloride) 

3. HOCI + C 2 H 4 CH 2 OHCH 2 CI (ethylene chlorohydrin) 

The second one involving HCl is very slow so ver^^ little ethyl chloride is formed, 
and the HOCI adds much more rapidlj^ than CI 2 at the low concentrations of 
HOCI and HCl attained by passage of chlorine into 'water, B}' controlling the 
concentration of ethylene chlorohydrin dissolved in the water, the formation of 

See Chapter 39. 

Product of Carbide and Carbon Chemicals Corp. 

^^See Chapter 31. 

Ind. Eng. Chem., News Ed., A9, 135 (1941). 

See Compound 139, Chapter 27. 

Carbide and Carbon Chemicals (iorp„ New York, N. Y. 
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ethylene dichloride is varied. When the concentration of CH 2 OHCH 2 CI is 
greater than 5-10 per cent, the rate of formation of CH 2 CICH 2 CI increases. 

Ethylene dichloride can also be made by reacting chlorine with ethylene either 
in the gas phase in the presence of diluents or catalysts, or by leading dry 
ethylene into liquid chlorine. It can also be prepared from ethane and chlorine 
by a substitution reaction. 

Ethylene dichloride finds use for extraction of pyrethrins from the pyrethrum 
daisy, nicotine from tobacco, and fats from oil seeds; and as a fumigant. It is 
also used in the synthesis of other organic compounds, such as ethylene diamine, 
and glycol monosalicylate and cinnamate. The rubber substitute, Thiokol,^® is 
made from ethylene dichloride and sodium polysulfide. 

Ethylene chlorohydrin, CH 2 OHCH 2 CI, b.p. 132° C., is formed as described 
above by the addition of HOCl to ethylene. The 5-10 per cent mixture in water 
is distilled as a constant boiling mixture of 42 per cent in water. For most uses, 
this solution is suitable. Anhydrous material can be prepared by further rectifi- 
cation and subsequent salting out. Almost all of the ethylene chlorohydrin pro- 
duced is used as an intermediate to synthesize other chemicals, such as ethylene 
glycol,^® ethylene oxide, cellulose solvents, amines, carbitols, indigo, malonic 
acid, etc. 

j8,i3'dichlorodiethyl ether (CH2C1CH2)20, b.p. 178° C., is a by-product of 
the action of HOCl in water on ethylene: 

2 C 2 H 4 -b 2HOC1 (CH2C1CH2)20 + H 2 O 

It is also formed by the simultaneous treatment of ethylene chlorohydrin with 
chlorine and an excess of ethylene at 80° C., followed by distillation, to give an 
85 per cent yield, with ethylene dichloride as a by-product. The reaction is : 

CI 2 + C 2 H 4 + CH 2 CICH 2 OH (CH 2 C 1 CH 2)20 + HCl 

The chloroether is a very good solvent and is used in the refining of petroleum 
by the Chlorex^o process.^i In 1938 about 13 per cent of the solvent refined 
lubricating oils in the United States was prepared by use of this chloroether, 

Dichlorodiethyl sulfide, mustard gas, j 9,^'(C1GH2CH2)2S, b.p. 218° C., is 
the important vesicant military poison gas used during the World War. It is pre- 
pared by passing ethylene into sulfur monochloride according to the equation: 

C 2 H 4 + S 2 CI 2 -> S + S (CH2CH2C1)2 
For a description of the process, see Chapter 33. 


PROPYLENE DERIVATIVES 


The three carbon chlorine compounds derived by the chlorination of propane 
and propjdene from cracking still gases are being developed =2 Probably the most 
important result of this work is the synthetic glycerine process based upon the 


See Compound 22, Chapter 27. 

48Thiokol Corp. Also see Chapter 39. 

49 Prestone, trade name Carbide & Carbon Chemicals Corp. See also Chanter 30 
ll * Carbon Chemicals Corp ^ 

by Standard Oil Co. (Indiana). See also Chapter 14 
Shell Chemical Co., San Francisco. Cal. ^ 
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chlorination of propylene,^^ This process ver>' definitely fixes the maximum 
price of glj’cerine from any source to that price 'svhich can be realized by chemi- 
cal methods, and has undoubtedly been responsible for the stable price of this 
basic explosives raw material during the second World War. Stabilization of 
the price of glycerine should also stimulate expansion of other mdustrial utiliza- 
tions of glycerine as in the manufacture of ester guirt and alk}'d resins.^* 

The s\-nthetic glycerine process ^vill be briefly outlined. Reactions involved 
are showm b}’ the equations; 

CH2=CHCH3 + Cb CHe^CHCHaCl + HCl (1) 

CHs^CHCHcCI + NaOH CHe=:CHCH20H 4- NaCI (2) 

(ally! chloride) (allyl alcohol) 

CH2=CHCH20H + HOC! CHcOHCHCICaOH (monochlorohydrin) (3) 
CH 2 OHCHCICH 2 OH + NaOH -» CH 2 OHCHOHGII 2 OH -f NaCl (4) 

(glycerine) 

Direct chlorination of propylene at 500** C., £?o-calIed *liot chlorination” 
results in a substitution reaction to form all^d cliloride by reaction (1). The 
yield Is. ahold SQ ^er cent when a h to I rcdlo ^to^ylene 1 q eblnrine i& used. 
The propylene is preheated to 400° C., and the Cb i^ introduced through efficient 
mixing jets into the propylene stream in a steel tube. 

The next step is the hydrolysis of the allyl chloride to allyl alcohol. A solu- 
tion of sodium carbonate and sodium hydroxide is u^od in an autoclave, at a pH 
of S-11 and a temperature of about 150° C., to give a 95 per cent yield of allyl 
alcohol. The third step is the chlorohydrination of allyl alcohol in water solu- 
tion irith chlorine at 14° C. by passing gaseous chlorine up through a packed 
tower while the water-alcohol solution descends over the packing. 

The fourth step is the hydroli'sis of the chlorohydrin, CH 2 OH — CHCl — CH 2 - 
OH, with an aqueous solution of 10 per cent NaOH and 1 per cent NasCOs in an 
autoclave to give glycerine. The crude product is purified b)^ distillation, extrac- 
tion with xjdene, and redistillation in vaciuun. Overall >*ield of glycerine from 
allyl chloride is about 90 per cent. Possible by-products are many and can in- 
clude dichloropropene, CHCl==CnCH 2 Cl ; dichloropropane, CH 2 CICHCICH 3 : 
2-chloropropene, CH=:CC1CI1 t; diallyl ether, (CHc^HCHclaO; trichloropro- 
pane, CHoClCHClCHaCb epichlorohvdrin, CH 2 CICHCH 2 ; and glycidol, CH 2 - 

N / 

0 

OHCHCH 2 among others. It is probable that the treatment of propylene and 
\ / 

0 

propane with chlorine will result in the development of a series of products simi- 
lar to those resulting from the chlorination of ethylene. 


Bim'L AND AMYL DERIVATH^S 

The four an{)^fivc carbon hydrocarbons are chlorinated with elemental chlorine 
to give a series of chloro-compounds which are valuable as intermediates. 

s^Chem. & Mey Eng., 47, S34 (1940). 

Williams, C. E.;>TniDs. Am. Inst. Chem. Eng., 87 (1941). 

^•*See Chapter c\. 
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Normal and iso-pentane are commercially chlorinated in an iron tube at about 
260° C. by passing chlorine and an excess of the pentanes rapidly through the 
tube* All of the CI 2 reacts to give a mixture of isomeric monochlorides and some 
higher chlorides. The chlorides are in turn hydrolyzed to form a series of amyl 
compounds, such as the alcohols and acetates, which are widely used as solvents.®-^ 

A recent review gives 65 references to work done in the past four years alone 
in the field of hydrocarbon chlorination.^^ Processes and products are many 
and varied and no attempt can be made here to cover them all except to refer to 
the wide application of chlorine in this field. 

The synthetic rubber, Neoprene, is made by two steps, as shown by 
equations : 

2C2H2 ^ CH=C— CH=CH2 (vinyl acetylene) 

CH=C— CH=CH2 + HCl -» CH2=CC1CH=CH2 

The latter is 2-chlorobutadiene or chloroprene, which undergoes polymerization 
to 3 deld synthetic rubbers. 

The important synthetic rubber intermediate, butadiene, CH 2 =CH — CH= 
CH 2 , can be prepared by removing two molecules of HCl from dichlorobutane : 
CH 2 CICH 2 CH 2 CH 2 CI 2HC1 + CH 2 =CHCH=CH 2 . Dichlorobutane is ob- 
tained by the chlorination of butane or butylene by several methods. 

HIGHER HYDROCARBON DERIVATIVES 

Chlorinated rubber,^® used in many paints, varnishes, plastics, etc., is made 
by the addition of CI 2 to a solution of rubber in a solvent such as CCU. 

Chlorinated paraffin wax is treated with aromatic hydrocarbons and Aids 
to give complex materials such as Paraflow to be added to lubricating oils as 
pour-point depressors, or wax crystallization inhibitors. These materials are also 
used in the preparation of high pressure lubricants. The addition of 0.5-0.75 per 
cent of the depressor will lower the pour-point of a lubricating oil 30° F., an 
important development for good automobile performance in the winter. 


BENZENE DERIVATIVES 


Chlorine compounds of the aromatic type are widely used as intermediates in 
the dye and pharmaceutical industries. Chlorination of ring hydrocarbons re- 
sults in isomers and by-products, and avoidance of these in the production of 
any specific compound is often a great problem. However, the difficulties are 
Jess than in the aliphatic applications of chlorine. The most important chlorine 
derivatives are those of benzene and toluene. Chlorination of the ring is facili- 
tated by the presence of a chlorine carrier like iodine and ferric chloride. Chlori- 
nation of a side cham is accomplished in the presence of light and absence of 
chlorine carriers. 

Chlorbenzene, phenyl chloride, CeHsCl, b.p. 132° G., is produced in large 
quantities by the direct chlorination of benzene in the presence of a catalyst such 


47, 493 (194 
Eng. Chem., 33, 137 (1941). 
-^E. I. du Pont de Nemours & Co. 


See Chapter 39. 

See Chapter 39. 

Standard Oil Co. of New Jersey. 
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as molybdenum chloride, aluminum-mercury couple, ferric chloride, or antimony 
trichloride mixed with silicon and lead. The reaction proceeds according to the 
following equation: 

CcHg + CI 2 C 0 H 5 CI + HCl 

The HCi formed passes off as a gas to be recovered as hydrochloric acid by 
absorption in water. A yield of about 70 per cent is realized. Some of the HCI 
remains dissolved in the crude chlorbenzene and this is neutralized by waslimg 
with NaOH solution. The crude chlorbenzene is then rectified by fractional dis- 
tillation, and the by-products recovered are chiefly the ortho and para dichlor- 
benzenes and unreacted benzene. Chlorination of benzene may also be carried out 
in the vapor phase method in the presence of catalysts (such as a Deacon process 
catalyst, CuCb deposited on clay or pumice) at 200-400® C. Most of the chlor- 
benzene produced is consumed in the preparation of synthetic phenol and 
aniline. 

Phenol — A very large portion of the phenol, CoHnOH, produced®' in the 
United States is now made synthetically by the chlorination method in two 
stages: 

CoHe CoHgCI CoHaOH 

The hydrolysis of chlorbenzene is accomplished either by means of alkali or 
by steam. The Dow process utilizes the alkaline method whereby’- chlorbenzene, 
25 per cent excess NaeCOn, and water are reacted continuously at 3000 pounds 
per square inch and 320-400® C., to give a 90 per cent or better yield of phenol. 
There is also formed a by-product, diplienyi oxide, which is used in perfumery 
because of its geranium odor, and which is a "component of Dowtherm,®^ a high 
temperature heating medium. 

In 1940 a plant was built to manufacture 15,000,000 pounds of phenol per 
year by the catalytic conversion of benzene to phenol by’- the Raschig process,®’ 
which is regenerative with respect to chlorine. 

The conversion of benzene to phenol is carried out catalytically in the vapor 
phase in two stages. Benzene is chlorinated with HCI and air over a catal 5 "st 
in the first operation at 230® C. by the exothermic reaction: 

CcHo + HCI + W 2 CfllloCl + II 2 O 

About 10 per cent per pass is eijnverfed to chlorbenzene, and continuous frac- 
tional condensation separates the CoHaCI so that the un reacted gases may be re- 
circulated. The second stage is endothermic and is carried out at 42^C.^by the 
reaction represented by the equaticn: 
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turned to the first stage. The phenol is separated from the benzene by distilla- 
tion and the benzene is returned to the first stage. Only 0.1 pound of by-products 
(polychlorbenzenes and diphenyl compounds) is produced per pound of phenol 
toade. The HCl operating efficiency is 97 per cent. 

This process has been used in Germany successfully and the efficient opera- 
tion of this first United States plant indicates that other installations will be 
made in this country as the demand for phenol increases with the expansion 
of the phenolic resin industry.®^ 

Chlorbenzene is also used to prepare aniline,®® picric acid,®® dinitrochlorben- 
zene, and various dyes. Three million five hundred pounds of chlorbenzene were 
sold as such in 1939 in the United States. 

Dichlorbenzenes, ortho and para, are produced in a ratio of about three 
pounds of para per pound of ortho by the further chlorination of chlorbenzene. 
Para dichlorbenzene is a solid which volatilizes at room temperature, m.p. 53° C., 
b.p. 173.7° C,; and ortho dichlorbenzene is a liquid, b.p. 179° C. The para form 
is consumed in large quantities as a household moth-preventative, and has re- 
placed to a great extent the ^'moth-balls” made of naphthalene. It is also used 
as a fumigant, germicide and deodorant. The ortho isomer is used as a solvent 
and paint preservative. Both forms are used in organic synthesis. The 1939 
domestic production was 5,000,000 pounds of ortho and 15,800,000 poimds of 
para. 

Pentachlorphenol, Cc(OH)Cl6, is a valuable wood preservative and fungi- 
cide, and is used in paper mills to prevent slime formation in the “white water.” 
It is made by the chlorination of phenol in the presence of a chlorine carrier 
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CHAPTER 12 


ELECTROCHEMICAL INDUSTRIES 

Walter S. Landis 

Vice-President, American Cyanamid Company, New York City 

The modern chemical plant has followed the engineering practice of most 
other industries and extensively utilizes electric energy for driving its equipment, 
for lighting, for signaling and communication, for measurement and indication. 
Such uses of the electric current are not within the scope of this chapter. We 
shall concern ourselves here only with those applications of electric energy as 
bring about or promote the specific chemical reactions upon which our processes 
are founded. 

The more important of the electrochemical industries are of comparatively 
3 ^oung age, possibly some sixty years old, and most of them have entered fields 
originally developed along strictty chemical lines. Electricity thus became a new 
reagent destined to revolutionize an older existing art, and today one often 
finds direct competition between the electrochemical and the purely chemical 
processes. Hydrogen from the electrolytic cell is competing with this same gas 
produced by the water-gas steam reaction. Electrolytic caustic soda competes 
with the Solvay process alkali. Electrolytic zinc competes with spelter from the 
older retort process. In some cases the original chemical or metallurgical proc- 
ess has been so completely displaced by the electrochemical that there are no 
competitive examples existent. 

Again, new industries have been built around the electrolytic cell and the elec- 
tric furnace; examples in which there could be no possible comparable competi- 
tive operation that merits consideration. Without the electric furnace we could 
not have our modern artificial abrasive industry. Calcium carbide would have 
remained a laboratory curiosity; aluminum a rare metal. 


THE ELECTROCHEMICAL REVOLUTION 

The electrochemical process has completely revolutionized the production of 
certain primary products and at such lowered cost as to permit the develop- 
ment of new secondary industries utilizing these cheaper raw materials. Chlorine 
from the electrochemical cell costs about one-third that produced by the best of 
the older chemical processes. This has enormously encouraged the utilization of 
chlorine in directions that would not have been possible if we were still dependent 
upon the older non-electrical processes. Metallic sodium may be produced elec- 
trolytically at a cost of less than one-tenth that of the old retort method, and this 
cheap reagent has changed completely the character of development of a multi- 
tude of secondary industries. 
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Power Costs— In the group of industries we are dealing with here, the elec- 
trical energy must be looked upon as a raw material or reagent capable of 
promoting certain types of reaction, and in the economic analysis of any project 
the cost of this energy must be treated exactly the same as any other item of 
raw matcriab If the enei^y consumption is relatively large in proportion to the 
total costs, that type of indust rj^ locates at centers of cheap and plentiful powen 
If tlic electrical consumption is relatively small in comparison to total cost, then 
other factors determine location, and power supply is provided in the most 
economical manner \mder the existing conditions. Thus we find centers of 
electrochemical activity near large hydroelectric projects which can afford to sell 
power cheaply, and also at the same time we find similar centers located where 
fuel is cheap and wmter available, since steam power for certain typical electro- 
chemical loads may also be produced at sufficiently low cost. On the other 
hand there are many electrochemical industries located wdiere other raw mate- 
rials are more important than the cost of power. For example the Niagara 
district once afforded large quantities of cheap power and attracted a vnde 
variety of electrochemical industries. Carbide, ferroalloys, abrasives, chlorine 
and caustic plants located in this territory because of the cheap and abundant 
supply of electnc energy. There w'as only one relatively small copper refiner}'' in 
the district because in this operation electric power is not a controlling factor. 
Several large refineries are located around New Y'ork Harbor and Baltimore, for 
transportation plays more part in their over-all economic operation than does 
the difference in the cost of electric energy. Electrolytic alkali plants are widely 
scattered over the United States principally in regions where cheap salt is avail- 
able. There are almost no electric steel furnaces in the Niagara district and yet 
there are a thousand operating in the country and in most widely scattered dis- 
tricts from New^ England to the Pacific coast, for in the steel melting furnace 
electric power is usually not a controlling factor. 

The electrochemical industries are highly developed in Norway W'here hydro- 
electric power is produced as cheaply as anywhere in the world. On the other 
hand in Germany these industries arc centering in Saxony and Southern Prussia 
where energy is derived from steam plants burning very cheap lignites and brown 
coals. It, therefore, is not possible to set down any hard and fast rule for the 
location of any unit in the electrochemical field and each particular dmsion of 
the industry requires an independent analysis based upon a multitude of factors 
of which electric energy is only one. 

Then again there have been remarkable improvements in the steam pow’cr 
plant At tlie time Niagara wms experiencing its most rapid electrochemical 
development, the typical steam unit w^as relatively small, a few thousand kilo- 
w'atts, and w’as consuming some 3 to 4 pounds of coal per kilow^att hour. Today 
Ave have steam generating units of more than 150,000 kilow^atts per unit and fuel 
consumptions of less than 1 pound of coal per kilow’att hour, and the end is not 
3'^et in sight. Considering overall costs it is now possible to produce steam power 
in many regions of the United States cheaper than hydroelectric powder can be 
developed. Tliis has greatly extended the territor}^ open to electrochemical 

^ Gebhardt, G. F., ''Steam Pow^r Plant Engineering/’ John AViley & Sons (1925); 
Creager, \V. P., and Justin, J. D., "Hydro-electric Handbook,” John Wiley & Sons 
(1927). 
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development and today there is more expansion in electrochemical facilities on 
the Gulf coast, based upon steam power with cheap natural gas fuel, than 
is taking place at Niagara, particularly as competition has forced up the price 
of Niagara power through the development of longer distance transmission and 
widespread public service distribution. 

In general the electrochemical industries offer to power plants a very high 
load factor, 95 per cent in case of the more highl}^ developed industry.^ This 
type of load lends itself most excellently to steam power. The hydroelectric unit 
is more especially adapted to public service distribution where the load factor 
rarely exceeds 50 per cent. During the off-peak load period water can be stored 
behind the dam thus increasing the peak supply. Also many of the electro- 
chemical processes are large users of steam. With the modem bleeder-turbine 
these steam requirements can be met most effectively by the production of steam 
at high pressure and the use of the turbine as an expansion valve. In this way 
very great economy in either power or steam cost can be realized. Where a well- 
balanced unit can be installed some surprisingly low power costs are obtainable 
from such combination. 

Where the electrochemical operation can be carried out intermittently, as for 
example, in the steel foundry operating on a single shift, it is possible to obtain 
power at extremely low rates from the local utility, provided the melting down 
period is scheduled at those hours of low service load. This has permitted the 
very wide extension of the electric melting furnace throughout the Eastern United 
States. 


CLASSIFICATION OF ELFCTROCHEMICAIi INDUSTRIES 

There are two major classes of this industry — 

1 — ^Electrolj^ic 

2 — Electrothermal 

In the electrolytic processes the electric current produces a breaking down or 
chemical decomposition, the products of which may have commercial value of 
themselves, or in turn through secondary reactions to be converted into valuable 
products. This is a direct application of electrical energy to instituting a chemi- 
cal reaction. 

In the electrothermic processes the electric energy is converted into heat 
through the agency of which chemical reactions are brought about. Since enor- 
mous quantities of electric energy can be converted into heat in systems of 
relatively low heat capacity we can thus obtain extremely high temperatures. 
Such temperatures are under close control by virtue of the ease of manipulation 
of the electric current. Also of great advantage is the fact that there are no 
contaminating products of combustion. 

There are important cases in which the electric current is also used for both 
its electrolytic and its electrothermic effect. 

Sources of Current — ^The electrolytic process requires a source of direct 
current. This may be produced from batteries, though this is most uneconomical 
except on an extremely small scale. Direct current generators driven by prime 
movers were frequently a source of such current in early days of the industry 
but they too have practically disappeared since such units are cumbersome, of 
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relativel}^ low capacity and, therefore, very inefficient. They are still found in 
a few of the older plants but are gradually being displaced by other equipment 
described below. 

Modern generating equipment is of the multi-phase alteniating current type. 
Distribution lines of any length are always supplied with alternating current.^ 
Therefore, in these modem times the electro-chemist is practically restricted, 
both to large scale generation equipment or to connection with existing transmis- 
sion lines to accept alternating current even though his processes may force the 
use of direct current. The electro-chemist, therefore, may expect to receive his 
electric energy in alternating form and at a more or less high voltage. For con- 
version of such to direct current he has the choice of several types of apparatus. 

Direct current generators are limited by constmetion difficulties to currents 
of 20,000 amperes, and to preferred voltages not exceeding 600. The maintenance 
of commutators restricts us to magnitudes such as indicated and if greater 
amperage is required such machines are connected in multiple. Such generators 
may be driven by any prime mover, either steam engine or electric motor. Most 
commonly because of the relatively small size of these machines, they are motor 
driven and frequently with the motor in the middle and a generator on either 
side, if more than one unit is required. Such sets pemit of wide regulation oi 
the direct current output, and ^Yhile the efficiency of the combination plus the 
transformer delivering the current to the motor rarely e.,xceeds 90 per cent, such 
is the preferred t3qDe of unit in many'’ installations. 

A somewhat similar device which combines the motor and generator in a single 
unit is the rotary converter.^ This unit, however, has the disadvantage that 
regulation of the direct current is limited to 2% per cent cither side of the de- 
signed voltage, which may be an undesirable handicap in many industries. 

The most modern of the de\dces for converting alternating into direct current 
is the so-called rectifier. There are two types of this apparatus in general use 
with details modified by the several manufacturers. The most common of this 
class is the mercury^ rectifier** now available in capacities up to 8,000 kilowatts 
producing direct current of 10,000 amperes at 800 volts. This apparatus has no 
moving parts and operates at very high efficiencies in the upper ranges of volt- 
ages. It is much less expensive to install than either the rotary converter or 
the motor generator set, requires relatively little attention and is a sturdy piece 
of apparatus. It has a very considerable range of regulation in the more elaborate 
types. 


Another kind of rectifier, known as the copper-copper oxide type, is now 
available in units with outputs up to 12,000 amperes, usually 6 or 12 volts e.mi. 
At th^ present time these units lack the flexibility’’ of the mercury type, but that 
is a feature that probably will be overcome as development proceeds. This also 
has no moving parts, and should haVe a long life, requiring very little attention. 

Therv are several unique sources of direct current available to the electro- 
chemist. The uni-polar generator, usually motor driven, is now built to operate 


at currentsXof 60,000 amperes and voltages up to 12. This compact apparatus 


^SUII, A., \EIectric Power Transmission” McGraw-Hill Book Co. (1927). 
^Slichter, I., ^^Handbook for Electrical Engineers: Rotary Converters/ John 
Wiley* Sons (11936). . ^ 

■* Marti, 0. K.^ and Winograde, H., “Mercury Arc Power Rectifiers,” McGraw-RiU 
Book Co. (1930)!’V/ 
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furnishes extraordinarily heavy currents but at relatively low voltage and finds 
service where a single electrolytic cell takes care of the chemical operation. 

The vacuum tube may be adapted to rectification and for practically any 
reasonable voltage. The current output is very small even in the larger units, 
but the fact that very high voltages are available through tins apparatus makes 
it of some interest to the electro-chemist. 

In the electrothermic branch of our industry alternating current is universally 
used. Since this is the type of current produced by all large power stations and 
is distributed over wide areas, the only conversion to be considered is that to a 
suitable voltage. For this purpose transformers are used. In electric furnace 
work we are called upon to handle very large currents, sometimes of the order 
of 60,000 amperes and upwards. The voltages are rarely above 200 and 250 
volts and very frequently do not exceed 100 volts. Transformers must be spe- 
cially built for this service and are always provided with some means of changing 
or regulating the output voltage. 

Certain types of electrolytic work operate with fused baths. Direct current 
must be used for the electrolytic decomposition. If the units are large and 
efficiently designed the heating effect of this electrolyzing current may be suffi- 
cient to keep the bath molten. We do have examples, however, where the heating 
effect of the electrolyzing current is not sufficient to maintain the bath at the 
proper temperature, and it is then customary to superimpose alternating current 
to assist in maintaining the desired temperature. 

There are also electrolytic operations which take place at ordinary tempera- 
tures that use superimposed alternating current on the direct current electrol 5 ^zing 
circuit. In this case the alternating current and direct current generators are 
specifically designed to be connected in series. 

To avoid influence of electrodes it is practicable to construct furnaces on the 
transformer principle. A hearth of annular type loops a magnetic circuit, mag- 
netism being induced by a high tension coil fed by alternating current. Current 
is induced in the molten bath in the hearth and heats the same by resistance. 
Tins induction type of furnace has found its principal application in the steel 
industry. 

A modified form of this induction furnace is the high frequency type. High 
frequency current generated by transformers, condensers and spark gap, or by 
special generators, is passed through a coil of suitable design inside of which is 
placed the material to be heated. It is necessary that the crucible holding the 
material, or the material itself, be a relatively good conductor. The eddy cur- 
rents induced in this conductor heat the same. Regulation is very easy and very 
high temperatures are possible in such units but they are of relatively small 
capacity as compared to the giant furnaces found in the carbide, ferro-alloy 
and steel industries, a limitation imposed by available high frequency generating 
equipment. ^ 


industrial applications op ELECTROCHEMISTRY 

In presenting the material which follows it is assumed that the reader has 
a knowledge of the fundamentals of electrochemistry. If this is not the case he 
can consult some of the material deaUng with the fundamentals given in ’the 
reading list at the end of this chapter. 
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In the necessarily brief description of the many applications of electro- 
chemistry in our industrial economy, no attempt will be made to group them into 
electrolytic and electrothermal industries. The order chosen wliilc generally 
based on importance, actually has much of the historical background as a basis. 

Caustic Soda and Chlorine — ^By far the most important electrochemical 
process at the present time is the production of caustic soda, chlorine, hypochlorite 
and chlorate from common salt. These materials are covered in Chapters 10 
and 11. 

Oxygen and Hydrogen — very’’ considerable industry^ has grown up around 
the electrolytic production of the two gases oxygen and hj^drogen.® Where essen- 
tially pure gases are demanded the elcctroljiic method of producing them has 
as yet round no competitor, particularly if both are demanded, since they are 
produced simultaneously b}’ the electrolytic decomposition of water. The frac- 
tionating of liquid air for the production of oxygen in general will produce this 
gas at a lower cost than the electrolytic process, but its purity rarely exceeds 
99.6 per cent, whereas the electrolytic oxygen can be obtained with impurities 
not to exceed 0.1 per cent. In such electrolytic production of oxygen, hydrogen 
is also obtained oi a purity exceeding 99.0 per cent. Where both gases can he 
used, costs of production by the electrolytic method compare favorably mth 
any other source in localities where power is relatively cheap. 

The electrolytic production of hydrogen on an enormous scale is practiced 
in many countries producing sjmthetic ammonia, particularly where electric 
power is cheap and coke relatively costly. 

There are two general tj'pes of cell constniction, the choice depending upon 
the cost of electric energy. AVliere this is cheap a low cost type of cell construc- 
tion of low energy efficiency is usually chosen. Where electric energy is relatively 
more expensive high energy efficiency cells arc chosen even though they represent 
a material increase in capital cost over the low efficiency type. 

In general, the low efficiency cell is of the unit type constniction, that is, it 
consists of a single anode suspended in the center of a closed iron box, the sides 
of the box acting as cathodes. Between the anode and the cathode is a porous 
asbestos diaphragm which keeps separate the gases produced at the two elec- 
trodes. The anode itself is of iron usually in the form of a grid-like structure 
so as to permit free access of the electrolyte, and b}" suitable spacing permits 
easy evolution of the ox’j^gen. Nickel and nickel-plated anodes are sometimes 
used, resulting in a slightly increased efficiency of the cell. The clectrobde is a 
solution of caustic potash in water. Additions of fresh water are required to 
make up that lost through decomposition and this water is preferably distilled 
to prevent accumulation of foreign salts in the cell, particularly in the mesh of 
the diaphragm. Many cell plants operate on raw water for a long time without 
disturbance, but this must be water of exceptional purity, otherwise the elec- 
trodes will be coated and the diaphragm blocked by precipitation. 

Low efficiency cells operate with a voltage drop of 2.25 to 2.50 volts across 
the electrodes. Theoretically only 1.69 volts is required for the decomposition of 
water so that the energy efficiency of this t 5 ’pc of cell is only from 68 to 75 per 

® Taylor, H. S., “Industrial Hydrogen,^’ Chem. Catalog Co. (ZD21L 
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cent. The current efficiencies of any modern cell are usually very high, frequently 
showing 98 per cent. 

The high efficiency type of cell, using a voltage of 1.85 to 2 volts across the 
electrodes, shows better overall economy where power costs are high. This 
type of cell uses electrodes much more closely spaced and of a more elaborate 
design to allow the largest amount of effective surface and to eliminate gas 
bubbles as rapidly as possible from those portions of the electrolyte which lie 
directly in the path of the current between the two electrodes. The anodes of 
this type of cell are usually of nickel or of nickel-plated iron. These cells run 
at a much lower current density per unit of electrode and cost more to build, 
so for a given output the investment is somewhat greater than for the low effi- 
ciency type. 

It vnW be noted that these hydrogen cells of either class are of low voltage, 
requiring only from 2 to 2,5 volts over the cell. A current of 1,000 amperes 
passing through such a cell produces 15,5 cubic feet of hydrogen and half as 
much oxygen per hour. In order to get the enormous quantities of hydrogen 
needed by the synthetic ammonia process, it is necessary first to use currents of 
high amperage. 

For purposes of economy, the electrical machines should operate at the highest 
possible voltage. It requires about 1 sq. in. of copper conductor for each 1,000 
amperes carried, so any attempt at paralleling these large machines gets into 
complications \vith the current leads. The most advanced practice has stand- 
ardized at 10,000 amperes at 600 volts per circuit. In order to circumvent multi- 
plicity of units and connections, attempts have been made to build hydrogen 
cells of a multiple type. In general, they are built up like a filter press with a 
diaphragm taking the place of the filter cloth and acting at the same time as 
an insulator between adjacent sections. The electrode occupies the position of 
the plate in the filter press, one side of it acting as a cathode and the other side 
as an anode. By this means, cells can be built up in a imit, so that between the 
end connections the drop in voltage will be from 100 to 200 volts, depending 
upon the number of sections clamped together, and thus simplify electrical 
installation. Cells of this type carrying several thousand amperes have been 
developed for producing hydrogen for the making of synthetic ammonia. On 
account of the complications in insulation and the difficulty with diaphragms, 
they are not in such general use as the unit type cells described above. Their 
installation, however, is quite simple with respect to the take-off of gases, the 
feeding of water and electrical connections.^ 

Calcium Carbide — ^IVhen lime and carbon are mixed together in proper 
proportions and the mixture heated to an extremely high temperature the lime 
is reduced and the metallic calcium unites with the excess of carbon present to 
form the carbide, CaCa. In general, the electric arc is used as the source of 
heat, though resistance systems have been more or less successfully employed. 
The reaction which takes place in the furnace is: 

CaO + SC^CaCa-f CO 

Induftrial^Gases!^““^'°“ hydrogen by the producer gas reaction see Chapter 19 
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This reaction ^vollld require a mixture of 875 parts by freight of lime to 563 
parts of carbon per 1,000 of commercial carbide, though in actual practice tlie 
proportion of carbon used for the above quantity of lime sometimes rises as high 
as 650 parts, the excess being consumed in other ways than by the above reaction. 

Types of Carbide Fmnaces. The original carbide furnace consisted merely 
of a basin into which was dipped tw'o electrodes between which an arc was 
sprung, the reacting mixture being fed directly into the arc. The melting-point 
of the carbide is in the neighborhood of 1,800° C., and so the mass sets almost 



Fig 1 Calcium Carbide Furnace. (Courtesy North American Cyanamid, 
Limited) 


as fast as fonned. When the basin was full of set carbide the whole was re- 
moved from under the electrodes, allowed to cool and the carbide dug out. The 
operation was thus an intermittent one, and rather low energy efficiency was 
attained. A continuous mechanical furnace later replaced this primitive type. 

Modem carbide furnaces ma)' be either single-phase or three-phase. In 
general, the suigle-phasc furnace is of relatively small productive capacity, rarely 
exceeding 15,000 kilowatts in power rating. The late designs have closed top 
through which the single electrode is sealed by suitably packed joint. This en- 
ables the collection of the gases produced in the furnace, largely carbon monoxide, 
and after cleaning from dust and fume this gas can be used either as a source 
of heat through combustion, or as a chemical reagent for conversion into am- 
monia, alcohol, etc. 

Most of the carbide furnaces are of the three-phase that is, have three 
electrodes each connected to one of the low tension bus-bars. Such furnaces are 
now in operation at power ratings up to 40,000 H.P. The box or hearth is 
rectangular in section and built of heavy steel plate braced with structural mem- 




ELECTROCHEMICAL INDUSTRIES 4b i 

bers. The bottom is built up of a layer of refractory on top of which is a deep 
bed of carbon. This may be composed of large baked electrodes laid up in tar 
or pitch on top of which is a composite of fine coke and pitch rammed in Lot, 
or the whole of the carbon may be of the tamped type. These carbon bottoms 
are many feet thick, for the temperatures in the carbide furnace run well above 
2,000° C. and carbon is the only form of refractory that withstands the high 
temperature and the corrosive action of the furnace charge, which is quite basic 
in character. The side walls are usually carried up of relatively thin refractory, 
a practical construction where ample dimensions are given to the furnace bo3t, 
for the furnace itself creates its own lining out of the semi-fused raw materials. 

The electrodes for the carbide furnace are of two general types. They may 
be of pre-formed and baked carbon, round in the smaller furnaces and square 
to rectangular in the larger furnaces. In this latter case a number of the in- 
dividual blocks are assembled together into a single electrode, the largest run- 
ning about 24 inches wide and 120 inches in length. When such electrode is 
consumed the carrying head with the butt is removed from the furnace and a 
new electrode replaced. With proper design of detail such change is made in less 
than 10 minutes. 

In more recent years a continuous t 3 ^pe of electrode has appeared in the 
industry. These electrodes are round or oval in cross-section and are actualty 
made and baked above and in the furnace itself. A clamping sleeve of bronze 
and copper brings the current to the actual electrode. In this sleeve is placed 
a cylindrical casing of very light sheet-iron, built up section by section through 
to a working floor above the hearth of the furnace. On this working floor an 
electrode mixture of coke and pitch is prepared and this is tamped into the 
cylindrical casing. As the electrode is consumed below it is slipped through 
the holder by loosening a wedge-like construction and new sections of casing 
are spot-welded to the old, and again tamped with the electrode mixture. The 
heat of the furnace bakes this mass into a solid electrode and in this type of 
furnace it is only necessary to interrupt the current in the larger sizes for a 
minute or so to permit the slippage of the electrode. 

Most of the modem carbide furnaces operate on constant voltage. Trans- 
formers and their connections are arranged to deliver energy at a given voltage 
to the bus-bars leading to the furnace. In order, therefore, to maintain a constant 
energ}'- in the furnace its resistance is changed by raising or lowering the elec- 
trodes. This is accomplished automatically. By means of current transformers 
on the main bus-bars and suitable relays, motors are controlled, which automati- 
cally raise or lower the electrode thus maintaining a relatively constant current 
through each electrode and this with the constant voltage furnished by the trans- 
formers gives a constant power on the furnace itself. 

There are carbide furnaces in operation in which regulation of energy is 
accomplished through a change of voltage in the supply line to the furnace. 
Transformer systems are available which pemut switching of the connections 
automatically under load and this coupled with automatic regulating transform- 
ers enables almost infinite change in the voltage supply to the furnace. 

The operating voltage of a carbide furnace depends upon its design. Single- 
phase furnaces operate at around 60 volts between the electrode and the carbon 
bottom of the furnace. In the three-phase types the voltages may vary from 
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100 up to 200 volts between electrodes, this variation being dependent upon the 
size of the furnace. The usual commercial grade of carbide consumes about 
3,000 K,W.H. per ton in the modern furnace. 

In the small furnaces carbide is tapped intermittently from one-half to one 
hour intervals. In furnaces above 20,000 H.P. the tapping is practically con- 
tinuous. The molten carbide is run into pans or to continuous cooling conveyors 
of several types and after cooling is sent to the crushing plant for sizing. Most 
countries in the world have a standard for commercial carbide of 85 per cent 
purity, that is 85 per cent CaCc. The standard, however, is rarely expressed in 
this form, but more often in the metric countries in terms of liters of acetylene 
per kilogram of actual carbide. In English speaking countries this is cubic feet 
of acetylene per pound of actual carbide. Thus an 85 per cent carbide cor- 
responds to 296 liters per kilogram or 4,75 cubic feet per pound. 

Calcium carbide is used chiefly to form acetylene, and it is this use which 
makes it important industrially. It is also used as tlie starting point of cyanamid 
manufacture in one of the several methods used in fixing atmospheric nitrogen.’ 

ARTIFICIAL AnmvsnT:s 

Fused Alumina — One of the carl)’’ developments of the electrochemical 
industry and belonging to the clcctrothermic branch is the production of artificial 
abrasives. The first such product was silicon carbide, which will be described 
below. This material, however, while extremely hard and possessing many excel- 
lent cutting properties, is vory brittle and for many purposes did not prove a 
wholly satisfactory substitute for the natural enier)\ Attempts, therefore, have 
been made to produce an artificial crystalline alumina or corundum and today 
this synthetic product has \cry largely replaced the natural emery. The raw 
material is bauxite, n hydrous oxide of aluminum, first calcined to remove all 
water. It contains various impurities such as silica, oxide of iron, oxide of 
titanium, etc. The calcined bauxite is mixed with sufficient carbon to insure the 
reduction to the metallic state of the several impurities, but insufficient to take 
care of the alumina, and iron is added to make a low grade ferro silicon. This 
mixture is fused in an electric furnace, the heavier reduced metals tending to sink 
to the bottom and the lighter fused alumina to float on top of the resulting melt. 
One of the most important features in the production of such an abrasive material 
is control of grain size. The furnaces, therefore, are rarely tapped but the mass 
is allowed to cool, under carefully controlled conditions, in the hearth of the 
furnace itself. When the hearth is filled with product and has cooled to the proper 
degree the furnace itself is dismantled and the block pulled out, broken up, and 
sorted. The abrasive is sent to the crushing plants and broken down to com- 
mercial sizes from which are produced the grinding wheels, paper, etc. The 
actual production of the grinding wheel is largely a development of the ceramic 
art, the individual grains of abrasive being bonded into the wheel by binders 
of the porcelain or clay type and burned in suitable furnaces. 

Besides influencing grain structure, the introduction of small amounts oi 
various foreign oxides can impart various properties to these abrasive materials, 

7 For details of the uses of acetylene see Chapters 8 and 31, 
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hence iliere is careful choice of the bauxite and carbonaceous materials charged 
mto the fusion furnace. 

Silicon Carbide— When silica is heated to a very high temperature in contact 
with an excess of carbon, a carbide, SiC, is formed. This is the basis of the well- 
known abrasive called ^^Carborundum.” « The reaction by which it is made may 
be represented; 

S 1 O 2 + 3C = SiC + 2CO 

The arc furnace used in the production of calcium carbide or fused alumina 
cannot be employed in the manufacture of silicon carbide, because of the possi- 
bility of overheating. Although a high temperature is needed for its formation, 
if that temperature is exceeded metallic silicon will be volatilized from the formed 



Fig. 2. Silicon Carbide Furnace. (Courtesy Carborundum Co.) 

silicon carbide, and graphite will be left behind. It was this accidental discovery 
that led to the development of the artificial graphite industry to be described 
later. 

In practice the silicon carbide furnace consists of a bed of firebrick 40 ft. long 
and 6 ft. wide serving as a permanent foundation. The side walls are laid dry 
and torn down, and replaced with each run of the furnace. The mixture with 
which the furnace is charged, 3.5 parts of carbon, 6 parts of sand and 1.5 parts 
of salt, is next shoveled on this foundation, carrying up with it the side walls as 
necessary for its retention. Through the center of this mixture is placed a core 
of granulated carbon which serves as the resistor in the furnace. The ends of 
this core are in contact with permanent end connections, consisting of carbon bars 
between which the copper conductors are laid. Such a furnace takes about 2,000 
H.P. and runs for 36 hours, at the end of which time 6 to 8 tons of comme^ial 
sihcon carbide have been made. 

After such a run the granulated coke forming the heating core has been 
graphitized, and immediately surrounding and in contact with it is a layer of 
graphite produced from overheating the sihcon carbide first formed there* Sur- 

®Reg. Trade Mark. 
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rounding this graphite is the cr>'stallized silicon carbide in a laj^er a foot or more 
thick, beyond which is found the reduced and uncrj^stallized carbide, the partially 
reduced mixture and finally unaltered mixture. The last three products are 
usually charged back into the next furnace run, though an attempt has been 
made to utilize the partially reduced material as a refractory. 

Borides — Of \cTy recent development are new abrasives of which boron 
carbide is a typical representative. This is an electric furnace product in which 
a boron oxide is reduced by carbon usually in the presence of a fluxing element 
or matrix. The crystals formed by solidification in tlic matrix, are then separated 
b}'^ mechanical means. There are a number of these extremely hard carbides and 
borides and combinations that arc now being produced commercially. They are 
even harder than silicon carbide but still far from the hardness of the diamond 
as measured by any lineal absolute scale. 

MISCELI^NEOUS PRODUCTS 

Artificial Graphite — The overheating of a silicon carbide furnace led to the 
discovery that by suitable decomposition of a carbide, graphite is left behind. 
Heating of pure carbon null not tran.'^form it into graphite, as it must first to pass 
through a state of a carbide, wliich requires that some metal or metallic oxide be 
mixed with it. In practice, anthracite carrying 8 to 10 per cent ash, uniformly 
distributed through it, is used for the furnace charge. The ash furnishes the 
necessary metallic oxides. It may be either molded into shape first and then 
graphitized, or else graphitized in powdered form and then used for all purposes 
of ordinary graphite. It is practically pure, running over 99.5 per cent graphite, 
all the other impurities having been volatilized at the temperature of the furnace. 
In the graphitizing of small electrodes tliey are packed transversely into a furnace 
which bears some resemblance to the silicon carbide furnace. Betw'een the piles 
of electrodes thin layers of granular carbon are inserted and the whole furnace 
covered over with silicon carbide residue. Tlie current is led in through the mas- 
sive electrodes at the end and travei*ses both the pile of electrodes and the 
granular packing. The major portion of the heat is generated in the granular 
portion of the circuit. Such a furnace is 25 ft. long and consumes about 1,000 
H.P., the run being about 20 hours. 

Both the silicon carbide furnace and the graphite funiace were the invention 
of E. G. Acheson. 

Carbon Bisulfide — Much of the carbon bisulfide produced in the world is 
made in the electric furnace. AVhether produced in the old type retorts or in 
the electrothermic way the raw materials arc the same: sulfur and charcoal. The 
reaction is a relatively low temperature one and the use of electricity is based 
upon convenience as well as long life of equipment rather than upon any parti- 
cular inherent properties of the electric current. 

In general the electric furnaces are tall cylindrical structures of refractory 
material divided by an inner cylinder into a central shaft and an annular space. 
The inside shaft is filled with charcoal and provision is made for feeding sulfur 
into the annular space. Carbon electrodes project through the walls to contact 
the charcoal. On passage of the current, charcoal is heated and as this heat 
penetrates into the annular space the sulfur melts, and as it comes into contact 
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with the heated charcoal carbon bisulfide is produced. By adjustment of voltage 
on the electrode system the furnace can be made self-regulating. If it tends to 
become too hot more sulfur will melt and submerge the electrodes cutting off 
some proportion of the area of the path of the current, thus increasing the re- 
sistance and cutting down on the flow of energy. If the furnace tends to become 
too cold less sulfur will melt and that portion in the furnace will react, forming 
the volatile bisulfide and thus increase the area of the path of the current. 

This is a very beautiful example of the convenience with which the electric 
current can be applied to certain tj^pes of reaction. The furnace itself is built 
of refractories that do not deteriorate under the existing conditions and since the 
heat is internally generated there is no wear and tear of retort due to external 
firing. The efficiency of such a furnace is very high. 

Carbon bisulfide finds its greatest use in the manufacture of rayon by the 
viscose process. Alkali cellulose is combined with carbon bisulfide to produce 
viscose which is further treated to produce almost 80 per cent of the American 
rayon production.® Carbon bisulfide is also of value as a solvent, as a raw ma- 
terial in the manufacture of carbon tetrachloride, in the vulcanization of rubber, 
and to some extent in the paper industry. Over 155,000,000 pounds of carbon 
bisulfide are produced annually and sold for some $5,000,000. 

Phosphorus — ^At the present time the electrothermic production of phos- 
phorus is one of the most rapid growing of the electrochemical industries. It is 
true that yellow phosphorus has been produced in the electric furnace for the past 
fifty years but because of the high cost of the relatively small units used for the 
greater part of this time, it found its outlet only in the match industry and in 
a few of the more expensive phosphorus compounds. Of recent years the de- 
velopment of the phosphorus producing unit has been such as to produce this 
element on a large scale and at such low cost that it can be oxidized to phosphoric 
acid in competition with the older wet methods of production. 

Readman Process, This was the original of the electric furnace phosphorus 
processes and the principles upon which it operated are essentially the same as 
those existing today in the modern high powered furnace. 

Tricalcium phosphate in the form of phosphate rock or bone ash is fused 
with some form of carbon and silica in a closed electric furnace, the reaction 
being 

Ca3P208 + 3Si02 + 50 SCaSiOs + Pz + 5CO 

The phosphorus vapor and carbon monoxide gases are conducted from the 
top of the furnace through a condenser which delivers liquid phosphorus. The 
yield of phosphorus is estimated to be about 2 pounds per electrical horsepower 
day (18 K.W.H.) 

The Readman furnaces were very small running only a few hundred H.P. 
Nearly twenty years ago attempts were made to use much larger furnaces of 
the multi-phase type for the production of ferrophosphorus. In these furnaces 
scrap iron, phosphate rock, carbon and a flux were smelted together producing 
a ferrophosphorus running about 20 per cent in phosphorus. The slags made 
were silicates of lime. It was found that not all of the phosphorus could be 

® See Chapter 38. 
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tiveness of the current. Approximately 3 H.P. years are required per ton of 
sodium starting with, caustic soda. 

Production from Salt. Because of the low current efficiency of the caustic 
process, attempts were made over a long series of years to produce sodium by 
the direct electrolysis of molten salt. The many difficulties have been overcome 
and probably the larger bulk of the world^s production of sodium is now made 
by this process. The cell which is used consists of a rectangular box of struc- 
tural steel lined with refractory material. It is closed at the top, for one of the 
products of decomposition is chlorine which must be collected. The cathode is 
made of iron and the anode of graphite and a wire mesh diaphragm surrounds 
the cathode to retain the sodium which floats on top of the molten bath of the 
chloride and is removed by a siphon arrangement. Chlorine is collected from 
the anode compartment, cooled and placed on the market in the usual forms. 

The bath material itself consists essentially of molten salt to which various 
additions of other salts are made to reduce the melting point as far as possible. 
However, these concentrations of foreign salts must be limited to relatively 
small quantities otherwise the sodium will be contaminated. These agents are 
various fluorides and chlorides of the alkali and alkaline earth metals, such as 
CaCla. Such a bath, when molten, has a relatively high conductivity and the 
resistance offered to the passage of the electrolyzing current is not always suffi- 
cient to maintain the heat losses of the sodium. Provision, therefore, must be 
made to supplement the energy supplied to this cell by superposing sufficient 
alternating current to make up for this heat deficiency. 

Difficulty is experienced with contamination, principally from the refractory 
lining, and of secondary importance, from the electrodes and the diaphragm. 
Therefore, it is necessary from time to time to discard these fused baths and 
replace with fresh material. The life of the bath is relatively short on the aver- 
age and provision, therefore, must be made for tapping these furnaces and sup- 
plying fresh molten bath to them. 

The energy requirements for this process may be figured at approximately 
2.5 H.P. years per ton of metallic sodium. Chlorine, however, is a credit in this 
operation. Current efficiencies are relatively high; of the order of 80 to 90 
per cent in an operating cell in good condition, for we do not have the same 
limitation of having to separate hydrogen along with the sodium in this case 
of direct electrolysis of molten salt. 

Production of Potassium— For the production of potassium the electrolysis 
of caustic potash, and similar to that for sodium when using the same cells, is 
universally used. The quantity of potassium produced, however, is relatively 
small as compared with the great tonnage of sodium which finds an enormous 
outlet as sodamide in the cyanide and dyestuff industries, and for the production 
of the sodium-lead alloy used in producing tetraethyl lead, 

f 

THE STORAGE BATTERY ! 

The manufacture of lead storage batteries is now one, of the large industries 
of the country. The enormously increased demand for starting batteries, by the 
automobile industry, added to the use of batteries for motive power of many 
types of self-moving vehicles, has called for ever-increasing production. 
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The overall equation of the reactions taking place in the lead storage battery 
may be written as follows: 

< charge 

PbO- + Pb + H 2 SO 4 ± 1 ? 2PbS04 + 2 H 2 O 

discharge y 

The left-hand side of this equation represents the charged plates and the 
right-hand side the discharged plates. Hence, the charged lead cell consists, 
essentially, of a plate of lead, a second plate of lead peroxide, held apart by a 
porous '^separator” through which sulfate ions can migrate — all immersed in a 
sulfuric acid solution. The problem of producing a storage battery of high 
capacity and enicienc}^ is largely one of incorporating the correct physical and 
chemical properties to the plates of lead and lead peroxide. 

The original lead storage batter}' was made by suspending two plates of soft 
sheet lead in a bath of dilute sulfuric acid of specific gravity of about 1.2. One 
plate was connected to the positive terminal of a source of direct current and 
the other plate to the negative source. Current was supplied for a short inter\'al 
of time and then cut off and the two plates short-circuited. This operation was 
repeated a large number of times until the plates were “fonned.^^ At first these 
plates had little capacity for storing up potential chemical energy which was 
afterwards transfonned, on discharging, into electrical energy, but as the opera- 
tions of charging and discharging were rej^eated the capacity of the two plates 
increased materially. Such batteries, however, would have been of no value for 
the present-day semce in automobile starting, for tlie stored capacity per unit 
of w'eight was small and the apparatus itself was incapable of taking the abnormal 
starting loads of the modem automobile. 

The modem batter}^ plate consists of a grill of cast nntiinonial lead carrj'ing 
from 5 to 10 per cent of antimony. The grids vnr}' from 2 to 5 mm, in thickness. 
Into this grid is pressed a paste consisting of lead oxide mixed with sulfuric acid 
or ammonium sulfate. This paste is packed tightly into the mesh of the grids 
and left to harden. The plates are then suspended in open tanks, those intended 
to be anodes connected to a positive source of current and those which are to be 
cathodes to a negative pole. Under careful regulation of the current these pasted 
plates arc ^Termed,*’ that is, become active by transformation of the oxide paste 
of the anodes to lead peroxide and the oxide paste of the cathodes to spongy 
lead. Great care is needed in the forming of a plate to gain the maximum adher- 
ence of the paste without warping the supporting structure. 

After formation the plates are washed, dried and stored for assembly. De- 
pending upon the size and rating of the battery a certain number of anode plates 
are burned to a lead strap; for a 13-platc coll 6 anode plates are grouped together. 
Similarly the cathode or negative plates are burned to a strap, there being one 
more negative plate in a battery than positive plate. For assembling the battery, 
the anode and cathode groups are meshed together with insulating separators 
between the plates. These separators take various forms, such as thin strips 
of w'ood veneer, tliin perforated pieces of hard rubber, or various patented com- 
positions. When put into service, the battery is filled with a high purity dilute 
sulfuric acid of strength between specific gravity 1.2 and specific gravity 1.3, 

The ordinary starting battery contains either 13 or 15 plates per cell wtb 
three cells in series. The 13-plate batter}' has a capacity of storing up energy 
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equivalent to 100 ampere hours and the three cells in series will deliver current 
at 6 volts potential, that is, approximately two volts per cell. 

The usual storage battery, when new, vdll deliver from 80 to 90 per cent 
of the energy used in charging, but as the battery becomes older this efficiency 
drops off rather sharply. As the battery ages the anodes buckle and shed their 
paste and the cathodes become clogged wdth sulfate and lose their porosity. This 
prevents a diffusion of the sulfuric acid into the plates and hinders charging. 

The Edison Cell — Another type of storage battery, the so-called ^^iron 
nickel” or Edison cell, uses a spongy iron anode and a compressed flake nickel 
cathode, in a solution of 15 per cent caustic soda containing a small amount of 
lithium hydrate. The chemical reaction involved in this cell is: 

charge 

Fe + 3 H 2 O + Ni20^^Fe(0H)2 + 2Ni(OH)2 

> 

discharge 

This battery cannot be used for starting purposes but has given excellent 
service for motor operation and ignition. It delivers a moderate current but is 
incapable of furnishing the peak surges for starting a motor. It has the great 
advantage of not being injured by complete discharge, which is not true of the 
lead battery. 

Dry Cells — ^The old wet primary batteries have largely disappeared and 
their place has been taken by the ^'dry cell.” This cell is not exactly dry as the 
name implies, but it at least contains no free liquid. These cells are manufac- 
tured by the millions and of all shapes and sizes to meet the wide variety of de- 
mands in the radio, flashlight, ignition and signal systems. The positive pole 
consists of a carbon rod. Surrounding this rod is a mixture of manganese dioxide, 
finely powdered graphite, and ammonium chloride made into a paste. The whole 
is packed in a cylindrical container made of sheet zinc which also serves as the 
negative pole. A cardboard or paper carton surrounds the zinc casing, serving 
both as a protective coating and an insulating medium. The contents of the cell 
are sealed in by molten pitch or sealing wax cast into place. Formulation of the 
active mass varies not alone among the different manufacturers, but is also de- 
pendent upon the size of the cell and its intended use. Great care must be taken 
in the purity, size of grain and mixing of the ingredients to insure a long shelf life 
and quick recuperation in service. A well-constructed dry cell should show m 
volts electromotive force and should be capable of shelf storage on open circuit 
over several months \vithout deterioration. 

Electroplating — ^A branch of electrochemistry that has attained enormous 
commercial importance, is that of coating the surface of one metal with a thin 
skin of another either for decorative or preservative purposes. Thus base metal 
is coated with gold for decorative purposes, iron with nickel for preservative 
reasons. Practically all of this metal coating is now done by suspending the 
object to be plated as cathode in a suitable bath and electrolytically depositing 
a coating of the desired metal on its surface. It is not possible here to cover 
thoroughly all the methods and solutions used in this work, as each establishment 
seems to cherish its own secret manipulation, a great deal of which secrecy is 
more imagined than real. 
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To insure uniform results the base metnl to be plated should be sound, free 
from pores and sand holes, and above all, clean. Cleaning is done by the use of 
bnishes, buffing wheels, acid and alkali baths; the objects to be plated not being 
touched by greasy hands. 

The composition of the baths used are as varied as the establishments, each 
seemingly possessing its own special formula for each bath. Chemically, the baths 
are, as far as possible, so constituted that metal is not deposited by simple chem- 
ical replacement, as such coatings are usually not strongly adherent. A general 
idea of the baths used may be gained from the following: 

Copper, The solution contains 10-12 per cent copper sulfate and 2-3 per cent 
sulfuric acid. For plating on iron, this solution, because of chemical replacement, 
does not give a particularly good adhering coat and recourse is had to first plating 
a ver}' thin coating of copper on the iron from a copper cyanide solution, the 
object finally being finished in the acid bath, for the reason that regeneration 
of the cyanide bath by the use of a copper anode is not particularly successful. 
Such a cyanide bath may be prepared b}^ dissolving a mixture of one part of 
copper carbonate and three parts of potassium cyanide in twenty-five parts 
of w’ater. 

Silver. A fairly strong solution of the double cyanide of silver and potassium 
or sodium is most frequently used in plating this metal. 

Gold. A similar solution of the double cyanide of gold and potassium is used. 

Zinc. Formerly, most of the galvanizing or zinc coating of iron wms by the 
so-called hot method; that is, carefully cleaned sheets or objects of iron were 
dipped m a bath of molten zinc. The surplus adhering to the surface ^vas then 
wiped off and there resulted the typical bespangled appearance of galvanized 
sheet. To the uninformed this crystalline appearance denoted a high quality 
coating. In more recent times it is recognized that an electroplate of zinc of 
equal or better quality could be produced and more and more of the zinc coating 
is now produced by the electrochemical method. 

For complicated batches, as for example screw tlireads, the electrochemical 
method permits the formation of a uniform coating prcseiwdng all of the charac- 
teristics and dimensions and without possibility of \Yarping. Further, it is now 
possible to operate the electro-galvanizing process mechanically. Small articles 
are plated in tumbling barrels. Conduit and tubing can be handled on mechanical 
carriers through the bath. Wire, strip and sheet stock are run continuously 
through the cleaning, washing, plating and final washing baths. 

One of the most interesting examples is the continuous electro-galvanizing of 
wire, the whole operation being mechanical and taking place in a series of tanks 
through wdiich the wire is fed. An excellent finish can be given by finally running 
tlie galvanized wire through a scries of dies w’hich give it a hard, polished surface. 
It is even possible in these highly developed continuous plating operations to use 
roasted zinc concentrates for maintaining the strength of the bath, and insoluble 
anodes, so that we have here not only the metallurgical recover}’ of the zinc from 
its ore but its direct placement on a finished article. 

Nickel. A saturated solution of the double sulfate of nickel and anunonia 
is largely used for nickel-plating. As nickel anodes do not dissolve in sufficient 
quantity to recuperate this bath, nickel sulfate is added from time to time to 
maintain its saturated state. 
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Chromium. The very valuable properties of chromium; its extreme hard- 
ness, its resistance to oxidation and its resistance to scaling, as well as its bright 
and pleasing appearance, have created a tremendous demand for chromium- 
plated objects. The plating bath consists of a mixture of chromic acid and 
chromic sulfate. Various forms of insoluble anodes have been successfully oper- 
ated. Most baths work with lead anodes. For bright plating, it is customary 
first to nickel-plate and buff before plating with chromium. 

Cadmium. Because it gives an excellent protective coating combined with 
a steel-gray color and is capable of taking a high polish, cadmium plating has 
found considerable application on hardware, instrument cases, and aeroplane 
parts. It is plated from cyanide solutions, made by dissolving cadmium salts in 
sodium cyanide. The anodes are cadmium. 

Brass, A mixture of cyanides of copper and zinc containing varying propor- 
tions of the two metals, depending on the color of the plating desired, will yield 
a plating of brass. Great skill is needed to use such a bath and much secrecy 
is maintained regarding the exact composition of a successful brass bath. 

Rubber. Wliile properly not a true electroplating operation, nevertheless 
rubber has been deposited by the use of the electric current. The imderl}dng 
phenomenon of depositing by use of the electric current is very complex. The 
latex is suspended in an extremely dilute, slightly alkaline medium which is 
placed in the cell. As anode, zinc has been found to be the most successful. High 
voltage is then applied to the cell, creating a strong electrical field between the 
two electrodes. The suspended particles of latex, which are negatively charged, 
move toward the anode and there attach themselves. Various solids, such as 
sulfur, fillers, pigments, and even super-accelerators can be suspended in the 
solution along with the latex and be deposited with it. By this process rubber 
can be formed or molded in its final shape and be readily vulcanized. The de- 
posited rubber has an extremely high tensile strength and elongation, and is in 
general superior to milled rubber. 

After withdrawal from the bath the plated object is thoroughly washed with 
water, or even alkali if an acid bath has been used. Dull or matte finishes are 
given to a plated object by the use of a wire or scratch brush. Polishing is done 
with rouge, whiting or other polishing powder on a cloth or leather wheel. In 
many cases this mechanical manipulation after plating plays a more important 
part in obtaining a desirable ornamental finish than the actual plating operation 
itself. 

PIGMENTS 

The electrolytic manufacture of pigments has attracted a great deal of atten- 
tion, but up to the present time has attained no great prominence because of 
the many unsolved technical difficulties. The production of white lead by the 
electrolj’tic dissolution of a lead anode and subsequent precipitation of the basic 
carbonate is in commercial use, in a small way. The electrolyte used consists of 
a dilute solution of sodium carbonate to which is added a much larger portion 
of a sodium salt whose acid radical forms a soluble compound vith the lead. 

ter 26^°^ ^ discussion of the chemical methods of producing white lead, see Chap- 
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Chlorate or nitrate is used for tliis purpose, it having been found that the use 
of such a salt in the bath prevents the lead carbonate formed from adhering 
to the anode and thus insulating it. The caustic formed at the cathode of the 
cell is immediately neutralized by the introdtiction of a current of carbon dioxide, 
thus directly supplying the ingredients used in the process in the form of sheet 
lead anode and gaseous carbon dioxide. The greatest difficulty met with in com- 
mercial operation is the dropping of small pieces of undissolved anode into the 
deposit of white lead at the bottom of the cell, which causes poor color. Another 
difficulty is the tendency to form cr>'stalline precipitate, a most undesirable 
product. 

Lead chromate can also be obtained in the same manner by using a bath of 
potassium dichromate and nitrate, regenerating the solution with chromic acid. 
The sulfides of cadmium, antimony, etc., have also been made by the use of these 
metals as anode in a solution of sodium hyposulfite, though the process has never 
attained much commercial prominence. 

OXIDATION AND RnOUCTION OF ORGANIC COMPOUNDS 

A broad general view of electrolysis would consider an anode dipped into an 
electrolyte as a reducing agent; each 96,540 coulombs of electricity passing 
through it causing the production of one gram-equivalent of a substance of unit 
valence. A cathode is similarly a reducing agent, the passage of the above 
quantity of electricity causing a reduction of one gram-equivalent of unit valence. 
We have here an ideal means of reduction, in that no foreign materials, not essen- 
tial to the reaction, need be added to cause the desired change, and there is hence 
no contamination of the resulting products to fear. Electrochemical reductions 
resolve themselves into a choice of suitable electrode materials, current densities 
and separation of the clTects of anode and cathode through diaphragms. In the 
field of organic chemistry many applications have been made of electricity to 
the reactions of reduction, where conditions are suitable to their use, but strange 
to .say not many are today on a commercial scale. A few of the prominent com- 
mercial processes are the following: 

Chloroform — A solution of. 20 per cent sodium chloride, to which acetone is 
added, evolves chloroform on the passage of an electric current. The chloroform 
vapors are removed from the closed cell and condensed. The direct use of 
chlorine produced in the caustic soda industry for this purpose is of much greater 
technical importance than the above direct process. 

Iodoform — A solution of potassium iodide to which alcohol or acetone is 
added, and the whole electrolyzed, yields a solution of iodoform, which can be 
crystallized out by cooling. This process is the basis of an important manufac- 
turing industry at this time, and has largely supplanted the old chemical process. 

Sorbitol and Mannitol — ^Probably the most important of the organic proc- 
esses based upon the chemical action of the electric current, is the reduction of 
the sugars to the corresponding alcohols. Eor example, the electrolytic reduction 
of glucose, that ^s, the reduction of the aldehyde group in glucose to the corre- 
sponding hydroxy group (CHO to CII 2 OH), is now carried out on a large scale.^^ 

Taylor, R. L., Chem. & Met. Eng., 44 , 588 (1937). 
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In similar manner mannose is reduced to mannitol. The corresponding sugars 
are dissolved in a solution carrying free alkali and treated in the cathode com- 
partment of an electrolytic cell. Here the sugars are reduced to the corresponding 
alcohols which are recovered from the cathode liquor. This is probably th^" 
largest commercial example of direct organic synthesis at the present time. 

In recent years electrolytic oxidations and reductions of organic compounds 
have attracted a great deal of attention in the laboratory and thousands of 
patents covering this field have been applied for. In only a few cases has the 
electrolytic process been able to compete mih the older existing purely chemical 
treatment, but it is anticipated that there will be a very marked advancement 
in this art in the next few 3"ears. The problems of proper solvents, of diaphragms 
of control are slowly being solved in the laboratory and pilot plant and we may 
expect very greatly increased development in this most interesting field. 
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CHAPTER 13 


FERTILIZERS 

A. G. Stillwell 

Consulting Chemist, New York City 

The growth of plant life is necessary for its own perpetuation and in addition 
is a tremendous factor in the preservation and well being of man. By far the 
greatest part of man’s food comes either directly from plant life in the form of 
vegetables, fruits, grains, and the like, or indirectly as meat from animals fed 
and fattened on products of the soil. 

The growth of plant life requires sufficient sunshine, water and carbon dioride, 
and certain compounds of elements, among which the prime requisites are nitro- 
gen, phosphorus, and potassium compounds. All green leaves, when in healthy 
condition, at suitable temperatures and with sufficient illumination, can produce 
carbohydrates (starch or sugars) from carbon dioxide and water by the processes 
of photosjmthesis. Photosynthesis is performed by the chloroplasts and goes on 
imperfectly or not at all in all plants in which no chlorophyll exists. 

For the most part nature has done her part quite well in supplying adequate 
sunshine, water in the air and soil, and carbon dioxide in the atmosphere. How- 
ever, the remaining limiting factor, the required mineral compounds, are drained 
from the soil by the repeated growth of plants. If these compounds are not 
put back into the soil the result is a depletion of the soil and, sooner or later, 
satisfactory plant growth is impossible. It is this phase of plant nutrition with 
which man must concern himself, and which has become first the art and finally 
the science of fertilization. 

VERTILIZEH MATERIALS AND THEIR COMPOSITION 

Historical — ^As far back as records go, the value of animal manures has been 
recognized in the growing of crops. Why they were of benefit and what relation 
their constituents bear to those of plants are matters that have only been worked 
out during the past century. The earliest record of the use of mineral fertilizers 
is contained in a paper by Sir Kenelm Digby printed in England in 1659. 
In this paper the use of saltpeter as a stimulant to plant growth is advocated. 
In 1804, Theo. de Saussure pointed out the significance of the ash of plants, 
and showed that without it plant life was impossible. Justus von Liebig in 1840 
and 1842 w^as really the first to lay doum the foundation of present fertilizer 
practice. By the middle of the nineteenth century the importance and value of 
nitrogen, phosphoric acid and potash was pretty well known and it is from this 
time that the real growth, both of the use and knowledge of commercial ferti- 
lizers, dates. 
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Mineral nitrogen as a fertilizer was first obtained from saltpeter, and phos- 
phoric acid from bones. Later, nitrogen compounds were obtained from by- 
products of slaughter houses (organic nitrogen) and from ammonium sulfate, a 
by-product of coke-ovens/ and as sjmthetic cyanamid and ammonia made from 
the nitrogen of the air.= Phosphoric acid was obtained from both petrified and 
fresh bones and from mineral phosphate beds in various parts of the world. 
Until the World War of 1914-1918, the main source of potash was from the mines 
of Stassfurt, Germany. Since then numerous other deposits have been discov- 
ered and plants put in operation so that the world is no longer dependent on 
Germany for this material.® 

Essential Elements for Plant Growth— Broadly speahing, there are three 
classes of fertilizer materials: those which in themselves are a direct source of 
plant food, those which by their action, tend to make plant food materials more 
available, and finally a number of metallic elements whose action is not definitely 
known but still are absolutely essential to the proper development of plant growih. 
The essential nature of these certain elements essential to plant growth has caused 
considerable work and speculation as to their exact action and determination. 

The Most Essential Elements — ^The elements which are most essential for 
plant food are nitrogen, phosphonis, and potassium. To be available to plants, 
they must be present in the soil in some chemical combination which is water 
soluble, at least to a limited extent. 

Fertilizer dealers and experiment-station bulletins treat the different fonns 
of fertilizer materials separately, and a familiar understanding of these trade 
names is important. 

Ammonia is expressed either as nitrogen, as ammonia, or as nitrogen "equiva- 
lent to ammonia.” There are various conditions in which phosphoric acid may 
be expressed, such as reverted, available, insoluble, total, and phosphoric acid 
"equivalent to bone phosphate of lime.” ** Potash is expressed as potash, IvcO, 
as potash actual, or as potash equivalent to sulfate of potassium or to chloride 
of potassium. 

All genuine commercial fertilizers owe their value to the kind, quality, and 
amount of nitrogen, phosphoric acid, and potash they contain. They are made 
by mixing more or less of the several kinds of raw materials furnishing the de- 
sired ingredients, and to these maj' be added sulfuric acid to render the phosphoric 
acid available and a filler to make up the desired formula. 

Nitrogen (Arnrnomo). The nitrogen in- fertilizers is always combined with 
other elements and may be present in one or more different forms, such as sodium 
nitrate, ammonium sulfate, or in the form of organic nitrogen as found in animal 
matter, such os blood, tankage, guano, or in vegetable matter, such as cottonseed 
meal. 

Nitrogen is expressed as total nitrogen, mineral nitrogen, organic nitrogen, 
water-soluble and water-insoluble mineral and organic nitrogen. All forms ol 
nitrogen for which value is given must be in the "available” form, i.e,, in such 

^ See Chapter 15. 

2 See Chapter S. 

® See Chapter 9. . n ^ 

^ Phosphoric acid as used by the trade is not E[ 3 P 04 , but the pentoxide (P 2 O 5 ). 
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condition that it may be available to the growing plant as a food. The availability 

is determined by standard methods of analysis. . , ■ 

Phosphoric Acid, This as used in fertilizers does not exist as true phosphoric 
acid, but as various salts of phosphoric acid and lime. Soluble phosphonc acid 
is the monocalcium phosphate formed during the process of acidulating phosphate 
rock or bone. Reverted phosphoric acid is the dicalcium phosphate which is also 
formed during the process of acidulation and is soluble in neutral ammonium 
citrate. Available phosphoric acid is the sum of the soluble and reverted forms 
and is the total phosphoric acid in a condition capable of being absorbed by plants. 

Insoluble phosphoric acid is the tricalcium phosphate as it exists in phosphate 
rock and bone and is not available for plant food. Total phosphoric acid is the 
total amount present irrespective of the form in which it is present. It is the 
sum of the above three forms. Phosphoric acid equivalent to bone phosphate 
simply means the total phosphoric acid calculated as the tricalcium phosphate. 

Potash. This term as applied to fertilizers alwaj^s means the oxide of potas- 
sium. It is not found as such in fertilizers, but as either chloride, sulfate, nitrate 
or carbonate of potassium, or as organic potash. 

Potash soluble means the actual K 2 O soluble in water and is the only kind 
considered in fertilizers. 

Expression of Formuloe, One often sees formulae expressed in this man- 
ner, 4-8-2, or 3-6-4. It means that nitrogen comes first, phosphoric acid next, 
and potash third, hence the 4-8-2 indicates a fertilizer containing 4 per cent of 
nitrogen, 8 per cent of P 2 O 5 , and 2 per cent of K 2 O. 

The Trace Elements — It has been found that, in addition to the three prin- 
cipal elements, nitrogen, phosphorus and potassium, plants require small amounts 
of the “trace^' elements which occur to a limited extent in nearly all soils. 

Winifred E. Brenchley ® has published a paper which presents a valuable com- 
pilation of data with reference to ‘‘work done on the possible essential nature of 
certain elements for plant growth during the last five years.” 

“Until about the beginning of this century, ten or eleven elements only were 
generally considered as essential for normal growth of plants. The presence of 
other elements in minute quantities was recognized in many plants, but their 
possible association with nutrition and growth was not understood. The activ- 
ities of the French investigators from 1897 onwards focussed attention on the 
function of these minimal traces of elements, and the work of Bertrand on man- 
ganese, Javillier on zinc and Agulhon on boron may be regarded as the foundation 
of the widespread investigations which are now of such practical economic im- 
portance. 

The French school claimed that some of these minor elements “were essential 
for the full development of certain plants but the experimental difficulties in 
obtaining adequate proof were not at that time fully overcome, and for a time 
the matter remained of academic, rather than practical, importance. Still, in- 
terest had been awakened, and much experimental work resulted in'many’and 
varied claims being made for different elements— claims which frequently were 
not borne out by other tests under different conditions. In 1923 however War- 
ington was able to prove conclusively that a trace of boron is absolutely essential 

Rev2*'(A?riU936b ^'“t Nutrition,” The Botanical 
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for the development of Vicia faba, as in its absence the meristematic tissues die 
and growth is impossible. Since then, investigations all over the world indicate 
that boron is probably essential for all plants in varjdng degree and that certain 
obscure plant diseases may be due to a deficiency of this element. 

'^Although it is more difficult to get clear-cut proof of the essential nature of 
manganese for all plants, the whole body of evidence is now so strong that this 
statement is generally accepted as fact. The small amount that is necessar>» and 
the closeness of the association of manganese with iron render this element pe- 
culiarly difficult for experimental treatment. Copper and zinc have also attracted 
much attention and their value in certain cases seems evident, though they cannot 
lay claim to the importance of manganese and boron,” 

To illustrate the action of a few of those vital elements it is necessary only to 
examine a few results obtained by their use. 

Manganese — 50 pounds to the acre greatly increases yield of tomatoes and other 
crops, such as spinach, com and soybean. 

Boron — 10 pounds borax to the acre on celery soils of Florida prevents cracked 
stem and tremendously increases yield; 20 pounds will damage the crop. 
Zinc Sulfate — 15 to 20 pounds per acre controlled white bud and increased com 
crop. Also improves cowpeas, peanuts, oats, Napier grass, sugar cane and 
crotalaria. Also controls pecan rosette when used in iron sprays. 

Copper Sulfate — 50 pounds per acre increases 3 d eld of beans. Corrects die-back 
and ammoniation in citrus belt. 

Other elements either known to or suspected of having an influence on plant 
growth are magnesium, lead, tin, and a number of others. 

Experimental work is being carried on ver}’' extensively along this line. 

When natural materials are used for making fertilizers these necessary '%ace” 
elements arc supplied to greater or less degree. For instance, Chilean nitrate 
contains (shown either b 3 '’ chemical or spcctographic means) aluminum, 
barium, ber 3 dlium, bismuth, boron, calcium, caesium, chromium, cobalt, 
copper, iron, lead, magnesium, manganese, nickel, nitrogen, iodine, potas- 
sium, silicon, silver, lithium, molybdenum. 

In general it ina}’ be said that all natural raw materials used in the manufacture 
of fertilizers contain at least some of these minor or ^dtal elements; such 
materials as phosphate rock, potassium salts, meals, tankage, blood, etc. 

Su?/ur Requirements of Soils, The average amount of sulfur in soil 3 feel 
deep is 50S5 pounds per acre; this amount would be used up in from 70 to 285 
cropping seasons, figuring on minimum and maximum requirements of various 
crops. In neighborhood of cities the s\ilfur is replenished from the air, but not in 
country districts. Thanks to the old plant ash analyses, investigators were mis- 
led until quite recentl}' on the sulfur content of plants. The conception based 
on old analyses was that plants used so little sulfur that the average soil con- 
tained a sufficient^ quantity of tliis element to answer the requirements of plants 
almost indefinitely. Ideas on sulfur underwent rapid evolution, however, when 
it was shown that only an insignificant part of the total sulfur is retained in the 
ash. This is due to the fact that a considerable proportion of the sulfur is present 
in organic combination. A definite benefit is derived by adding sulfur compounds 
to some soils. 
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FACTORS AFFECTING AVAILABILITY 

Japanese Fertilizer — Soil fertilization is not necessarily merely a matter of 
supplying a certain number of compounds in given proportions. Physical struc- 
ture of the soil is a very important item. The so-called "Japanese Fertilizer is 
an example of a material which may function both as a source of fertilizing ele- 
ments and a soil conditioner. This fertilizer is a product called promoloid, a 
colloidal silicate of magnesium. The makers state that "it is not a manure, but 
an agent which accelerates the growth of vegetables, improves their taste, color 
and form, and enables an unusually fine crop to be realized.” 

The following explanation of the origin of the material is given by the manu- 
facturer. Some districts in Japan are noted for the early production of vege- 
tables of the best quality, such yields being limited to certain tracts of land. The 
crop in neighboring soil, under similar conditions of planting and cultivation, is 
distinctly inferior. These limited areas of specially productive soil are found in 
widely separated parts of the islands. A careful analysis of the soil from each of 
these districts disclosed the fact that colloidal magnesium silicate was common to 
all of them. It seemed likely that this element contributed to the exceptional 
yields from these soils. 

Function of Soil Moisture in Fertilization — Evaporation of soil moisture 
cools the soil, as the heat necessary to vaporize the water is drawn from the land. 
Evaporation, however, draws the moisture from below for very considerable 
depths and the fertilizing matters suspended or in solution are brought by this 
process within reach of the roots. To quote from some Wisconsin experiments: 
"Soil water is constantly in motion. When rain falls the moisture sinks into the 
soil, carrying along with it oxygen, carbonic acid, nitric acid, ammonia, etc., and 
rendering plant food available, a part of which may be lost in the drainage if the 
rainfall is excessive. When the rainfall ceases, evaporation commences and the 
soil water begins to rise, carrying along with it dissolved plant food which accumu- 
lates in the surface soil. This power which soils have of drawing up water from 
their lower depths is known as capillary attraction and may extend down 6 or 
7 feet.” 

Some idea of the immense amount of soil water thus brought to the surface 
may be gained from the fact that with the average soil, clay loam under culti- 
vation, 660 pounds of water per square foot is evaporated yearly, that is, 28,750,- 
000 pounds per acre. Computing from the average analysis of soil waters, this 
quantity of evaporation would bring to the surface soil about 14 pounds of am- 
monia and 57 pounds of potash; the phosphates do not appreciably enter into 
water solution. 

It must be understood that these fertilizing elements are not gained, they 
keep constantly in circulation; at night they sink only to rise again when the 
evaporation commences with the succeeding sunrise. By this circulating system 
the fertilizing elements are brought within reach of the plant roots and are uti- 
lized; were it suspended, the application of manures would have to be m . 
many fold, as the quantity of the nutrients in the immediate vicinity of 
itself would have to supply all its requirements; and as the roots “ 
ordinary farming practice occupy probably less than 5 per cent of 
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it follows that the efficiency of 1 ton of fertilizer, as at present, would require an 
application of 20 tons to accomplish the same results ^vith suspended circulation 
of soil waters. This is why commercial fertilizers contain a disproportionate 
quantity of phosphoric acid as compared with potash and ammonia; the phos- 
phates, to a great extent, Lake immediately in the soil an insoluble form and are 
rendered available as plant food only by the actual contact of the plant root hairs. 

Effect of Soil Structure — ^The previous section indicates that the move- 
ment of water in soils is a factor of prime importance in the functioning of 
fertilizers. This in turn is greatly affected by the physical character of the soil. 
The general characteristics of a clay soil arc ffne texture and cohesion of the 
particles. It absorbs moisture from the air and draws it from the lower soil by 
capillary attraction, and retains water obstinatel 3 % If worked while wet it be- 
comes hard and intractable. A sandy soil has little adhesion of particles, attracts 
little or no moisture from the air, and allows water to percolate through it readily, 
thus causing loss of fertilizing elements bj' leaching. It absorbs and retains heat 
well and is dry and warm, easily worked and will not bake. Its power of drawing 
moisture from below is about two-thirds that of clay. Soils intermediate be- 
tween sand and clay take, in a modified way, the main features of both, 

For purposes of agriculture the circulation of moisture in the soil and the 
temperature arc of greatest imporbince. A soil having clay as its predominant 
constituent holds its water almost stationary, and when subjected to evaporation, 
through heat or drj'ing winds, bakes badly. The soil water contains fine par- 
ticles of claj" in suspension and these are drawn to the surface and deposited by 
the evaporation of the water, thus forming an upper layer no longer porous. 
Evaporation ceases. The soil moisture, only a few inches below the surface, re- 
mains quiescent, and the closely packed upper layer also excludes heat and gases, 
the soil becomes cold, and those chemical processes, necessary for the preparation 
of plant food in an assimilable form, cc<ase. 

Use of Lime — ^The best known remedy is an application of lime, which throws 
down the susj)ended clay in the form of small granules, thus opening the pores of 
the soil and enabling a free circulation of water and the admission and action of 
gases and sunlight. With sandy soils evaporation docs not bake and the move- 
ment of the soil waters is accelerated, but there is danger of exiiausting the supply, 
as the power of capillary attraction in this case docs not greatly exceed a depth 
of 20 inches. These soils give free play to the action of gases and sunlight and 
maintain a temperature favorable to vegetation. Excessive evaporation is pre- 
vented by thorough tilling; a surface layer of finely pulverized earth a few inches 
deep arrests evaporation while it still maintains a fair degree of soil porosity and 
consequently the admission of gases and sunlight is not retarded. 

Action of Carbon Dioxide on Soils — ^Another factor of importance in the 
functioning of fertilizers is the action of carbon dioxide on the materials in the 
soil. All fertile soils contain a considerable amount of organic matter, and the 
presence of oxygen is necessary to accomplish its decomposition. Soils also con- 
tain innumerable bacteria, a part of which, at least, are intimately concerned in 
the decay of organic matter and cannot live without oxygen. 

One class of these bacteria decomposes part of the soirs organic matter with 
the formation of carbon dioxide. Water dissolves its own volume of CO2 under 
ordinary pressure, forming a solution of carbonic acid, H2CO3. When water is 
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so charged it has a high solvent power for the carbonates of calcium and mag' 
nesium, protoxide of iron and manganese. These salts are nearly insoluble in 
pure water. In this way carbonic acid plays a part of great importance in the 
growth of plants, since it enables water to convey to plants many fertilizing sub- 
stances which are otherwise hardly available. 

It is interesting to note here that the leaves of plants are white, in the absence 
of iron, and not green. By means of the microscope, the chlorophyl grains have 
been seen to grow and continue to prosper, as soon as a little iron was furnished 
to plants that had previously been without it. 

The Variability of Soils — ^The foregoing brief discussion indicates that soils 
are complex physical systems and their functioning depends on a number of 
chemical and physical variables. The study of soils is almost a complete science 
in itself and is the subject of a great deal of continuous investigation. The prob- 
lem of what fertilizer treatment is best for a given soil is very complex and ^ 
not logically a subject to be discussed in a treatise on industrial chemisiny- 
Hence, the bulk of the rest of this chapter wall be confined to a discussion if tri-: 
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source of Peruvian guano, as the Macabi, Giianape, and Lobos, Ballestas, and 
the Huanillos, as well as scores of small islands, have also furnished large 
quantities. 

The word guano is the Spanish rendering of the Penivian word huaim, mean- 
ing excrement. There are many varieties of Penivian guano having different 
fertihzing values due to their different chemical constituents, but they all are alike 
in their origin. Guano is mainly the excrement of marine birds mixed \vith the 
remains of the birds themselves and the fish they have brought to land. In some 
cases on the Chincha Islands the deposits are from 160 to ISO feet thick. The 
lower strata of such deposits may be many thousands of years old. 

Nowhere else in the world are marine birds found in such vast quantities as 
along the west coast of South America from Panama south to Chile. The larger 
number of these birds have their roosts and breeding places on the Peruvian 
Islands, or on points of the mainland. Their presence in such vast numbers is 
due to the quantity of fish found along these coasts. 

Cormorants, pelicans, sea gulls, marine crows, in flocks numbering hundreds 
of thousands, may be seen in these regions, while the rainless climate preserves the 
guano deposited. There are hundreds of bird islands in other parts of the world 
but the excrement and remains of birds found thereon are not the same as Peni- 
vim guano, although the deposits may possess value for fertilizing purposes. 
Even with the Permian guano, analysis shows great differences. 

All excrements contain nitrogen in the form of urates and salts of ammonia, 
but these are to a large extent lost unless the manure is at onbe applied to the 
land and even then the nitrogen may be washed out before it can become avail- 
able for the plant. When left exiDosed to a humid atmosphere or when rain is 
allowed to fall on it, the nitrogen salts are quickly leached out. The Penman 
guano, in its natural state, having seldom been exposed to rain or dampness, has 
retained its nitrogenous properties, and as it is rich in all three elements of plant 
food it is more valuable than other guanos. 

Guano has been used in Peru for centuries. As early as 1806 it was used in 
England, and in 1S24, fifty vessels loaded annually at Chincha. It was used in 
the United States as earlj^ as 1S32. Baron Humboldt in 1804 was the first to 
make it knoum to Europeans; its commercial importance there dating from 1844. 
As before stated, the Chincha Islands were the first exploited. Nine million tons 
were extracted in ten years. Other deposits were developed in 1870. Tlie Bal- 
lesta, Macabi, and Guanape Islands yielded 1,500,000 tons. Next the Lobos 
Islands were worked as well as the enormous deposits of the Province of Tarapaca 
on the south coast of Peru. It has been estimated that in fort}’” years over IS,- 

500.000 tons were taken from these localities, or more than 440,000 tons annually. 

As the penguins and pelicans are xcry voracious, each bird is capable of fur- 
nishing, on an average, about 32 grams of excrement per night. It is estimated 
that 100 kilograms of guano, containing 14 per cent of nitrogen and 10 per cent 
of phosphoric acid, required the consumption of 600 kilograms of fish containing 
2.3 per cent nitrogen and 1.7 per cent phosphoric acid. An annual deposit of 

40.000 tons is, therefore, the digestive product of 3,420,000 pelicans. It is re- 
ported that, while the old beds have been considerabh" reduced, there are layers 
30 feet thick which have not been touched and wdiich are still forming. 

The Caribbean deposits are much lower in nitrogen than the Perumn, but 



FERTILIZERS 

they run very high in phosphoric acid. In these much of the nitrogen has been 
leached out by the action of rain. The deposits found in the islands of Sombrero, 
Navassa, Aruba, Curasao, Orchillas, Roncador, and the Pedro and Morant keys 
are similar to those found on the Caribbean coast. 

The guano is taken out by shovel and pick. As the coasts are rough and few 
harbors exist, loading of steamers can be done only in calm weather. The water 
is very deep, and large steamers can anchor close to the shore, so that most of 
the guano can be loaded directly into the steamer from the shore by means of 
cable trams. In some cases, it has to be taken to the steamer in small boats. 
These obviously inefficient and antiquated methods of handling the material can 
certainly be improved and probably will have to be if guano is to stay in the 
running as a source of fertilizer. 

Dry Fish Scrap — ^The menhaden {Brevoortia tyranniis) belongs to the family 
Clupeidse and has many local names. On the Maine coast it is call pogy, bony 
fish, moss-bunker; in Massachusetts, hardhead bunker; in Delaware, bug fish, in 
addition to those already given; on the Virginia coast, old wife, cheboy, ellfish, 
bug fish, green tail, and bughead; in North Carolina, fat-back and yellow-tail 
shad. 

When full grown the fish weighs from 10 ounces to 1% pounds and measures 
from 12 to 15 inches in length. They are found in immense schools on the Amer- 
ican North Atlantic coast from the Bay of Fundy to the Mosquito Inlet, Florida* 
Its usual habitat is the bays and rivers, sometimes as far as the brackish water 
extends, and oceanward as far as to the Gulf Stream, On the approach of warm 
weather the schools begin to appear and remain until cold weather. Approxi- 
mately a temperature of 60 to 70° F. appears favorable. In the Chesapeake Bay 
the season extends from March and April to November and December. The 
New Jersey fishing season begins about May 1 and ends about the middle of 
November. 

The habit o fthe fish is to congregate in very large schools and then swim 
along close to the surface of the water, packed closely side by side and tier on 
tier. As many as 450,000 tons of these fish have been taken in a single season. 
As soon as the fish appear, steam and sailing vessels start out from the numerous 
factories along the coast and remain in commission until the fish have disap- 
peared in the fall. In the spring the northern factories send their steamers south 
and they follow the fish north. In the fall they follow them south again until 
they get beyond the point where it is economical to fish for them. The average 
steamers are of about 80 tons burden and usually about 90 feet long; such a 
vessel will take a cargo of from 250,000 to 300,000 fish. The crew consists of 
about 17 men. Larger steamers are used by some of the factories and in such 
cases two seines are carried. These steamers will hold from 900,000 to 1,200,000 
fish and have crews of 24 men. The fish are taken in large seines. 

When a steamer has a load it returns to the factory, as the fish, if kept too 
long, soon turn soft and are then very difficult to handle. On reaching the fac- 
tory, the fish are unloaded by being shoveled into a traveling conveyor which 
takes them to a belt which carries them into the store shed. From here they are 
earned to a continuous steam cooker, where the oil cells are broken and the fish 
bodies broken up. This requires but a few minutes, after which the fish are run 
mto strew presses. On leaving the cookers they contain about 75 per cent of 
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water. The screw presses can press the fish down to about 45 to 50 per cent 
of water. Most of the oil is liberated here. The water and oil are run into large 
settling tanks and the oil, which rises to the top, is taken ofif. 

Prom the presses the fish then go to direct-heat or steam-heated cylindrical 
diy^ers. They are dropped into the hot end of the dr>^er fired with either soft 
coal or oil. The water in the scrap prevents the burning of the fish. The scrap 
falls to the bottom of the dr}'cr and is carried around as it revolves, and show- 
ered down through the hot gases. On reaching the end of the dryer it is cool 
enough to handle and contains about S per cent water. It is now picked up by a 
traveling belt and run to the storehouse, where it is bagged, ready for shipment. 
Great care must be taken in the storeroom, because of the combustible nature of 
this material, ounng to the presence of the oil left in it. It heats very rapidly if 
left in large piles and must be cooled by turning over. 

The capacity of a factory is usually calculated as the number of barrels per 
day of fish that it can handle. One barrel contains 300 fish. A large and well- 
equipped factor}'’ will handle 700 barrels of fish per hour, turning same out as 
wet acid scrap, or if the dryer capacity is equal to the cooking and pressing 
capacity as dry scrap. 

To produce one ton of dry scrap requires an average of 50 barrels of fish, 
w^hile to make one ton of acid scrap (wet) requires 30 barrels of fish. In a good 
season about 3 gallons of oil per barrel of fish is recovered. 

Wet Acid Scrap. Where the plant does not have enough dryer capacity to 
take care of the catch, the excess is made into wet scrap. The fish scrap from 
the presses is acidulated with from 60 to SO pounds 60® Be. sulfuric acid to the 
ton of wet scrap. This converts some of the bone phosphate into the available 
fonn and at the same time preserves the scrap from decomposition. Good acid 
scrap that has not lain long in piles will analyze, on 50 per cent water basis, as 
high as 7.50 to 7.75 per cent ammonia. 

In many small factories, hydraulic presses are used instead of screw presses, 
and the wet scrap is dried in the open air on large wooden drying floors. It must 
be turned over frequently and this is done by the use of harrow’s drawn by a 
horse. It has then to be piled, left to heat to some extent, again spread and 
turned. If the scrap is w’ct by a storm, the process has to be repeated. Dry 
scrap will run about 10 per cent w’ater and 10.50 per cent ammonia, and will still 
carry 8 to 12 per cent oil. 

Leather Scrap and Similar Waste Products — To recover its nitrogenous 
fertilizer value, leather scrap is treated with steam imder heavy pressure, some- 
times w\ti the addition of small amounts of sulfuric acid. By this means the 
nitrogen i& rendered highly available, the raw ammoniates obtained containing 
up to 11 per cent available ammonia. They are sold under various trade names, 
such as nitrolene, process tankage, agrinite tankage, corona h}mite, omega, Rehms- 
dorf process, Smirow tankage, etc. 

The horns and hoofs • not available for more valuable purposes are slightly 
cooked until they become frialf-p and are then ground to a fine pow’der for use 
They run from 4 to 6 per centijyater and 15 to 17 per cent ammonia. 

Most long hair is used for o^aer purposes than fertilizers, but large numbers 

See also Chapter 43, 



FERTILIZERS 


511 


of South American hides are imported for making leather and the short hair 
from these hides, after being removed by the sweating process in tanneries,® is 
utilized as a source of ammonia for fertilizer manufacture. Without treatment, 
the nitrogenous compounds of the hair are not available for plant food, but dur- 
ing the process of making acid phosphate the hair is subjected to the hydrofluoric 
acid fumes given off when the phosphate rock is treated with sulfuric acid and 
becomes decomposed’, the sulfuric acid then, unites with it and forms ammonium 
sulfate, thus furnishing available ammonia. 

Sewage Sludge — Sewage sludge is now being treated, activated, and used as 
fertilizer. The city of Milwaukee is marketing a product called Milorganite and 
in California Nitrorganic is being made by the city of Pasadena, 

Cottonseed Meal — ^The products obtained from the cotton seed are lint, oil, 
hulls, and meal. Only the meal is used in the manufacture of fertilizers. It is 
obtained by grinding the cake which is left after the oil has been pressed out. 
Its chief uses are as a cattle food and as fertilizer. Meal which has been dam- 
aged by being overheated can be used only for fertilizer purposes. 

The plant food in cottonseed meal is chiefly nitrogen, so that its fertilizing 
value depends upon the quantity of nitrogen present. It contains, however, an 
appreciable amount of phosphoric acid and potash. An average analysis is as 
follows : 

Per Cent 


Nitrogen 6.79 

Phosphoric acid 2.88 

Potash 1.77 


In using cottonseed meal as a fertilizer it must be borne in mind that it is 
essentially a nitrogen provider, hence if the soil requires phosphoric acid and 
potash in any appreciable quantities as well as the nitrogen, the meal should be 
used in connection with some form of fertilizer furnishing these other materials. 

Calcium Cyanamid— The cyanamid process for the fixation of air nitrogen 
was discovered in 1898 but it was not until 1906 that the first large producing 
unit was built at Piano d'Orta, Italy. From this small beginning the production 
has risen to well over 1,500,1)00 tons per annum. The largest plant in the world 
is at Niagara Falls on the Canadian side. 

Briefly, the manufacture ® consists in passing purified nitrogen (from the air) 
over calcium carbide held at a temperature of 2000° F. in cylindrical fixation 
ovens. When the reaction is completed, the mass is cooled and pulverized. Water 
is then added to decompose any free carbide and to hydrate the lime. To pre- 
vent dust, 4 per cent of oil is added to the pulverized material. 

The grade used as a fertilizer has the following approximate composition; 

Per Cent 


Calcium cyanamid (CaCN 2 ) 63.00 

Calcium hydroxide (Ca(OH) 2 ) ... 17.00 

Free carbon 12.00 

Limestone impurities 4.00 

®See Chapter 45. 


® For details of the manufacture, see Chapter 8. 



512 


INDUSTRIAL CHEMISTRY 


Since 1932, the bulk of the material manufactured at Niagara Falls has been 
converted into a granular form by omitting the oil and mbdng in a binding ma^ 
terial and then granulating. This is graded between 12 and 100 mesh with not 
over 2 per cent passing the 100 mesh, 

\Yhcn mixed with moist soil, calcium cyanamid changes to calcium hydroxide 
and urea, NHa * CO * NH 2 . This calcium hydroxide, plus that present as such 
originally in the C 3 mnamid, gives it a lime value equivalent to 70 per cent hy- 
drated lime. 

About 75 per cent of the w’orld production is used in the fertilizer trade; the 
greater proportion as a single fertilizer material applied directly to the soiL In 
addition to suppling nitrogen to the soil it has a number of other valuable fea- 
tures. If it is broadcast and plow-ed under with cover crops it aids xQry ma- 
terially in the production of humus and if used in amounts of 1000 pounds per 
acre or even more, will kill all weeds and render the soil practically sterile. IVhen 
so used, sufficient time must be allow’cd for the cyanamid to thoroughly decom- 
pose before planting. 

Other Sources of Nitrogen Fertilizers — ^The other principal sources of 
nitrogen compounds for fertilizer are: Chile saltpeter (NaNOa), synthetic am- 
monia and ammonium sulfate from the distillation of coal in by-product coke 
ovens. The production of these materials is discussed in other chapters.^® 


POTASH IN THE FERTILIZER INDUSTRY 

It has become customary to speak of the potassium content of fertilizers and 
fertilizer materials in terms of potassium oxide and to use the word ''potash” tc 


Crops 

Alfalfa 

TADLK 1 — POTASH REMOVAL BY CROPS 

Yield/ Acre 

4 tons 

Potash 
Removed 
(Lbs. K 2 O) 
178.4 

Clover bay . 

2 tons 

652 

Com . 

7.*5 bu. (plus stalks) 

82J& 

Cotton 

600 lbs. lint (entire plant) .... 

59.6 

Oats 

an bn. (plus straw) 

40.8 

Potatoes . . , 

300 bu. 

95.0 

Rvg 

, a.T bu. (grain) • 

..... 40.0 

So3^bcans . . 


86.0 

Sugar beets . 

10 tons (beets) 

..... 64.0 

Tobacco . 

1000 lbs. leaves (phis stalks) . 

78.0 

Wheat . 

30 bu. grain (plus straw) ... 

252 


represent this compound in all the forms in which the element potassium is used 
in agriculture. The chemist^s designations "potassium chloride," "potassium sul- 
fate," and "potassium oxide" are more familiar in the fertilizer industr^^ as "muri- 
ate of potash," "sulfate of potash," and "K 2 O," respectively. Because of the 
solubilit}^ of its compounds, potassium is an element w’hich is removed in great 
quantities from the soil. Table 1 sho^vs the potash removal by some important 
crops. 

Chile saltpeter. Chapter 9; sjmthetic ammonia, Chapter 8; ammonium sulfate 
from coal, Chapter 15. 

11 Lodge, F. S., Chem. Met. Eng., 30, 879 (1938). 
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It has been estimated that harvested crops in the United States remove an- 
nually over 3,500,000 tons of potash from the soil. In addition,^ there is some 
loss by leaching and soil erosion. Addition of potash to the soil in the form of 
fertilizers returns only a fraction of that which is removed. 

Under some han'esting practices a considerable portion of the potash removed 
from the soil by the crop while growing is returned to the soil in such crop resi- 
/lues as the straw of cereals and the stalks of cotton. 

The Role of Potassium in Plant Life — Up to the present time, even, 
though many physiological studies have been made on this element, there seems 
to exist little definite evidence indicating the nature of the mechanism by which 
potassium functions. It has a specific role in influencing the absorption of certain 
other mineral elements, in assimilating carbon, in translocating sugars and form- 
ing starch, in regulating the rate of respiration, and also in influencing the action 
of enzymes. 

Obviously potassium is essential in all cell metabolic processes. When defi- 
ciencies in the soil supply of available potassium occur, changes in these physio- 
logical processes may result. Foliage discolorations, necroses of various kinds, 
and greater susceptibility to fungous diseases are manifestations of this deficiency. 
These various injuries reduce yields and quality of the plant products and serve 
to emphasize the important role of potassium in plant metabolism. 

Potash Production manufacture of potash fertilizers consists in 

mixing potassium salts with a filler to produce a fertilizer containing the desired 
potash (as K2O) content. Potash raw materials are roughly divided into two 
classes — those consisting largely of chloride salts and those relatively free from 
chlorine. Potassium chloride is by far the leading potassium-containing raw 
material. Potash production thus usually involves the separation and refinement 
of this salt from its natural deposits. However, the quality of certain crops is 
adversely affected by too much chloride. Tobacco is a notable example. There- 
fore, other potash raw materials are sometimes desirable. In this case the potash 
raw material may be potassium sulfate (K2SO4), magnesium potassium sulfate 
(MgS04*K2S04* 6H2O), potassium nitrate (KNO3) or carbonate (K2CO3). 

The story of the growth of the American potash industry, follo\ring the World 
War I disclosure of our unhealthy dependency on Germany for potash salts, is 
one of industrial romance. Discovery of potash deposits in California, Texas, 
and New Mexico made possible the growth of a domestic potash industry 
From a beginning in 1915 of only a thousand tons of potassium oxide this indus- 
try has been developed until now production is approximately one-half of our 
consumption. Should the necessity arise, present operators could in a short while 
supply all of our needs. 


PHOSPHATE FERTILIZERS 


Phosphorus compounds must be added to the soil in larger proportions than 
any otlier fertilizer constituents, largely because of their limited solubility .i' 
The principal source of the very large tonnage required is the phosphate rock 


Met. Eng., SO, 885 (1938). 

14 consumption of potash see Chapter 9 

“lee^p 51™ °° Chem. & Met. Eng., SO, 853-78 (1938).^ 
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(Ca3(P04)2), which is found widely scattered throughout the world. The prin- 
cipal phosphate workings today are to be found in Florida, South Carolina, and 
Tennessee in the United States, in Algeria and in the Ocean and Christmas 
Islands in the Far East. 

Phosphate Mining— The first serious attempt to obtain phosphate on this 
continent was in Canada, mining Canadian apatite. This is a very high-grade 
material, but it was very expensive to mine and when, in 1870, the South Caro- 
lina, and, in 1888, the Florida deposits were marketed, it could not compete with 
them. The rock in South Carolina is found in two grades— river and land pebble. 
It is deposited in considerable quantities along the margins of navigable streams 
and in the river beds between Charleston and Beaufort. The rock of Northern 
Africa, on account of its locality, M consumed entirely in Europe, and the pro- 
duction of the East Indies finds its market in Japan and Australia as well as in 
Europe. 

Florida Phosphate — In 1889 pebble phosphate was discovered in De Soto 
County. Several months later land rock phosphate was uncovered at Dunellon in 
Marion County. This is the most valuable of the Florida phosphates and its 
discovery at once caused the investment of large amounts of capital. In the fol- 
lowing year plate rock phosphate was discovered at Anthony in Marion County. 
Land rock phosphate is unlike the river and land pebble phosphate. The de- 
posits in Florida are as a rule about 175 by 15 miles in area, parallel with the 
const, and about 20 miles inland. Plate rock phosphate is mined only in a limited 
section of Marion County. It acts ns a covering for limestone cones and is from 
6 inches to 1 foot in thickness. 

Pebble rock phosphate is almost entirely of marine formation and is located 
in the beds of small rivers and lakes and in areas originally covered with water. 
It is found far back from the coast in areas about 20 by 60 miles in extent and 
in tonnage produced surpasses both land and plate rock. Pebble rock occurs in 
the form of rounded pebbles varying up to a size somewhat smaller than a hen^s 
egg. 

Hydraulic mining is employed. Powerful streams of water are thrown against 
the edge of the bed and the phosphate gravel, together with the sand and clay, is 
washed into a hole about 10 feet in diameter and 10 to 15 feet deep. The gravel 
is sucked up from this hole through a pipe and run to the mill, which may be 
half a mile or more away. Here it is passed over screens which allow the fine 
silt and sand to escape while the phosphate pebbles are caught; this serves to 
wash the rock. It is then passed through direct-heat rotarj^ dryers and carried 
by belts to the storage bins, ready for shipment. 

Another method of mining this rock is by means of dredges which scoop the 
rock from the bottom of the river or lake and dump it into cars which carry it 
to the mills. In some cases suction dredges are used, a partial separation of the 
rock and clay being made on the dredge, the rock being damped into cars and 
the sludge throwm out. 

The bulk of the land pebble nins from 68 to 70 per cent bone phosphate, 
whil^ high-grade hard rock runs 76 to 78 per cent. The iron and alumina con- 
tent is about 2 to 3 per cent. 

Tennessee Brown Rock Phosphate — The Tennessee phosphates occur al- 
most entirely in Silurian and Devonian strata, but more particularly in the 
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former and in the transition strata between the two. In December, 1893, blue 
rock phosphate was discovered in Hickman County. The beds of brown rock m 
this vicinity, which are the finest phosphate deposits in the world, were not 
worked till later. Some 45,000,000 tons of this brown rock are estimated as being 
available for mining in this district. New fields are being continually opened up, 
railroads built and large quantities shipped. As the brown rock of this locality is 
gradually used, the vast blue rock fields of Maury, Hickman, and Lems Counties 
will come into active development. 

This brown rock lies in strata formation with layers of clay and earth as 
overburden. This overburden is stripped by hand or steam shovel and the soft 
wet phosphate taken out either by hand, or steam shovel. It is carried to the 
washers, where it is freed from most of the clay and dirt. On account of the 
porous nature of this rock, the clay is disseminated all through it and it is very 
difficult to get rid of all the clay by the use of simple log washers. Many types 
of washers are used, the most efficient being the form used in cleansing glass- 
maker ^s sand. The washing is accomplished by pumping the fine material through 
pipes having sharp angles, where the pressure is greatly increased. The clay is 
washed out in this manner and the clean rock is finally delivered to very deep 
settling tanks where the muddy water holding the clay in suspension is drawn 
off. The heavier rock which settles, after the tank is filled, is dried in rotary 
direct-heat dryers and is then ready for shipment. This method cleans the rock 
thoroughly. 

Much of the material that is washed in log-washers or by use of revolving 
screens is more thoroughly cleansed of the adhering clay by blowing a very strong 
blast of air through the direct-heat dryers, thus blowing off the lighter dust, or 
floats. This gives a fairty good material, but the loss in phosphate is rather 
large, as the floats null test from 50 to 60 per cent bone phosphate. It is very 
important to reduce the clay as much as possible, as well as the iron and alumi- 
num phosphate, as these prevent the making of high available acid phosphate. 

This brief discussion of handling and washing of the Florida and Tennessee 


brown rock phosphates indicates the methods of mining and washing used. With 
some modification these methods are used for all the phosphate deposits. 

Phosphate deposits of greater or less importance are widespread throughout 
the United States. Tennessee has other extensive deposits known as Tennessee 
blue rock and Tennessee white rock phosphate. Much of the research and devel- 


opment work of the Tennessee Valley Authority has been concerned with pro- 
ducing higher grade fertilizer material from the Tennessee phosphate deposits. 
South Carolina has extensive phosphate deposits which are worked commercially. 
There are vast deposits of phosphate rock in Idaho that are as yet worked to 
only a limited extent because the principal fertilizer market is too distant. 

Phosphates in the South Seas — The islands of the Pacific Ocean contain 
some of the largest known deposits of high-grade phosphates. The deposits in 
Ocean and Pleasant Islands in the Gilbert group are estimated at 50,000,000 tons. 
About 300,000 tons yearly is being mined and shipped. About 100,000 tons is 
taken to Japan, 80,000 to Australia, and the remainder to Europe. Europe also 
receives yearly about 100,000 tons from Christmas Island. Good grade phosphate' 
has been found on the islands in the French colony of Tahiti and dependencies. 
These islands, Makatea. Matahiva, and Niau, lie in the northwestern part of the 
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Tuamotu Archipelago. The high-grade deposits in Makatea are estimated at 10* 
000,000 tons, with many million more tons of lower grade. These deposits range 
from 73 to 80 per cent hone phosphate content. It is estimated that when the 
works are completed and working at full capacity 200,000 tons yearly will be 
shipped. This island, together with the island of Angaur, about 600 miles to 
the east of the Philippine island of Mindanao, is a coral island and has been for 
ages the resort of countless flocks of marine birds. Their excrement accumulated 
in vast quantities, but was not preserved unchanged as is the case in the guano 
islands. The heavj^ rains of this section of the Pacific caused a steady leaching 
of the soluble phosphates, which, coming in contact with the porous coral growth 
beneath of pure calcium carbonate, gradually changed it into calcium phosphate. 

Chemistry of the Manufacture of Acid or Superphosphate — The re- 
action which takes place on the addition of sulfuric acid to phosphate rock or 
bone is as follows: 

SCaa(P04)2 + GHoSOi + 12n20==4HaP04 + CanCPO^a + 6CaS04-2H20 
and 

4 H 3 PO 4 + Ca3(P04)2 + 3H20 = 3CaH4(P04)2*H20. 

A simpler form of the reaction is expressed as follows: 

Ca3(P04)2 + 2 H 2 SO 4 + 5H20 = CaH4(P04)2 • H 2 O -b 2CaS04 • 2 H 2 O. 

If 310 parts by weight of finely ground tricalciura phosphate is mixed with 
196 parts of sulfuric acid and 90 parts of water, and the resulting jelly is quickly 
diluted with water and filtered, there will be found in the filtrate about three- 
quarters of the total phosphoric acid as free acid. If, however, the jelly is left 
to become dry and hard, the filtrate, when the mass is beaten up with w^ater and 
filtered, will contain monocalcium phosphate, CaHPOi. 

If the quantity of sulfuric acid used is not sufficient for complete decompo- 
sition, the dicalcium salt is formed directly according to the following reaction: 

CaafPOOa + H 2 SO 4 + 6H20 = 2CaH(P0i) * 2 H 2 O + CaS04^2H20. 

Tliis arises doubtless by the formation at first of the regular monocalcium salt 
and the further reaction of this with the tricalciiim compound as follows: 

CaH4(PO02 4- IIoO 4- Ca3(P04)2 -b 7H20 = 2Ca2H2(P04)2‘ 4 H 2 O. 

This reaction represents, theoretically, the so-called reversion of the phos- 
phoric acid. When there is an excess of the sulphuric acid, there is a complete 
decomposition of the calcium salts with the production of free phosphoric acid 
and gypsum. This reaction is represented as follows: 

cL{VQi )2 4- 3 H 2 SO 4 4- GH20 = 2H3P04 + 3(CaS04 • 2 H 2 O). 

Reactions with Fluorides. Since calcium fluoride is present in nearly ail 
mineral phosphates, the reactions of this compound must be taken into considera- 
tion in the chemistry of this subject. When treated \Yith sulfuric acid the fol 
lowing reaction takes place: 

CaFe 4- H 2 SO 4 = 2HF 4* CaS04. 
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The free HE then reacts mth any silica present as follows: 

4 HF + Si02 = 2H20 + SiF4. 

This compound, however, is decomposed at once in the presence of water, form- 
ing hydrofluosilicic acid, as follows: 

3SiF4 + 2H20 = Si02 + 2H2SiFG. 

The presence of fluorides is very objectionable both on account of the dangerous 
gases evolved during the manufacture and because 100 lbs. of calcium fluoride 
will consume 125.6 lbs. of the sulfuric acid. 

Reaction with Carbonates, Most mineral phosphates contain carbonates in 
varying quantities. On treatment mth sulfuric acid these are decomposed as 
follows: 

CaCOs + H2SO4 = CaS04 + H2O + CO2. 

When present in only moderate quantities they are not objectionable, as the 
reaction produces a rise in temperature and the CO2 formed permeates and 
lightens the whole mass, thus assisting in completing the reaction by leaving the 
mass porous, and capable of being easily dried and pulverized. When large 
quantities are present, however, additional water should be added to furnish the 
proper amount for the crystallization of the gypsum. 

Solution of the Iron and Alumina Compounds, Iron may occur in mineral 
phosphates in many forms. It probably is most frequently present as ferrous or 
ferric phosphate, seldom as oxide, but often as pyrite. The alumina is chiefly 
present as phosphate and as silicate. When, as is generally the case, a little less 
sulfuric acid is employed than is necessary for complete solution, the iron phos- 
phate is attacked as follows: 

3FeP04 + 3H2S04 = FeP04 • 2H3PO4 + Fe2(S04)3. 

A part of the iron sulfate formed reacts with the acid calcium phosphate 
present to produce a permanent jelly-like compound, difficult to dry and handle. 
By careful control as much as 4 to 6 per cent may be handled, but over 2 per 
cent is objectionable. Pyrite and silicate are not attacked by dilute sulfuric acid 
so these compounds are not objectionable and no account is taken of them in 
analyzing phosphates. 

With sufficient acid aluminum phosphate is decomposed with the formation 
of aluminum sulfate and free phosphoric acid, as follows: 

AIPO4 + 3H2S04 = Al2(S04)3 + 2H3PO4. 

Reaction with Magnesium Compounds, The mineral phosphates, as a rule, 
contain but little magnesia. When present it is probably as an acid salt, MgHP04. 
Its decomposition takes place in slight deficiency or excess of sulfuric acid re- 
spectively as follows: 

2MgHP04 + H2SO4 + 2H20= (MgH4(P04)2 • 2H2O) + MgSOi 


MgHPOi + H2S04 = H3P04 + MgSOi. 


and 
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The magnesium, when present as oxide, is capable of producing a reversion of 
the monocalcium phosphate as follows: 

CaH4(P04)2 + Mg0 = CaMgH2(P04)2 + H 2 O. 

This renders the phosphate less soluble. Hence, magnesium is an undesirable 
constituent of phosphate rock. 

Double and Treble Superphosphate — From the equations given above, it 
can be seen that the ^^available” phosphate in the ordinary superphosphate is 
only a small proportion of the total weight because of the presence of gypsum 
(CaSOi • 2H2O) formed by the reaction. The available phosphate in commercial 
superphosphate is usually of tlie order of 20 per cent. To increase the fertilizer 
value of phosphate there is an increasing trend toward the production of 
^^double’^ and '‘treble^* superphosphate. In the older method, phosphate rock 
is first treated with sulfuric acid with the formation of phosphoric acid and gyp- 
sum as shown in the above equations. The gypsum is separated by filtration 
and the phosphoric acid is used to treat a second lot of phosphate rock, thus 
fominig superphospliate of 40 to 50 per cent available phosphoric acid content 
as per the following equation: 

Can(POi )2 + 4H3P04 = 3CaH4(P04)2. 

More recently there has been a great increase in the production of pure phos- 
phoric acid by the oxidization of elemental phosphorus to phosphorus pentoxide, 
which is absorbed in water. The elemental phosphorus is produced in blast fur- 
naces or electric furnnccs.^^ 

Other Sources of Phosphate — Thomas or Belgian Slag. Thomas or basic 
slag is a by-product in the modern method of steel manufacture from pig iron 
containing appreciable quantities of phosphonis. The process of removing the 
I)hosphorus from the pig iron was first discovered by the English engineers Gil- 
christ and Thomas and consists in adding to the Bessemer converter containing 
the molten pig iron a definite quantity of freshly burnt lime, which after power- 
ful reaction, unites \\itb the phosphonis and floats on tlie top of the molten steel 
in the form of a slag. 

The fertilizer value of the slag was not recognized for a long time. A con- 
siderable portion of its phosphoric acid was foimd to be soluble in dilute citric 
and carbonic acids, which led to successful field experiments. The only prepara- 
tion of the slag for fertilizer purposes when its value was first recognized, con- 
sisted in having it finely ground in specially prepared mills so that 75 per cent 
would pass a sieve of 0.17 mm. mesh. 

The form in which the phosphoric acid exists in the slag has never been fully 
explained. It was formerly supposed that it was combined with lime as a tetra- 
calcium phosphate and that this latter compound being less stable than trical- 
cium phosphate, under the influence of dilute acids became easily available to 
the plants by being decomposed into the calcium salt of the dissolving acid, and 
tricalcium phosphate. The tctracalcium phosphate, however, has never been 
made artificially, although it has been recognized under the microscope in the 

Killoffer, D. H., Ind. Eng. Chem., 30 , 967 (1938) ; Kirkpatrick, S. D., Chem. & 
Met, Eng., 44 , 644 (1937); Chem. & Met. Eng., 4^, 269 (1939). 

See Chapter 23. 
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slag and exists as a mineral under the same name of Isoklas. It is now generally 
held that the phosphoric acid is combined in the slag as a double salt of tncal- 
cium phosphate and calcium silicate and that in this form the roots are able to 
utilize it. It is also believed that some of the phosphoric acid is more or less 
united with iron as a basic iron phosphate. 

Bone. Bones consist of two distinct kinds of matter. One is mineral in 
character and consists of phosphate of lime or true bone phosphate; the other 
is organic, consisting of a flesh-like matter called ossein, which contains much 
nitrogen. 

Bones as a source of phosphates for fertilizer manufacture come on the 
market in several forms. In large packing houses or in localities where large 
amounts of bone can be collected, they are treated for the extraction of gelatin. 
To extract the gelatin, the bones are steamed in tanks under 40 lbs. pressure, 
for three or four hours. The gelatin is dissolved and the liberated grease rises to 
the top. The bones, with some meat still adhering, are removed from the tanks, 
dried and ground, producing '^steamed bone meal.” This contains from 4 to 
4% per cent ammonia and 22 to 24 per cent bone phosphate. If steamed at a 
pressure of 50 to 60 pounds and for a longer time, more of the gelatin is removed 
and the meal runs correspondingly lower in ammonia. Haw bone is bone that 
has been boiled in open kettles to remove the grease and gelatin. This method, 
however, is not as efficient as steaming under pressure and the bone meal runs 
higher in ammonia and lower in phosphoric acid. 

Bone Black. For use in sugar refining,^® bones are calcined until black and 
brittle. This removes all the organic matter and renders them very porous. 
After their value to the sugar refiner is gone, they are sold to the fertilizer manu ■ 
facturer as bone-black, containing about 30 to 35 per cent phosphoric acid and 
no ammonia. 

Part of the phosphoric acid in steamed or raw bone meal is in the available 
form. This class of bone is a very good fertilizer material as the phosphoric acid 
is decomposable in the ground and in the course of four or five years is rendered 
completely available, thus furnishing a steady supply of phosphoric acid to plant 
growth. The phosphoric acid of bone-black or bone ash is, however, unavailable 
without treatment with acid. Superphosphate and dissolved bone-black are terms 
applied to the bone meal and bone-black which have been acidulated so that the 
phosphoric acid is rendered available for plant growth, 

THE MANUFACTURE OF FERTILIZERS FROM WASTES 

Slaughter House Tankage — ^In all slaughter houses the scrap meat is saved 
and treated for the production of '^tankage.” As all this material has more or 
less grease still adhering to it, it is first placed in large tanks and boiled under 
pressure till the grease has left the meat and the bone. The scrap is then al- 
lowed to drop to the bottom of the tank and the liquor is draivn off into large 
vats. After the grease has risen to the top it is withdra^vn. The remaining liquor 
is then treated for its fertilizing constituents as given elsewhere under '^conceH' 
trated tankage.” 

See Chapter 43. 

'®See Chapter 35. 
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The scrap meat and bone, or as it is called, ^^tankage,” is now pressed to free 
it as much as possible from the water and adhering grease and is then dried in 
rotary direct-heat or steam dryers. It is then ready for sale. 

In plants where the liquors are evaporated for ^‘concentrated tankage” it is 
general practice to mix the “stick” or thick liquor obtained by evaporation di- 
rectly with the tankage before drying. This raises the percentage of ammonia 
and at the same time does away uith the making of a second product. 

There are several grades of tankage made, depending on the quantity of bone 
present. In small plants practically all the bone, except the very largest pieces, 
are left with the tankage. This gives a product running low in ammonia and high 
in bone phosphate. Such tankage may nm from 5 to 8 per cent ammonia and 
up to 25 to 30 per cent bone phosphate. 

In the larger plants, such as the Chicago packing plants, more care is taken 
to remove the bone, thus givdng a tankage of higher ammonia content and lower 
bone phosphate. This will run about 11 per cent ammonia and 15 per cent 
bone phosphate. 

There are three usual grades of tankage quoted in daily market reports as 
follows: 

11 per cent ammonia and 15 per cent bone phosphate, 

10 per cent ammonia and 20 per cent bone phosphate, and 

9 per cent ammonia and 20 per cent bone phosphate. 

The steaming, pressing, and drjnng do not remove all the grease. The best 
that can be done is to get it down to 6 to 8 per cent on the basis of the dried 
material, while frequently, where factory practice is bad, it will run as high as 
20 per cent. This, of course, lowers the percentage of both ammonia and bone 
phosphate. As the grease balls the material and makes it hard to grind, its pres- 
ence in large quantity leaves the tankage in bad condition for making into com- 
plete fertilizer. A^Hierc the fire hazard is not too great, and the plant is large 
enough, naphtlia extraction is used to remove this grease from the dried tankage. 
Frequently in neighborhoods where a centrally located plant can obtain tankage 
from a number of small packing houses, naphtha extraction is employed, so that 
the grease and the grease-free tankage may be obtained. The grease is removed 
in these plants by subjecting the tankage to the solvent action of naphtha under 
pressure in large tanks holding from 10 to 20 tons of tankage. After a number 
of hours^ treatment, the temperature is reduced and the naphtha vnfhdrami. 
Live steam is then blown in to remove the excess of naphtha, the tankage finally 
withdrawn and spread over a large area to let the remaining naphtha evaporate. 
This process will remove all but 1 or 2 per cent of the grease. 

Garbage Reduction — The garbage is collected in wmgons which have water- 
tight steel bodies and sectional canvas covers. It is hauled to the central loading 
station and dumped into the garbage cars. 

The garbage wiien delivered is weighed on raihvay track scales and then run 
into the green garbage building, Figure 1, on a siding w’hich extends through it. 
The free wmter is drained off through a gutter extending the full length of the 
building. The swill water from the gutter is drained into a catch-basin, from 
which it is discharged into the grease separating tanks, after w'hich it is evaporated. 
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The essential operation in treating the garbage consists of cooking in large 
digesters for about 6 hours with live steam at 60 to 70 lbs. gage pressure. After 
discharging from the digesters, the grease floats on the surface of the water and 
is skimmed off and sold separately. The water, containing dissolved solids, is 


fed to triple effect evaporators, thus 
concentrating the dissolved solids. This 
concentrated solution is mixed with the 
solids from the digesters and the mass 
is dried in cylindrical or vacuum driers. 

SPECIAL SYNTHETIC FERTILIZER 
MATERIALS 

Several "made to order” synthetic 
fertilizers have been developed. These 
have as their main purpose the con- 
centration in definite proportions of 
certain desired quantities of nitrogen, 
phosphoric acid, and potassium. Tliey 
represent only some 2.5 per cent of the 
total fertilizer tonnage used, but since 
they are of interest in certain cases, a 
listing of the more recent developments 
is presented. 

Ammo-Phos — 2 grades. 13 per 
cent ammonia and 48 per cent avail- 
able phosphoric acid, and 20 per cent 
ammonia and 20 per cent available 
phosphoric acid. 

Calurea — Combination of synthetic 
urea and calcium nitrate containing 
34 per cent nitrogen, 20 per cent as 
nitrate nitrogen and SO per cent as 
urea nitrogen. 

Kaliammonsaltpeter — Potassium 
chloride and ammonium nitrate mixed 
with water and dried. 

Leunaphoska — ^Mixture of di-am- 
monium phosphate, potassium chloride, 
and ammonium sulfate. Contains 16 
per cent ammonia, 13 per cent phos- 
phoric acid. 

Leuna Saltpeter — Double salt of 



ammonium sulfate and nitrate, containing about 31 per cent ammonia, one«. 
fourth as nitrate and three-fourths as ammonium salts. 

Nitrophoska— Made from di-ammonium phosphate, ammonium nitrate and 
potash salts m various grades according to nitrogen, phosphoric acid, and potash 
content desired. 
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Phosphazote — Cyanamid is converted into urea by sulfuric acid and the 
acid neutralized with phosphate rock. 

Urea — Synthetic urea containing about 46 per cent ammonium nitrate and 
limestone containing about 20 per cent nitrogen and 36-40 per cent limestone. 

Manganese Sulfate — Some soils, particularly those of an alkaline nature, are 
lacking in manganese. Hence manganese sulfate has entered into the field of 
special fertilizers. 


METHODS OF GHOWING rL.\XTS IN SOLUTION AND SAND CULTURES 

In order to study under accurately controlled conditions problems relating to 
the nutrition of plants, experiments arc now being carried on by growing plants 
in solution and sand cultures. A medium grain sand that vdW allow good drainage 
and yet is fine enough to hold the solution, is either heated or washed with water 
hot enough to kill all plant life present. The seed is then sown in the usual 
manner and the sand kept wet with a chemical solution containing all the elements 
needed for perfect growth of the plant. In this way, in addition to the three 
well known elements, nitrogen-phosphorus acid and potassium, additions of com- 
pounds of other elements in minute amounts must be made. It has been found 
that such elements ns copper, zinc, manganese, boron, etc., though present in 
only a few' parts per million, are very essential to the perfect development of the 
plant. Of course it is nccessar}* also that calcium, magnesium and sulfur be 
present but these arc found in the materials furnishing the nitrogen, phosphoric 
acid and potash. 

The following formula is well adapted for general use. 


Monopotassium phosphate . . . 

Calcium nitrate 

^lagnesium sulfate (cr>'s.) 

Ammonium sulfate 


5.90 grams 

1 n*"n per 5 gallons of solution 

10. 1 0 grams ^ ^ 

LSO grams. 


Each material is dissolved in a pint of water and then added to four gallons 
of water in a stock bottle and the solution made up to 5 gallons. To this stock 
solution are now’ added not more than 10 cc. of a stock solution of trace elements 
prepared by dissolving together in a pint of wmter 0.80 grams each of boric acid 
crj'stals, manganese sulfate and zinc sulfate. As iron is necessarj' to prevent 
chlorosis this must also be added, but as iron sulfate slowdy precipitates on 
standing, it should not be added to the stock solution until just before use. A 
stock solution is made by dissolving 0.80 grams iron sulfate in a pint of w'ater 
and to eaih quart of solution as used, 5 cc. of tins iron solution is added. 

A great deal of experimentation and development wtU be required before it 
can be determined whether there will be economic justification in the large scale 
use of this technique of soilless growth of plants. Though very great growths 
and 3'ields can be obtained on small areas hy this method, success is dependent 
on very careful, expert control of the conditions of the solutions. The fields where 
economic success might be expected w’oiild be in greenhouse culture and then in 
market gardening in areas wdiere land values are very high. It is ob\dous that 
the use of artificial fertilizers w’ould reach the highest possible efficiency in this 
method, for there is no loss by leaching or erosion. 
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THE ECONOMICS OF THE FERTILIZER INDUSTRY 

The American fertilizer industry started quite modestly at about the middle 
of the 19th century when a few plants along the Atlantic seaboard turned out 
several hundred tons of mixed fertilizers. Production increased steadily until 


TABLE 2 — FEKTILIZBR MATERIAL USED IN UNITED STATES, FERTILIZER TEAR 1939-40 

{Short tons: Estimates by Synthetic Nitrogen Products Corp., for 
continental U. S, only) 





Plant Food 


Applied * 


Total 









Material 

N 

P 2 O 5 

K 2 O 

Directly 

Sulfate of ammonia 

513,000 

105,600 



158,000 

Nitrate of soda 

748,000 

120,200 



648,000 

By-product ammonia liquor . 
Synthetic N-containing solu- 

35,000 

7,500 



3,000 

tions 

85,000 

38,000 



Cyanamide 

Calcium nitrate and urea fer- 

138,000 

29,800 



83,000 

tilizers 

88,000 

21,100 



28,000 

Imported complete fertilizers 

2,000 

300 

400 

400 

27,000 

Ammonium phosphates .... 
Nitrate of potash, nitrate of 

67,000 

8,800 

22,700 



soda-potash 

46,000 

6,400 


7,300 

21,000 

Other potash materials 

770,000 



373,000 

110.000 

Cottonseed meal 

135,000 

8,100 

3,200 

2,300 

85,000 

Other natural organics 

660,000 

32,300 

26,000 

5,300 

160.000 

Bulk superphosphate 

3,355,000 


630j200 


1 765,000 

Basic slag 

35,000 


3,500 


35,000 

Bones, bone meal 

92,000 

2,100 

22,100 


60 000 

Ground phosphate rock 

Sulfuric acid (for acidulating 

140,000 


5,600 


90,000 

certain organics) 

5,000 





Wood, beet root ashes 

9,000 



400 

5,000 

Dolomite, limestone 

Calcined kieserite and other 

350,000 





secondary plant food ma- 
terials 

7,000 

548,000 





Filler 





Total tonnage 

7,828,000 

380,200 

713,700 

388,700 

2,278,000 


♦Materials not used in mixed fertilizers; includes materials used in home-made 
mixtures except liming materials. 

t Includes about 20,000 tons of '"basic lime phosphate.'^ Does not include triple 
super distributed by T. V. A. and A. A. A. 

1900 when the industry produced some 2,500,000 tons of mixed fertilizers. Since 
then, fertilizer production has on the average kept up with increasing fertilizer 
sales. Figure 2 shows the trends of fertilizer consumption for the past 40 years. 
For the past few years consumption has fluctuated between 7,000,000 and 8,000,- 
000 tons annually. ^ 

In general, the trends of this industry are those which are typical of chemical 
industry. Consumption has increased irregularly but there was a trend toward 

20 Chem. & Met. Eng., 4 S, 95 (1941). 
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higher plant food content and also toward the use of more concentrated materials 
Meanwhile the price per unit of plant food dropped markedly in recent years. 
At present, domestic capacity for all fertilizer chemicals is on the increase, in- 
cluding phosphorus and phosphoric acid, ammonia, and potash. 

8000 
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5000 < H 

M q: 

4000 go 
3000 
2000 

ISOO ‘02*04 *05 '03 '10 '12 '14 *16 '18 *20 '22 '24 '26 *28*30 *32 *34 '36*38*40 

YEAR 

Fig. 2. Fertilizer Sales in the United States. 

The fertilizer indust rj* now produces annually products valued at some 
$170,000,000. In 1940 the commercial fertilizer marketed was slightly more con- 
centrated than ever before, averaging about 19.6 per cent of plant food in all 
complete mixed goods used. This concentration compares with 19.3 per cent in 
1939, and an average of about 16 per cent during the decade beginning 1920. 



TARU: 3 — VALUE OF FEriTILlZERS USED IN tTNITED ST.\TES 


Fertilizer?, nggregnto value 

Complete fertilizers, tons 

Value 

Potash superphosphate, tons . 

Value 

Superphosphate, not ammoninted,* total production, tonst 

Made for sale, tons 

Value 

Made and consumed, tons 

Bone meal, tons 

Value 

Ammoniated superphosphate?, tons 

Value 

Other ammoniated fertilizers, tons 

Value 

Other fertilizers, t ton? 

Value * * . 

't'ankage, tons 

Value 


1939 

$161,887,134 
5,088.468 
$117,666,262 
233.355 
S 4.824,707 
4,152,269 
2,756,967 
$ 23,937,497 
1,395.302 
62,004 
S 1,760,942 
32,878 
S 572,756 
6,834 
$ 138,678 

360,146 
S 6,660,877 
225.575 
$ 6,325,415 


1937 

$173,617,111 
5.650,619 
$128,750,151 
2255S9 
$ 4,455,662 
5,275,710 
3.112.563 
S 27,546,266 
2,163.147 
84,913 
$ 1,919,503 
45,352 
$ 700.842 

7,734 
S 114,112 

218.844 
S 4,998,520 
179,715 
$ 4,529,025 


’‘Basj.s 16 per cent available phosphoric acid. 

T In addition, 68,926 tons of supcrpliosphate, basic 47 per cent P 2 O 5 , 
dticed by the Tennessee \’’alley Authority during the fiscal year ended June, 1939. 
$ Includes legume inoculants. 


It is estimated that farmers paid approximately $27.75 per ton at the farm in 
1940 for fertilizer. During the ten years beginning 2921, the average price was 
almost $31. 

Tables 2 and 3 indicate the present size of the fertilizer industry* as well as the 
relative importance and value of the various fertilizer materials. The strilang 
features of the data are; a large number of different items are used for fertilizer 


Chem. & Met. Eng., 48, 114 (1941). 
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and the bulk of them are direct products of chemical industry, rather than 

natural organic materials. ^ ^ j 

The increasing importance of chemical industry in the picture is indicated 
by Table 4, which shows the sources of the nitrogenous materials. The natural 
organic material (guano, tankage, garbage, etc.) represents much less than 10 
per cent of the total nitrogen supply. Though natural organics represent only 


TABLE 4 — SOURCES OF NITROGEN MATERIALS IN THE UNITEID STATES, 

FERTILIZER YEAR 1939-40 

{Estimates by Synthetic Nitrogen Products Corp.) 


Equivalent 
Short Tons 

Supplies (without stocks on hand) of Nitrogen 

Domestic production 

At by-product plants 159,900 

At synthetic plants 247,500 


Sub-total 407,400 

Imports 

Sulfate of ammonia 21,200 

Chilean nitrate (soda and soda-potash) 118,300 

Cyanamide 35,500 

Other imports of chemical origin 24,000 


Sub-total 199,000 

Natural organics (as far as used for fertilizer purposes) 42,500 


Grand total 648,900 


TABLE 5 — CONSUMPTION OF NATURAL ORGANICS FOR FERTILIZER PURPOSES IN 
continental UNITED STATES, 2^ 1939-40 

(Source; Synthetic Nitrogen Products Corp.) 



Short 

Short 


Tons of 

Tons of 

Materials 

Material 

Nitrogen 

Cottonseed meal 

135,000 

8,100 

Other seed meals 

20,000 

1,000 

Process tankage 

100,000 

8,400 

Animal tankage 

40,000 

3,000 

Fish scrap and meal 

80,000 

6,400 

Dried blood 

10,000 

1,300 

Garbage tankage 

60,000 

1,700 

Sewage sludge 

100,000 

4,600 

Guano 

6,000 

500 

Castor and tung pomace 

15,000 

800 

Cocoa and other shells 

25,000 

600 

Various rough ammoniates 

10,000 

600 

Dried manure 

60,000 

.800 

Bones and bone meal 

80,000 

2,000 

Bone black, dissolved 

8,000 

100 

Tobacco stems 

80,000 

1,600 

1,000 

42,500 

Peat 

Fit) nnn 

Totals 

879,000 


5^2Chem. & Met, Eng., 48, 96 (1941). 
23Chein. & Alet. Eng., 4S, 97 (1941). 
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a small part of the commercial fertilizers, the sources are ^^^desp^ead and varied 
as showm in Table 5. 

The tables give the reader a fair picture of the relative importance of the 
different items which go into commercial fertilizers. It should be borne in imnd 
however that this docs not represent the total fertilizer activity of the countr}'. 
The growing of nitrogen-fixing plants (legumes) and the use of manure add 
tremendously to soil fertility, particularly of nitrogen. That production docs not 
enter into commercial columns. 

Viewing the commercial fertilizer picture as a Avhole it may be said that it 
is becoming more and more of a bona fide chemical industry; uses are increasing 
prices are decreasing and the synthetic and chemically modified materials are 
rapidly overshadowing the older natural materials. In addition there is a definite 
trend to use more concentrated fertilizers of carefully controlled composition. 
Agricultural activities are becoming more closely tied to chemical industry. 
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Section Hi 

FUELS AND THEIR BY-PRODUCTS 


The industries considered in this section are based largely 
on the application of the unit process of pyrolysis — the partial 
decomposition of organic materials by heat — ^though the pro- 
duction of straight-run gasoline would not fall under this 
heading. As the chemical industry has grown up, the by- 
products have shown a propensity for becoming the tail that 
wags the dog. This is particularly true of the products of 
wood distillation industries and of industrial carbon. 



CHAPTER 14 


THE PETROLEUM INDUSTRY 

Gustav Egloff 

Director of Research, Universal Oil Products Co. 


INTRODUCTION 

During the past thirty years or so, the petroleum industry has become one 
of the basic industries upon which our present civilization is founded. Through 
the products which it has made available in vast quantities, rapid transportation 
has become the rule rather than the exception, and the trend is toward even 
more rapid transportation than e^dsts today. Jhe application of scientific and 
engineering principles to the petroleum industry aretlielSasis^ of The "development 
which has given the United States a f ourteen billion dollar industry ^ During 
1940, about 557,904,000 barrels of gasoline were produced from 1,295,059,200 
barrels of crude oil (42 gallons = barrel) , with smother 54,549,600 barrels of 
gasoline coming from natural and casinghead gases. As a subject for research, 
crude oil presents complex problems which are economically important as well 
as interesting. Petroleum is composed essentially of many thousands of hydrocar- 
bons. The problem of separating and identifying these hydrocarbons has not yet 
been solved, nor has the importance of these compounds 'to science and technology 
been fully realized. 

The Origin of Petroleum — The origin of petroleum has never been satis- 
factorily explained, although chemists, physicists, and geologists have proposed 
a number of theories. There are two_clas^s into which theories fall. The first is 
the inorganic group, postulating that petroleum jvas formed Tromonetall ic com - 
pounds of carbon found in the earth; another theory proposes-that-hydronarhons 
were originally formed during the consolidation of this planet. The second group 
oLtheorie s postula tes that petroleum was formed from organic . substances^present 
on the earth's surface, but whether they were plant or animal is a question evok- 
ing considerable argument. References covering the various theories will be found 
in the Reading List at the end of this chapter. 

Within recent months data indicating that petroleum might have been de- 
rived from coral reefs as well as diatoms has added further information .to these 
organic theories. ^ - 

Whatever its origin, oil has vastly extended our sphere of activity, and 
petroleum products in addition to motor fuel are smgularly important in main- 
taining commerce at its present level. 

Crude Oil Resources— ^_eologiste state that in the United States, oil djs- 
coverj' is possible in 1,100,000,000 acres, or 56 per centjjijts.total land area. The 
contrast of this huge territorj^ with the 2,000,000 acres now producing oFmakes 

629 
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it certain that new 5elds will be continually discovered and that the oil supply 
will prove ample for many years to come. Tlie oil resources at the beginaiuir of 
1940 were estimated at about 18,483,000,000 barrels.^ What is true regarding 
the potential oil production of the United States probably is true in even greater 
measure for many other countries of the world, where oil exploration has been 
less thorough than in this countr 3 ^ 

As vdll be shown, from the beginning of production on a significant scale 
in the year IS59 to tiie end of 1940, the oil fields of the world produced about 
25,365,637,040 barrels of petroleum. It is estimated that at most, 20 per cent 

TADIX 1 — i:STIMATf:n VinLD OF VAHIOUS rnODUCTS PHODUCED FROM PCTnOLEUM IN THE 
XJNITEI) STATES FOR 1940* 

Thousands 


Products fro77i Cn/dc 0/7 of Barrels 

Crude distilled 1^95,059.2 

Motor fuel 557,904.0 

Straight-run gasoline 264,381.6 

Cracked gasoline 293,522.4 

Kerosene 72,668.4 

Gas oil and distillate fuels 181,947.6 

Residual fuel oils 314,601,6 

Lubricants 37,054.8 

Still gast (millions cu. ft.) 275,702.4 

(bbis.) 72,5532 

Wax (lb.) 510.720.0 

Coke (short tons) 1,574.400.0 

Asphalt (short tons) 5,548,320.0 


* Based on Monthly Petroleum Statement, U. S. Bureau of Mines, No. 204, De- 
cember 11, 1940 . 

t Based on 3,800 cu. ft. ns equivalent to a barrel. 

of the oil in the ground is brought to the surface. For eveo' barrel of oil pro- 
duced, four barrels or so remain in the earth. While 25,365,637,040 barrels 
of oil have eonao (ron\ tho welk, 101,462,548,160 barrels or mote are still In the 
oil sands. This oil alone, if it could be recovered by means of flooding, repres- 
suring or mining, would supply the world’s needs for over fifty years. 

Since the foundation of the petroleum indnstrr' many predictions of oil short- 
age have been made. But despite the stupendous increase in the use of petro- 
leum during the last two decades, discovery of new fields has never failed to 
keep pace with the demand. At the present time the w^orld’s output of oil is far 
below the capacitj" of the w’clls now producing. Proration and drilling agree- 
ments are holding back a veritable flood of crude, w'hich could be produced in 
amounts far exceeding present requirements. In Anew of the known cnide oil 
reseiw’cs, the vast amount left underground b}" present production methods, and 
the undiscovered fields that no doubt exist, an oil shortage, despite the gloomy 
prophets, is far in the future. It maj' not be too optimistic to predict, consider- 
ing past and present experience throughout the world, that crude oil will be our 
dominant source of gasoline for at least a century to come. 

Products from Crude Oil — Petroleum first taken from the ground and not 
yet refined in any way is called ''crude oil.” Tlie principal products from- crude oil 
are given in Table 1. With the exception of still gas used in the chemical 

^American Petroleum Institute Quarterly, 10, No, 2, S (1940). 



531 


THE PETROLEUM INDUSTRY 

industries, these products find utilization in the state in which they come from 
the refinery. 

Development of the Petroleum Industry— In 1940 the world produced 
over 2,150,679,000 2 barrels of petroleiun. With the 1940 volume of crude oil 
should be compared the 150,000,000 barrels which was the world’s total produc- 
tion in 1900, or the 400,000,000 barrels in 1914. 

The United States is by far the largest producer of crude oil. Besides the 
United States the great producers of crude oil are Russia, Venezuela, Iran, 
Netherlands East Indies, Rumania, and Mexico. Of the 1940 production the 

TABLE 2 — ^^Y0RLD’S PRODUCTION OF CRUDE PETROLEUM:* 


(Thousands of Bhls. of 4^ V, S. Gals.) 


Year 

World 

United States 

1859 

6 

2 

1860 

509 

500 

1870 

5.7G9 

5,261 

1880 

30,018 

26,286 

1890 

76,633 

45,824 

1900 

149,137 

63,621 

1910 

327,763 

209,557 

1920 

688,804 

472,929 

1930 

1,411.904 

898 oil 

1940 

2,150,679 

1,345,752,800 

World Total: 

1859-1940 

25,365,637,040 


* Petroleum Facts and Figures, p. 57, authority U. S. Bureau of ’Mines, American 
Petroleum Institute (1937). 

United States produced 1,345,752,800- barrels, or about 61 per cent. The con- 
sumption rate for the United States for 1940 was about 592,724,000 barrels of 
motor fuel from all sources including gasoline from natural gas and benzol from 
coal tar in the United States to fill the needs of its 32,000,000 automobiles, busses, 
trucks, tractors and motorcycles. Table 2 shows the petroleum production of 
the United States and of the world by decades since 1859, 


MOTOR FUEL FROM CRUDE OIL 

General — During the past twenty years a tremendous amount of research 
has been carried out on the art of distilling crude oil. Distillation units with 
capacities ranging from a few hundred to over sixty-five thousand barrels of 
crude oil per day have been developed to fractionate the gasoline present with 
such exactness that little or no further refining is required. The gasoline pro- 
duced in the earlier days of distilling petroleum was treated with sulfuric acid 
and caustic soda and then redistilled to a commercial product. Today, acid 
treatment is no longer necessary, for gasoline derived by distillation of crude 
requires, in general, no refinement beyond sweetening (the changing of mercap- 
tans to sulfides b}^ means of sodium plumbite or copper salts). 

Modern motors operate with much higher compression ratios than formerly, 
to obtain more power and greater efficiency. Hence, it is highly desirable to have 
fuels that will not “kiiock^^ in the high compression motors. 

2 Oil and Gas Journal, Dec. 26, 1940. p. 63. 
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Fig. 1. Cruclc“0il Distillation Unit in Pennsj^lvania 

using as a measure normal heptane which is rated at zero octane number and 
2, 2, 4-trimethylpcntane (''isooctane*') rated at one hundred. The unknown 
gasoline is tested against knowni percentages of isooctane in normal heptane an 
when the two motor fuels match m motor performance, the octane number o 
the unknown fuel is determined. 

s Egloff, G , Eubner, W. H, and Van Arsdell, P. M., Cliem. Revievvs, S2, IW 
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The average value of 53 octane for straight-run gasolines is too low for modern 
high-compression engines and is in part reformed or cracked, i.e., the straight-chain 
paraffins which have low octane ratings are converted by heat and pressure into 
olefinic, aromatic, and naphthenic hydrocarbons which have greater antiknock 
properties. 

The cracking of hydrocarbon oils such as gasoline, naphtha, kerosene, gas oil, . 
fuel oil, or crude oil, produces gasolines whose octane numbers range from ap- 
proximately 60 to over 80 with an average of about 69. The quality of the cracked 



Fig. 2. Flow Sheet of Crude-oil Distillation Unit. 


gasoline depends upon the type of oil processed, the time, temperature, pressure, 
and principle of operation used. 

The production from crude oil of cracked gasoline (1940) represents 62.6 
per cent of the total, wliile that of straight-run gasoline is 47.4 per cent. 

Straight-Run Gasoline from Distillation of Crude Oil— The distillation of 
crude oil at atmospheric pressure may be carried out in a imit such as shown 
in Figures 1 and 2. Pennsylvania crude is used as an illustration. The crude oil, 
before passing through the heating coil of the furnace, is pumped through a series 
of heat exchangers counterflow to the hot vapors and liquids leaving the bubble 
tower fractionator The temperature of the oil is about 800° F. as it leaves the 
heating coil and flows into the fractionating column. The products derived from 
this primary distillation of Pennsylvania crude oil (42-43° A.P.I. gravity) are 
gasoline, naphtha, kerosene, furnace oil, fuel oil, wax distillate, and heavy lubri- 
cating oil stock and bottoms. 


thermal cracking 

straight-run Gasolines and Naphthas-The outstanding development in 
the early days of gasoline manufacture was the introduction of the process of 
^ See Chapter 2. 























534 


INDUSTRIAL CHEMISTRY 


cracking. Tliis is essentially high temperatnre decomposition, which in the lan- 
guage of the organic chemist is usually called pyrolysis.** When organic com- 
pounds of high molecular weight are subjected to high temperature and pressure 
new materials are formed, usually of lower molecular weight. By proper control 
of the era clang process in the petroleum indust iw' it is possible to get as much as 
'three quarters of a barrel of gasoline from a barrel of crude oil, whereas, the 
}deld from straight-run distillation is only about 20 to 25 per cent. Hence, it is 
seen that the introduction of cracking tremendously increased the potential \ield 
of gasoline from our crude oil. As was reported above, the amount of cracked 
gasoline produced in this country at the present time is over half of the total. 

TABLE 3 — pnOPEaTIES OF PKODUCTS FROM PanrAUV niSTILLATIOX OF PENNSYLVAXU 
42-43* A.P.r, GR-WITY crude oil 


Bot- 

tom^, 

^ .. Far- 665 

Crosoltnc 2{QpJi~ Kero- vacc Fuel Fire 
Properties Light Ilcnx^y tha sene Oil'\ Oi7t Stock t 

Gravity, * A.P.T SO.O 64,0 51,1 45.7 400 380 25.0 

Distillation characteristics: 

Tnitial boiling point, * F. , 70 120 305 400 340 540 

10 per cent ..... 100 175 330 413 491 5S3 

20 per cent 115 196 334 4IS 512 5S9 

m per cent 15S 237 344 433 ^ m ^ 

90 per cent 258 ^ 4G8 550 622 

Endpoint, ‘’F 270 320 410 49S 574 635 

Flash point, * F ... ... 185 ... ... 590 

Fire point, * F ... ... 205 ... ... 665 

Flash point P.M., * F 590 

Viscosity, S.U. at 210* F 202 


* The light gasoline shown, having an AR J. gravity of SO and representing 35 per 
cent of tl3e crude or 13.S per cent of the total gasoline, was preflashed and not frac- 
tionated. 

t Furnace oil and fuel oil maj’ be varied as the market demands. 

t While the unit was designed for taking off a slop wax, the fraction usually is 
sufficiently sliarp to eliminate the necessity of this cut. 

Besides producing far more gasoline per barrel of crude oil, cracking also pro- 
duces a gasoline of considerably better quality for use in gasoline motors. This 
comes about because the cracking process tends to produce branched-chaui 
paraffins or ring compounds which have higher antiknock properties than the 
straight-nm gasolines. 

When the hea\'iDr or high molecular weight materials of the crude oil are 
subjected to sufficient heat and pressure to break them down into smaller mole- 
cules, the process is ordinarily called cracking, but when a gasoline is put through 
the same operation, conditions can be controlled so that there is not a great deal 
of breakdown of the molecules but there is a molecular rearrangement or ''reform- 
ing” to give more of the branched-chaln pvaraffins w’hich have better antiknoc ' 
characteristics. Hence, when a gasoline fraction is subjected to this pyroljsis 
it is called "reforming/^ ® 

®See Chapter 3, 
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In the processes of cracking or reforming, it is not possible to predict \vhat 
the products will be. Experimentation in this field relies entirely upon empiricism 
and experience. In general, however, it may be said that the products which are 
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Fig. 3. Two-stage Atmospheric and Vacuum Crude 
tesy Foster Wheeler Corp.) 


Distillation Unit. (Cour- 


formed from a given raw material are dependent in various waj^s upon the tem- 
perature, the pressure, the length of time, and the amount and kind of oataWst 
which may be used. 




636 


INDUSTRIAL CHEMISTRY 


Table 3 shows the distillation products from a 42-43'* A.P.I. gravity Penns}!- 
vania crude oil. 

A distillation unit combining vacuum and atmospheric pressure is shown in 
PiguTe 3. The products sho\\m are from Ranger crude from OWahoma City 

Due to the development of high- 
compression motors, straight-run gaso- 
line is no longer suitable as a fuel. It 
is necessary to convert the straight- 
run distillation product to hydrocar- 
bons which possess greater antiknock 
properties. The branched-chain par- 
affins are the most desirable tjpe at 
this time due to their slow burning 
chaTiacteristics compared to the 
straight-run gasolines; how’ever, ole- 
fins, naphthenes, and aromatics are 
also suitable. To convert the knock- 
ing gasolines into non-knocking ones, 
temperatures of the order of 1025° F. 
and pressures above 750 lbs. per 
square inch are used. Gasoline re- 
forming units for the production of 
high-octane motor fuel consist of a 
heating coU and fractionating tower, 
or they may be part of a topping, re- 
forming, and hea^')" oil cracking in- 
stallation as shown in Figures 4 and 5. 
It is estimated that 30 per cent of the 
264,381,600 barrels of straight-run 
gasoline produced during 1940 w’as 
reformed into gasoline of higher oc- 
tane number. The quantity of re- 
formed gasoline increases yearly in 
order to meet the demand for high- 
octane gasoline. 

Octane ratings and laboratory in- 
spection data ^ for reformed and 
cracked gasolines, as produced from 
various crudes, are given in Tables 4, 
5 and 6. 

As noted in Table 4, the reforming 
stocks varied from straight-run naph- 
tha to light gasoline. Y’ields of le- 
fornied gasoline with octane ratings 
of 57 to SO ranged freW 38 per cent to more than SS per cent, depending upon 
the cracking plant operating conditions and the type of stock used. 

“ Egloff, G., nubner, W. IL, and Van Arsdell, P. M., Chem. Reviews, 22 , 
(1938). 
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Heavy Oils to Gasoline— The modern refining of crude oil, when only gaso- 
line is the desired end-product, takes place in combination topping and cracking 
units* (A topping unit distills the gasoline from the crude oil. The cracking 
unit produces gasoline from the crudes and topped crudes by means of heat and 
pressure.) As noted in Tables 5 and 6, in some cases the whole crude was sub- 
jected to cracking conditions of heat and pressure to produce the cracked fuel. 
In other cases either the topped or reduced crude was utilized. The yields of 
cracked gasoline, based upon the charge of crude oil ranged from 44 per cent to 
over 63 per cent, with ratings from 68 to 77 octane number. It should be men- 



Fig 5. Topping and Cracking California Crude Oil Unit. 


tioned, however, that both the yield and the quality of the gasoline produced are 
dependent upon the cracking stock and upon such operating conditions as time, 
temperature, and pressure. 

A flow chart of a topping and cracking unit is shown in Figure 4. 

The cracking section is based upon the selective principle, which uses two 
or more heating coils in order that each fraction of the oil may be converted 
under its best time, temperature, and pressure conditions. 

Separating Impurities— The crude oil charged to the unit usually contains 
water as an emulsion, together udth dissolved salts, which it is desirable to 
remove before processing in the unit. To accomplish this, the crude oil is 
pumped through a heat exchanger under a pressure of approximately 165 lb. 
per square inch, where the temperature of the oil is raised to 225® F. It is then 
passed to a settling chamber. Under these conditions of temperature and pres- 
sure the viscosity of the crude oil is reduced, but vaporization of the water is 
prevented. As a result, the salt water drops out and is removed from the 
bottom of the settler. 
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TABLE 5 — OCTANE RATINGS AND INSPECTION DATA FOR CRACKED GASOLINES FROM VARIOUS CHARGING STOCKS 
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Distillation— The crude oil then flows from the top of the settling tank 
through a series of heat exchangers to increase the temperature to approximately 
550° F. The preheated oil is passed to the crude oil fractionating column, where 
the gasoline is distilled and then condensed, flowing to a storage tank. In the 
unit shown in Figure 4, the fractionating column for this service is 11 ft. in 
diameter and 49 ft. high. The topped crude from the bottom of the fractionat- 
ing column is pumped directly to the bubble tower of the cracking unit. 

Cracking — The cracking unit fractionating column is 11 ft. in diameter and 
74.5 ft. high. The topped crude passing down through this column contacts 
the hot ascending vapors and a partial fractionation takes place.'^ The vapors 
passing up the column are separated as a liquid sidecut and an overhead consist- 
ing of gasoline and gas. The liquid sidecut, called light oil, is pumped from one 
of the bubble decks to the light-oil furnace tubes and heated to a temperature 
of approximately 960° F. The gasoline vapors and gas pass from the top of 
the fractionating column through a cooling coil to a receiver, where a separation 
of gasoline and gas is made. The unconverted oil from the bottom of the frac- 
tionating column, referred to as heavy combined feed and consisting of the heavy 
ends of both the charge and the vapors condensed in the tower, is pumped 
through the heavy-oil furnace tubes, where the temperature is raised to ap- 
proximately 925° F. 

The ratings of the light- and heavy-oil heaters are 53 and 61 million B.t.u. 
per hour absorbed by the oil. The outlet pressures of the two heaters are 300 
and 280 lb. per square inch, respectively. The heated hydrocarbons from both 
these heaters pass to the top of the reaction chamber, which is 7 ft. in diameter 
and 50 ft. high and is maintained at a pressure of 275 lb. 

The hydrocarbon mixture from the bottom of the reaction chamber passes 
to the primary flash chamber, which is 11 ft in diameter and 40 ft. high. The 
flash chamber and subsequent equipment through the condenser to the receiver 
are maintained at a pressure of approximately 100 lb. per square inch. The 
material entering the flash chamber is separated into bottoms of cracked un- 
flashed residue and overhead vapors of gas, gasoline, and recycle stock. The 
vapors from the top of the flash chamber pass through a heat exchanger into 
the fractionating column, where they contact the topped crude oil as previously 
described. The unflashed residue passes to a secondary flash chamber, which 
is 6 ft. in diameter and 2S.5 ft. high, maintained at about 20 lb. pressure. The 
material entering this chamber separates into low-gravity cracked residuum 
bottoms and overhead vapors which are returned to the fractionating column. 
The residuum is blended with part of the sidecut of the column to produce a 
blended residue meeting fuel-oil specifications. 

The vapors from the top of the fractionating column, at a temperature of 
. 380° F., pass through heat exchangers and a condenser into a receiver, where 
a separation of the gas and cracked gasoline is made. The cracked gasoline 
has the required end point and flows to a stabilizer to produce the required vapor 
pressure, which normally varies from 8 to 12 lb. per square inch at 100° F. 
depending upon the season of the year. (A stabilizer is essentially a distillation 
unit in which small amounts of the more volatile constituents are removed to 
reduce the vapor pressure of the gasoline to the desired point.) The cracWd 

* For a discussion of the principles of fractionation, see Chapter 2. 
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grasoline may be water-washed, caustic soda-treated# or sweetened and then forti- 
fied against deterioration by antioxidants. It may be colored by a dye, and as 
such is suitable for marketing. 

A typical commercial run of thirty days in the described plant, processint' 
373,650 barrels of California crude oil at the rate of 12,500 barrels per day, 
produced an average of 64.03 per cent motor fuel, 2S.86 per cent 5.1® A.P.I. grav- 
ity cracked fuel oil, and 7.11 per cent gas and loss. 


TABLE 7— SUM ARY OF VOLUMES AND rEBCENTAGES OF PRODUCTS PRODUCED WHEN 
TOPPING AND CRACKING C.ALIIURNIA CRUDE OIL 



Total No, 

BbU. per 

Per Cent 

Operation and Products 

oj BbU, 

Day 

o] Charge 

Topping operation: 

Crude oil 

373,050 

12,455 

100.00 

Products: 

Straight-nm gasoline . 

119,670 

3,989 

32.03 

Topped cnide 

250,200 

8,340 

66.96 

Gas and loss 

3.780 

126 

1.01 

Totals 

373,650 

12,455 

100.00 

Cracking operation: 

Topped crude 

250,200 

8,340 

100.00 

Products: 

Cracked gasoline 

119.5S0 

3,986 

47.79 

Cracked residuum . . . 

107,820 

3,594 

43.09 

Gas and loss 

. 22.800 

760 

9.12 

Totals 

Combination topping and 

250200 

cracking operation: 

8,340 

100,00 

Products processed; 

Crude oil 

373,650 

12,455 

10000 

Products: 

Straight-run gasoline 

119,670 

3,989 

3203 

Cracked gnsohne 

119.580 

3,986 

3200 

Total gasoline 

239.250 

7,975 

64.03 

Cracked residuum 

107.820 

3.594 

2886 

Gas and loss 

26.580 

886 

7.11 

Totals 

. . . 373,650 

12,455 

100,00 


Time on stre.am = 30 days; total gas produced ~ 122,400,000 cu. ft. 

A summary of the operating conditions used and of the volumes and prop- 
erties of the products produced is given in Tables 7 and S. 

Catalytic Cracking — Catalytic cracking is a comparatively new process 
used to increase the octane rating and yields of gasolines produced from crude 
oil. Catalytic cracking of crude oil has been developed in order that higher 
octane fuels ma}^ be produced than are possible with thermal processes. The 
thermal processes are limited because they must go to extremely high tempera- 
tures and pressures to produce comparable results. A mid-continent gas oil 
on a U.O.P. (Universal Oil Products) catalytic cracking test gave an overall 
yield of 85 per cent of $1 octane gasoline on a recycle basis. IVlien the cracked 
gases produced in/^ - ,/cess are selectively polymerized and hydrogenated,® 
a 12 per cent yiel| - ^ "^;^ne crasoline is obtuined wliich is suitable for airplane 

*^See p. 560. 
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use. The 96 octane gasoline consists of branched paraffins, predominantly iso- 
octanes, that are particularly desirable because of high antiknock value. In 

TABLE 8— ANALYSES OF STRAIOHT-RUN AND CRACKED GASOLINE PRODUCED WHEN 
TOPPIJ^Q and cracking CALIFORNIA CRUDE OIL 

Straighi- 



Crude 

Run 

Cracked 

Blended 

Properties 

Oil 

Gasoline 

Gasoline 

Residue 

Gravity, ®A.P.I 

30.5 

52.1 

59.6 

5.1 

Distillation characteristics: 

Initial boiling point, ° F 

156 

126 

102 


10 per cent 

277 

199 

142 


30 per cent 

441 

248 

184 


50 per cent 

583 

287 

241 


90 per cent 

687 

389 

344 


End point, °F 


425 

383 


Per cent distilled at 300° F 

12 




Per cent distilled at 400° F 

26 




Octane No., C.F.R. motor method . . . 


56 

71 


Reid vapor pressure, lb. per square inch 

at 100° E 


5.0 

9.3 


Sulfur, per cent 

0.65 

0.06 

0.37 


Color 


25 



Viscosity, S.F. at 122° F 




240 

Flash point, P.M., ° F 




194 

B. S. & W., per cent 




0.1 


addition to the yield of branched paraffins, 73 per cent of 81 octane gasoline is 
derived from mid-continent gas oil which may be used as premium grade motor 
fuel. 

An analysis of the cracked gases produced in the U.O.P. catalytic cracking 
process is sho\vn in Table 9. 

TABLE 9 — CRACKED GAS ANALYSIS 

Per Cent 


Ha 15.9 

CH4 18.5 

C2H4 4.8 

C2H6 5.2 

C3H6 ‘21.5 

C3H8 5.1 

C4H8 (iso) 8.8 

C4H8 (n) 12.3 

C4H10 5.0 

O2 0.3 

CO 0.6 

N 2 2.0 


Operation of the Unit. The catalytic cracking plant consists of heater and 
catalyst chambers and is controlled automatically. The flow of stock from the 
furnace goes to alternate reactors in order that reactivation of the catalyst may 
take place. The duration of the cycle is about 40 minutes. 

The catalytic cracking unit operating at 15 lbs. gauge pressure with banks 
of catalyst reactors is charged with a catalyst of the alumina silica type. Auto- 
matic controls alternate the flow of heated oil first through one-half the catalyst 
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reactors and then through the second half while the first set is regenerated with 
air. The catalyst is quite nigged. Carbonaceous material collecting on the 
catalyst causes the activity to diminish, and in order to reactivate, oxidation is 
brought about under carefully controlled temperatures and amounts of ox}'geD 



Hoitdry Process. The Houdry process for the catalytic cracking of crude 
oils gives a 45 per cent yield of gasoline for one pass through the unit. 
Activated aluminum hj’drosilicate is used to catalyze this reaction and two 
catalyst chambers are used in order that proper reactivation may occur and 
permit continuous operation of the process. A flow chart of tlie process is sbo\\n 


Fia. 0. Flow Shech of the Iloudry Froce.ss. 
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in Figure 6, giving the general steps used in processbg a crude oil running to fuel 
oil, with one pass through the catalyst and with the removal of straight-run 
products optional. The dotted line indicates the flow if desired to run to "no 
residuum.” 

As shoum in the flow diagram, crude oil is pumped through heat exchangers, 
where it is preheated by the products from the catalytic cases, thence to a pri- 
mary flash fractionating tower, the desired straight-run products being fraction- 
ated and removed. The residue from the flash tower is pumped through a 
still, heated to approximately 880° F. — depending on stock — thence into 
a vaporizer. Tar bottoms are removed as a liquid, and the vaporized fractions 
of the charge pass to the catalyst chambers. From the catalyst chambers the 

• o; 

UJ 

o 

z 


CATALYTIC CASES 



Fig. 7. General Flow Diagram for Processing Reformed Stock. 


vapors pass through the crude-oil exchanger into the final fractionating tower. 
Gasoline, furnace oil, and heavy gas oil are separated— the latter two being 
combined, if desired, for recharge to catalytic- or thermal-cracking operations. 
If gas oil is charged, the flash tower and the vaporizer are eliminated, the charge 
being pumped through exchangers to the still, and thence directly to the catalyst. 
If a residue is to be charged, the primary flash fractionating tower is eliminated — 
the charge passing directly to the still, and thence to the vaporizer for tar 
separation. To eliminate fuel oil production, the charge from the still is charged 
to a vaporizer— wherein, through a special catalytic mass, the entire charge is 
vaporized and passed to the catalyst. In special cases it is advisable to charge 
the entire crude to the catalyst without removal of straight-run products. The 
flow arrangement for this operation is the same as described for "residues.” 

Tables 10 and 11 show the yields and characteristics of the products obtained 
from the catalytic cracking of crude oil and gas oil. 

Catalytic Reforming.^ Reforming gasolines by the Houdry process yields 

^Hbira n'r These gasolines are chemically 

TliPfl susceptibility to addition agents and blending materials 

The flow diagram Figure 7 shows the scheme of processing the reformed charging 

®See p. 534. 
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stock. Naphthas with a boiling range of 250® to 500® F, or gasolines with an 
end boiling point of 400® or 500® F. are used as the charging stocks and are 
pumped to a still where heating and vaporization take place at 850® F. The 
catalyst chambers receive the hot vapors, and after conversion has taken place 

TABLE 12 — ^AVUTJON-GASOLINE YIELDS 

Straif/hi-run 
Kaphtha — 

Grade 


Charge to Plntit — 

ConRffll Cn^tfc 
(GravitPf 

2.0.7 Deg. 
A.P.I.) 30.D 

Heavy 
Kaphtha — 
Past Texas 
Crude 

Per Cent of Crude 

{Initial} 

JO to 39 

Aviation gasoline, per cent by volume . 

.... 5S.8 

32.5 

Motor naphtha, per cent by volume 

Cracked gas oil, per cent by volume 

.... 18.8 ) 

.... 9.1 J 

53.0 

Drj^ gas, per cent by weight 

.... 23.1 

13.7 

Catalyst deposit, per cent b\' w'cight 

.... 2.3 

2.4 


the vapors are run through the heat exchangers to a fractionating tower where 
aviation gasoline, naphtha, gas oil, and gas are separated. The equipment for 
processing the refonning stock is the same as that used for cracking gas oils. 
Table 12 shows the yields of n\iation gasoline from reforming operations, and 
Table 13 shows a gas analysis for the still gas from the process. The octane 

TABLE 13 — TVPIC\L ANALYSIS OF DRY GAS 


Per Cent 

Gas l)p Volume 

Hydrogen 5.4 

Methane * 9.9 

Ethenc-ano 6.1 

Propenc 6.1 

Propane 20.8 

/^obutane 5.0 

/sobiitcne 0.5 

?>Bntone 3.3 

nButaue 42.9 

Pentanes-h 0.0 

100.0 

Specific gi*avily (relative to air) . , 15C5 


rating of the aviation gasoline produced is about 78 before the addition of 
tetraethyl lead; when 6 cc. of tetraethyl lead are added, the rating is increased 
to 95 or 96 depending upon the stock to which it is added. 

MOTOR FUEL FROM CRACKED GASES 

Polymer Gasoline — In addition to the volume of cracked gasoline and other 
liquid products derived by the reforming and the cracking of oil, both by ther- 
mal and catalytic processes, approximately 350,000,000,000 cu, ft. of cracked ps 
are produced yearly. For a number of years the gas from the cracking reaction 
was utilized only as fuel under boilers and stills. The cracked gases contain 
olefinic hydrocarbons such ns ethylene, propene, and butenes in addition to the 

See Compound 103, Chapter 27. 
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saturated hydrocarbons such as methane, ethane, propane, and butanes. The 
commercial value of the hydrocarbon gases from the cracking process and 
natural gas has been greatly increased by the ever growing demand for high 
octane motor fuel. 

When unsaturated hydrocarbons such as the olefines are subjected to liigh 
temperature and pressure with or without catalysts they can be made to poly- 
merize to produce larger molecules. In some cases any of the saturated hydro- 
carbons which may be present will also enter into these polymerization reactions. 
In this way it is possible to take the small molecule hydrocarbons and produce 
liquid fuels. Moreover, the products which are so produced usually have very 
high octane numbers and, hence, are highly desirable for motor fuel. This 
fortunate circumstance makes it possible not only to conserve the petroleum 
supply by utilizing the still gases to produce more liquid fuel but also to produce 
a fuel of higher quality than has ever been possible before. 

There are three polymerization processes in commercial use, two of which 
are thermal and use high pressure and the other is catalytic and operates at low 
temperature and pressure. In December 1940, there were 83 polymerization 
plants in the United States. The hydrocarbons present in the motor fuels 
produced by the thermal process are olefins, paraffins, cycloparaffins and aromat^ 
ics.^^ The catalytic polymerization process produces a branched chain olefin 
gasoline. 

The Unitary thermal process operates on cracked or paraffin hydro- 
carbon gases made up of propane-propene, butanes and butenes, operating under 
a temperature range of from 950 to 1100° F, and pressures of 1,000 to over 4,500 
pounds per square inch. The liquid products are gasoline and gas oil. 

Under these conditions of operation many complicated chemical reactions 
take place. There is undoubtedly a certain amount of cracking followed by the 
polymerization of the unsaturated compounds. The high pressures involved are 
conducive to the formation of polymers. This is in line with the Le Chatelier 
principle because the volume of polymerized products will be much less than that 
of the gases of small molecular weight which go to make up the heavier molecules. 
The conditions of temperature, pressure, and rate of flow which will give the 
optimum yield of the desired liquid products must be determined entirely by 
experiment because no adequate quantitative theory is available for predicting 
just what wiU happen in a set-up such as this. 

The Multiple Coil thermal process operates on cracked and paraffinic 
gases at a temperature range of from 900 to 1300° F. under pressures varying 
from about 45 to 800 pounds per square inch. The olefinic hydrocarbons poly- 
merized in the first reaction and the residue gas containing the paraffinic type 
are cracked in the second stage of operation. The olefinic hydrocarbons derived 
by the cracldng of the paraffins are polymerized in the third stage of treatment. 
The three-stage process produces gasoline, fuel oil, and tar. 

These two thermal processes for the production of polymerized gasoline 
were the ones that were first used. A number of rather large plants were installed 
and will probably be used for some time because of the investment involved. 
However, they may eventually be replaced by the more efficient catalytic poly- 
menzation processes. 

Foi the chemical principles involved in. these processes, see Chapter 3. 
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Catalytic Polymerization Process — The function of a catalyst is to pro- 
mote a reaction at greater speed at a given temperature or to make a reaction go 
at a lower temperature than would otherwise be possible. Hence, the catalytic 
units can operate at lower tcmi^eraturcs and pressures than the thermal units 
and additions can be adjusted to give much greater efficiency. It is also possible 
to get some molecular corabinntions which are not derived by the thermal proc- 







r>. - 




Fin 8. Polymerization Plant Proce^^sing 27,000,000 Cu. Ft. Cracked Gas to 
Yield 2,500 libls. Poly Gasoline Per Day. 

I 

e^ses. Another ad^mntagc that such units can be made very small or very large 
and workcij equally satisfactorily. This makes the catalytic units much more 
versatile ai p adaptalile for all sizes of operating units. In December 1940 there 
vcrc si\t\-.|hree U.O.P, (Universal Oil Products) catalytic polymerization units 
in commcrrSal operation. The capacities of these units, processing cracked or 
olefin conta Ining gases, range from 125,000 cu. ft. to 27,000,000 cu. ft.; or, on a 


gasf# ic (M octane) production basis, from IS bbl. to more than 2,500 bbl. daily. 
The/ iljii^enzation plant shown in Figure S processes 2,500 bbis. of polymerized 
from 27,000,000 cu. ft. of cracked gas. 

3 pi ceWbination of selective catalytic polymerization and h 5 ^drogenation 
units^^l Aiwes from 50 bbl. to SOO bbl. of isooctaiie fuel per day.^- The increased 
yield of g^sojine ranges from approximately 2 to 8 per cent, with an octane rise 
of 1 to 2\ni\mbers on the refinery-gasoline output vhen processing naphtha, 
kerosene, gas u'b or topped ciudes. 


12 See p. 55G. 
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Since these catalytic processes are the ones which will probably be the 
principal or sple producers in the future, the operation of one of these units will 
be described in considerable detail. 



the increased yield and quality of the r installation and 

pmoesstag craoked gas .1^ ^ e rf ,,5™ ^ “« «' 

nij- aalM -«ge, a.i.s-; Wy g.sofe 
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Approximately $15,000 to $35,000. Some of the midget poly units have paid 
installation costs m less than 40 days. The diagram of a large, selective cataljtc 
polymerization unit is shown in Figure 9. 

Catalytic poly units consist essentially of a heater, catalyst vessels, cooler, and 
a stabilizer. In order to minimize the size of the equipment required, and to 
obtain a long catalyst life, these units are operated at elevated pressures As the 
charge to these small units is available either at separator pressure or stabilizer 
pressure, viz , at 50 lb. to 200 lb, per square inch, a compressor is also required 





Fig 10 Universal Oil Products Catalytic Pol^menzation Unit 

The material iFcd in the const motion of these units is standard in every respect, 
with no special alloys necessary. The stabilizers used are of a packed-column 
variety rather than the bubble-deck type. 

In the operation of these units, the charge of the gases to the polymerizer 
IS picked up by the compressor and dischaiged to a heater where the temperature 
of the gas is raised to 350 to 400® F. The heated gas then is pas&ed in senes 
through tw"o tube*, usually made up of 24-in pipe, filled with solid phosphonc- 
ncid catalyst (a porous solid impregnated with phosphoric acid) upon whose sur- 
faces the reaction takes place. The polymer product leaving the last cataJjst 
ve^^el then is cooled to a temperature of 165® F. and discharged directly into the 
stabilizer, wdiere the polymer, together wuth the amount of butanes required to 
give the desired vapor pre^^sure, is separated fiom the balance of '^spent gas 
A schematic outline of poly units is showm in Figure 9 and an illustration is given 
in Figure 10. 
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The poly units are so constructed that operating conditions are maintained 
automatically, and the amount of control necessary is similar to that required 
a stabilizer or an absorber. The compressor is hooked into the gas system, 
and the gas from the stabilizer discharged in such a manner that a constant gas 
flow is maintained throughout the system. The hook-up is arranged so the poly 
plant can be cut in or out at will without interrupting the cracking-plant 
stabilizing and gas-disposal S3'’stem. Automatic controls are used to hold a con- 
stant inlet temperature to catalyst towers ; a similar control is provided for the 
stabilizer reboiler. Pressures are regulated at the outlet of the catalyst towers 
and poly stabilizer. By proper manipulation of factors affecting catalyst-bed 
temperature, high olefin conversions and long catalyst life are obtained. 

Composition of the Cracked Gases to be Polymerized — ^For the presenta- 
tion of that composition of the feed, five catalytic poly units operating commer- 
cially were selected, having cracked gases containing from 19 to 41 per cent 
propene-butenes. These units are called: No. 1, 2, 3, 4, and 5 for the sake of 
identification.^^ The cracked-gas analj^ses for the five units are sho'vvn in 
Table 14. 

TABLE 14 — CRACKED-GAS ANALYSES 
{Charging Stocks to Poly Units) 


Composition, mol per cent 

1 

2 

3 


5 

Hydrogen sulfide 

045 

1,8 

0.33 

1.0 

0.35 

Hydrogen 

4.1 

0.2 

0.3 

0.1 


Methane 

25.8 

5.0 

4.6 

3.4 

2.2 

Ethjdene 

5.3 

2.6 

4.0 

3.7 

2.3 

Ethane 

16.9 

18.9 

20.3 

16.4 

10.7 

Propene 

15.0 

17.1 

17.9 

23.4 

17.8 

Propane 

23.3 

44.1 

29.5 

27.8 

25.1 

n-Butenes 

2.8 

28 

7.4 

9.8 

16.4 

Isobutene 

1.4 

3.0 

7.4 

5.9 

6.8 

Butanes 

4.6 

5.9 

11.9 

10.0 

17.9 

Propene-butenes 

Polymer gasoline (gallons per 

19.2 

22.9 

29.4 

38.2 

41,0 

1,000 cu. ft. of gas) 

3.7 

4.4 

6.1 

7.6 

9.5 


Effect of Hydrogen Sulfide — The charge to poly plant No. 1 is a mixture 
of the pressure-still receiver gas and stabilizer gas. The hydrogen sulfide content 
of these gases varies from 0,15 to 1.8 per cent. When hydrogen sulfide is present 
in cracked gases under catalytic polj^merizing conditions, a reaction takes place 
wnih the olefins forming mercaptans such as ethyl, propyl, and butyl. When 
the sulfur content of the polymer gasoline is a factor to be considered, the gas 
should be freed of hj^drogen sulfide before the polymerizing reaction. 

Poly unit No. 2, processing gas high in hydrogen sulfide, produced a gasoline 
containing 1.5 per cent sulfur. In this case a means of treating was worked out 
which uses an absorber and the waste caustic from the refinery treating plant. 
When the sulfur content of the polymer gasoline is relatively high and waste 
caustic is not available, demercaptizing the poljuner gasoline with strong caustic- 
soda solution may be cheaper than hydrogen-sulfide removal from the cracked 

mertingrMay,T93^** American Petroleum Institute, New Orleans 
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gas. Poljoner gasoline containing 0 3 or 0 4 per cent sulfur is used, as such, oi 
blcuided wth the gasoline produced in the refineiy to bring the polymer product 
do^\n to market specifications. In some parts of the country 0.4 per cent sulfur 
polj'mcr gasoline is used and marketed with refinery gasoline containing a similar 
amount of sulfur. 

Spent Gas — ^The cracked gases after the olefins have been pol}unerized into 
gasoline leave the stabilizer of the poly unit vith a low olefin content. The 
cracked gas after being deolefinized is called '^Spent Gas.” AnaWses of the spent 
gases leaving the stabilizers of the five poly unit'j are shown in Table 15, the 
headings of which correspond to those of Table 14 of the initial cracked gas 
charging stocks. 


T.ABLU 15 — COMUOSITION OP SPENT GASPS 


Composition, mol per cent 

1 

o 

5 

4 

5 

Hvdrogcn 

5 4 

04 

02 

02 

03 

Methane 

316 

103 

85 

53 

56 

Ethylene 

01 

28 

40 

37 

35 

Ethane 

24 6 

31 1 

302 

298 

251 

Propeno 

22 

3 4 

21 

46 

08 

Propane 

22 9 

40 0 

41.9 

498 

507 

n -Butenes 

07 

03 

1,1 

12 

08 

Isobutene 

03 


02 

02 

04 

Butanes 

02 

25 

102 

50 

116 

Propen e-bu tones 

32 

39 

34 

60 

20 


The propeno-butcncs in the *pent gases range from 2 to 6 per cent. The per- 
centage of olefin conversion to polymer gasoline determined from the anahees 
in Table 15 and tlio.^e given in Table IG ranges between S5 and 95 per cent. 

Olefin Conversion — In order that a clear picture may be presented of 
the olefin conveision efTert{‘d by the five poly units, it is necessary to consider 
not only the olefins m the spent gas, but also the butenes dissolved in the poljiner 
gasoline In the rase of the poly units under study, the average vapor pressure 
of the gasoline produced is 25 I b. per square inch. The bufanes-butenes present 
in the gasoline average about 30 per cent of the high vapor pressure polymer 
The olrfin content of this Ci fraction must be considered in determining the over- 
all olefin conversion. Table 16 shows the olefin content of tlie Ci fraction (normal 
and isobutane and normal and isobutenes) included in the polymer gasoline. 

TABLE 1C — composition OF THE Cl FUNCTION IN POLY GASOLINE 


i S 5 


Composition, mol per cent 
Isobutene . 

17 

15 

23 

1.4 

n-Butencs 

12 3 

85 

23 9 

61 

n- and Isobutene 

. 86 0 

900 

736 

925 


Three butenes are usually present in cracked gases, butene-l, butene-2, and 
isobutene (2-niethylpropenc-l), in varying percentages; each has a different ve- 
locity of polymerization to gasoline under a given set of operating conditions 
The isobutene polymerizes rapidly, butcne-2 less so, and butene-1 with some diffi- 
culty. Poor conversion is evidenced b}' high normal butane in the butane-butene 
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fraction. From the data in Table 16 it is apparent that the results obtained on 
nolv unit No. 4 at the time the samples were taken and analyses made, were in- 
ferior to those of the other four commercial units. However, an olefin conversmn 
to about 90 per cent polymer gasoline was possible by modifying the operating 

conditions. r i 

Temperature Effects— Temperature affects the rate and degree ot poly- 
merization of olefin. The data are shown in Table 17. 


TABLE 17— EFFECT OF CATALYST BED TEMPERATURE ON OLEFIN CONVERSION 



Olefin Conversion 
Per Cent 

406 

76.5 

415 

82.0 

421 

gO.5 

423 

S4.4 

428 

88.3 

429 

90.0 

445 

92.8 

452 

95.0 

Yields — ^The 

percentage polymerization 


olefin hydrocarbons present in the cracked gases is shown in Table 18. 

In poly units 4 and 5 the percentage of ethylene is 3.7 and 2,3; propene 23.4 
and 17.8; n-butenes 9.8 and 16.4 and isobutene 5.0 and 6.8 are present respec- 
tively in the cracked gases. Under the conditions of commercial operation of 
the poly units, ethylene is relatively difficult to polymerize compared to propene 
and butenes. All of the olefins in the cracked gases could be pol 3 '’merized but 


TABLE 18 — PER CENT CONVERSION OF INDIVIDUAL OLEFIN HYDROCARBONS 


TO POLYMER GASOLINE 

U 5 

Olefin, per cent 

Ethylene 44 35 

Propene 89 98 

Butene-1 and -2 71 92 

Isobutene 97.3 94 

Average per cent conversion (Propene-butenes) ... 85 94.9 


the product would boil largely outside the gasoline range. The data show that 
propene polymerizes readily, in both cases exceeding the average olefin conversion 
and exliibiting appreciably increased tendency towards polymerizing when com- 
pared with normal butene. In the case of unit four, the failure of normal butene 
to pol^Tnerize is chiefly responsible for the relatively low olefin conversion. 

It is evident that poljmier gasoline yields based upon the cracked gas charging 
stock are dependent upon the percentage of propene and butenes present. The 
olefin content of the cracked charge to the five units under discussion range 
between 19 per cent and 41 per cent olefins. The yield of polymer gasoline based 
upon a 10 lb. Reid vapor pressure ranges between 4.3 to 9.4 gallons per thousand 
cubic feet of gas charge to the units. These volumes of polymer gasoline show 


i^The Reid vapor pressure is the vapor pressure of a liquid determined at 100“ F. 
and given in Ibs./sq. in., i.e. 4.3 Reid vapor pressure is 4.3 Ibs./sq, in. pressure at 100“ F, 
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an olefin conversion ranging between 85 per cent and 95 per cent. The higher 
yield is from cracked gas containing 41 per cent olefin. The gallonage of poljTner 
gasoline represented by this period of operation is between 38 and 70 gallons 
per pound of catalyst. 

Octane Numbers of Polymer Gasolines— The octane numbers of the 
gasolines produced in the five units under consideration are shown in Table 19. 


TARLE 19 — OCTANE NUMDEES OV 

noLVMnn 

GASOLINES 


1 

2 

S 

4 

6 

Octane nvimbcr * 82 

Blending octane number 
in 70-octane gasoline 

84.5 

835 

825 

84 

blends 90 

* L-3 method. 


945 

88 

975 


The operation of these particular polymerization units has been described 
in considerable detail because it illustrates the principals involved in all polymer 
gasoline manufacture. 

Although the character of the individual pieces of operating equipment may 
change in the years to come, the principles of catalytic polymerization of olefins 
to produce gasoline will undoubtedly be the same which are now being utilized 
in the five plants which have been discussed. 

rsoocTANn motor fuel 

The polymer gasoline which has just been discussed has very good antiknock 
properties as is shown by the octane numbers running over 80 in Table 19. 
However, fuel of this quality is not sufficiently good for the very high compres- 
sion-ratio motors which arc used in modem aircraft. In order to supply the 
demand for very^ high quality fuel, the poKaner gasoline processes have been 
refined and adjusted to produce a fuel which is practically pure isooctane, which 
by definition has an octane number of 100, 

In principle, the octane plant runs upon a feed consisting of butane and 
butene, or sometimes on butene alone. Any butane which is present is cracked 
to butene during the first part of the operation. The butenes are polymerized 
to give isooctenc. When liydrogen gas is introduced into the unit these octenes 
which are hydrogenated give isooctane which is the desired high quality fuel.^^ 

Isooctane Units — The design of isooctane plants is such that it lends itself 
well to small units. Several midget isooctane units to produce 50 bbl. a day of 
isooctane have been designed. There are three selective polymerization units in 
commercial operation and one butane polymerization plant, the largest being 
about 800 bbls.'per day. 

Production of Crud } Isooctene — The charge to the selective pol}Tneriza- 
tion unit is a butane-butt ^le fraction from the cracking still stabilizer. A 
analysis of the but\ine-butene fraction shows about 1 per cent propane and pro- 
pene, 18 per cent isobutene, 33 per cent normal butene, and 48 per cent butanes 

See Chapter 3. 
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The butane-butene charge to the selective polymerization unit was analyzed as 
shown in Table 20, 


TABLE 20 — CHARGING STOCK TO SELECTIVE POLYMERIZATION UNIT 

Per Cent 


Propane-propene 1.0 

Isobutene 18,4 

Normal butene 32.6 

Butanes 48.0 


Before passing to heat exchangers to remove the nitrogen and sulfur compounds 
present, this stock is water and caustic soda treated as shown in Figure 10. 



uinuuLAiirju PUMP r* 

Fig. 11 a. Butane-butene-water-caustic Soda Treater, 
temperature of selective polymerization ranges from 260° F to V 

dodeoma ,„d oelenes analysed as she™ in TaWea"* “ 
tactirlTbot^Thta;; Th°!fdis[-n 

this fraction are shown in Table 22 ' ^'stillation and other properties of 
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the petroleum industry 

The poljnmer bottoms are made up largely of isododecenes fraction with a 
small proportion of isocetenes. 

Yields — The conversion of isobutene is practically complete in the operating 
range of this process. The percentage conversion of normal butene increases] 

TABLE 21 — CRUDE SELECTIVE POLYMER 


APJ. gravity 59.9 

100 cc. distillation A.S.T.M.: 

LB.P 218 

Per cent distilled over: 

10 225 

20 226 

30 228 

40 229 

50 231 

60 233 

70 236 

80 242 

90 261 

End point 381 

Octane number 84.0 

Reid vapor pressure 1.3 

Sulfur, per cent by weight (lamp) 0.005 


therefore the polymerization ratio of normal to isobutene will also increase. 
The jdeld of crude polymer increases under the same conditions, while its higher 
boiling components increase slightly. The finished hydrogenated isooctanes from 
the isooctenes produced at different temperatures (260® to 350° F.) may range 
in octane rating from 91 to 97. The olefin conversion to polymer based on the* 


TABLE 22 — ISOOCTENES 


AP.I. gravity 

100 cc. distillation A.S.T.M.: 

IR.P 

Per cent distilled over: 


10 

20 

30 

40 

50 

60 

70 

80 

90 


End point 

Octane number (before hydrogenation) 

Reid vapor pressure 

Sulfur, per cent by weight (lamp) 

Color 


61.5 

200 

221 

223 

225 

226 
227 

227 

228 
230 
233 
267 

85.5 
2.0 
o.m 

30+ 


isobutene present in the gas will vary from 150 to 280 per cent on mole basis. 
The higher the octane rating of the hydrogenated polymer (isooctanes) the lower 
the yield based upon the butane-butene charge. The percentage conversion of 
the olefins in the butane-butene fraction to isooctenes is dependent upon the octane 
rating desired after their hydrogenation. The yield will vary between 24 and 31 
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per cent by volume of the charging stock given in Table 20. These poljTnei 
gasoline yields correspond to a 30-40 per cent yield by weight of the butane-butene 
fraction charged to the selective polymerization unit. 



Hydrogenation — The isooctenes produced may be converted into isooctanes 
by the U.O.P. low-pressure hydrogenation process at pressures of about 75 pounds 
and temperatures of 325® F. in the presence of a nickel catalyst. The hydro- 


Fig. 12. Flow Sheet of Hydrogenation Unit. 



Fig. 13. 500 Bbis. a Day Isooctane Unit. 


jacket around the reactor. A flow chart of the low pressure hydrogenation unit 
is shown in Figure 12. Figure 13 shows a polymerization installation. 

The properties of the hydrogenated isooctanes are shorni in Table 23. 


TABLE 23 — PROPERTIES OF ISOOCTANES 


AP.I. gravity 66.4 

100 cc. distillation A.S.T.M.: 

LB.P, "F 210 

Per cent distilled over: 

10 222 

^ ^ 

90 232 

End point 254 

Octane number (AB.T.M. motor method) 95.0 

Reid vapor pressure (lbs.) 1.6 

Sulfur, per cent • . 0.001 

Olefins, per cent 0.5 

Gum (copper dish) 0 

Color 30 


The isooctanes as produced are not aviation gasoline; they must be blended 
with aviation stock such as special straight-run or natural gasoline and isopentane 
to obtain proper volatility. 
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rnODUCTION of motor ftols by alkyiation, cyclizatiox and 
POLYMCRIZATIOX METHODS 


Alkylation— In the catalytic polymerization process normal butene combines 
wRh isobutene producing an olcfinic polymer gasoline of lower octane rating 
than a branched chain paraflin. The olefinic polymer gasoline is hydrogenated 
into isooctancs of 95-100 octane, Tiiis is a two-stage process. A recently de- 
veloped process, alkylation,^ producing isooctancs in a one-step process is a 
catalytic one using sulfuric acid or aluminum chloride which combines isobutane 
with ethylene, propene, or butene forming isohexanes, isoheptanes, and isooctanes. 

Sulfuric- Acid Alkylation — Alkylation is carried out by two methods in 
commercial practice, the thermal method at high pressure and the sulfuric acid 



Fig. 14. Flow Diagram — Sulfuric Acid Alkylation Plant. 


method. The sulf\iric acid process operates on isobutane and olefins.^' Below 
70° F. and under pressure, the olefins are absorbed on strong sulfuric acid; the 
reaction is rapid and cooling is necessary in order tiiat it may be controlled. 
Normal pa ratlins are not absorbed on sulfuric acid, but isoparaffins are absorbed 
if the concentration of the acid is over 90 per cent. It is thought that the olefin 
forms an alkyl ester with the sulfuric acid and further reaction takes place forming 
the branched paraffin. The octane rating of the alk>dated product ranges from 
92 to 94. Figure 14 show's the flow diagram of the sulfuric acid alkylation process. 

Manufacture of Neohexane — Isooctane may be considered a sjmtbetic fuel 
with very desirable properties. However, as may be expected in such a compli- 
cated organic system as tins, a great variety of other combinations are possible 
which might yield fuels just ns satisfactory. One such new synthetic fuel is neo- 
hc.xane (2-2-dimethylbutane). Neohexane is particularly valuable because it has 
a liigher vapor pressure than isooctane and hence is desirable for maintaining tbs 
desired fuel volatility. 


^^For a discussion of the principles of alkylation, see Chapter 3. 

’7 Anglo-Iranian, Humble Oil Refining, Shell Development and Texas Company, 
‘^Sulfuric Acid Alkylation,*’ American Petroleum Institute, Chicago, Ilk ember, 
1939). 
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Neohexane manufacture from isobutane and ethylene takes place by means 
)f thermal and pressure alkylation. Low olefin concentration and low conver- 
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consists of alkylation of isobutane with ethylene at high pressure. Cracking is 
carried out at 1425'' F. with pressure only a few pounds above atmospheric. 
During the alkylation step a 050° F. temperature is used with pressures ranging 
from 3,000 to 5,000 pi;.i. Some secondary reactions occur which >ield hydro- 
carbons boiling above ncohexane. The octane rating of neohexane is around 95, 
and because of the lower boiling point (121.5® F. for the pure material) in 
comparison to isooctane it is suitable for providing the proper aviation gasoline 
volatility. When the operation involves greater conversion per pass, the neo- 
hexane formed is not as pure a product as that from low conversion. The motor 
fuel from high conversion requires less fractionation and refining and is quite 
suitable for blending purposes. Figure 15 shows the flow diagram for the 
neohexane process. 

Cyclization of Paraffins — ^Aromatic hydrocarbons are excellent blending 
hydrocarbons for increasing the octane rating of gasolines. The cyclization'® of 
paraffin or olefin hydrocarbons to give aromatics may be effected by catalytically 
converting normal hexane, heptane, and octane (low octane rating) into benzol, 
toluol, and xylols (over 100 octane rating) respectively, with hydrogen as a by- 
product, the yields being almost theoretical. 

The lower-boiIing liydrocarbons in petroleum, particularly those from Penn- 
sylvania, the Mid-Continent, Michigan, and East Texas are predominantly 
straight-chain paraffins. By catalytic cyclization at 500° C, and atmospheric 
pressure these hydrocarbons may be converted into the corresponding aromatic 
hydrocarbons which have been obtained chiefly from coal tar heretofore. 

The aromatic hydrocarbons arc not so good for airplane use at present, 
although some tests indicate that they might become useful for that purpose. 
The cyclization of paraffins in petroleum to aromatics thus gives another enor- 
mous source of high antiknock motor fuels. 

Isomerization as a jnocess has not been developed sufficiently to put into 
commercial use. Ilow'cvcr, when it is developed it will be a highly important 
procc^s for converting low octane rating hydrocarbons to high octane fuels. This 
process would .substitute in part, at least, for refonning gasolines into a high 
octane product. In the isomerization process there would be no loss of gasoline 
since the straiglit-cliain paraffins would rearrange inolecularly into branch-chain 
paraffins. A number of illustrations of this reaction follow: 

Isomerization of Butane — The catalytic isomerization of normal butane to 
isobutarie by the use of aluminum chloride takes place at 175° C. and 35 atmos- 
pheres pressure. Aluminum bromide at room temperature and 3 atmospheres 
pressure during a two months' period produced 7S-S2 per cent isobutano from 
n-butano at equilibrium conditions. Pentane of 64 octane number isoraerized 
to 55.9 per cent 2-mcthyIbutane of 91 octane rating at room temperature in the 
presence of aluminum bromide. Isohexanes were produced from n-hexane by 
the action of aluminum chloride. When normal heptane was studied, it was 
found that the temperatures of isomerization and polymerization were verj 
close to each other. The amount of isomerization depends on the catalyst used, 
85 per cent of normal heptane was converted into branched-chain heptanes at 
420° C. during 3 hours. 

For a discu.'^sion of the principles of nromatizalion, see Chapter 3. 

“0 Sec Chapter 3. 
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Summary of High Octane Fuels— A number of methods for the production 
of high octane gasoline have been reviewed.^i These methods consist of solvent 
extraction of straight-run and cracked gasolines, the edition of tetraethyl lead, and 
the blending of various hydrocarbons. The processes in use today for the manu- 
facture of high octane fuels more nearly produce single hydrocarbons than any 
previously in use. The production of isooctane from both sulfuric acid alkylation 
and selective polymerization and the manufacture of neohexane by alkylation 
produce mainly the hydrocarbons designated. 

The chemical structures of these hydrocarbons are responsible for their effi- 
ciencies as motor fuels. The 95 to 100 octane rating of these gasolines is 
responsible for about a 33 per cent power increase over older type fuels. Although 
only airplanes now use 95-100 octane gasoline, research programs in the oil 
hidustry aim eventually to enable all cars to use these fuels at a price level 
jommensurate with ordinary gasolines of the present. 

In the past twelve years, octane ratings of regular fuels have risen from 
50 to 73. In terms of efficiency, this means about a 20 per cent increase. While 
the methods of manufacture have drastically changed, the price levels have been 
lowered about 7.5 cents per gallon, an annual saving to the motorist of about 
$1,500,000,000. 


LUBRICATING OILS 


Lubrication Theories and Definition — In any discusrion of lubrication and 
lubricants a definition of terms is necessary. In any machine friction is encoun- 
tered and, depending upon the type of work, may or may not be beneficial. 
There are three types of friction: starting, sliding, and rolling or, as sometimes 
classified, solid, rolling, and fluid. In a definition of lubrication a quotation from 
Chemical and Metallurgical Engineering covers the subject. 

“In a movement of any body, friction must be overcome by work . . . Lubri- 
cation is essentially the substitution of fluid friction for solid friction. The result 
is much like the discovery of early man that it was easier to float a log than 
to drag it.** 

The nature of surfaces is such that a cushion of oil is necessary to change 
the type of friction encountered between the two surfaces. An oiled surface 
gives a fluid type of friction which produces less heat than the solid friction 
between unoiled surfaces under load. The efficiency of the oiled surface depends 
upon the cohesive and adhesive properties of the oils used. Lubricants from various 
sources have been used, and these include animal, vegetable, and mineral oils. 
With the advent of heavier machines, operating at higher gear pressures, the 
older types of animal and vegetable oils were no longer suitable since they did 
not maintain their stability and cohesive and adhesive properties at high tem- 
peratures and pressures. Mineral oils, due to their abundance and stability 
under heavy service conditions are most widely used today. In order to meet 
the many and varying requirements of the motor car, lubricating oils must be 
processed and blended. 


Solvent Extraction Methods of Refining Lubricating Oils— In the pro- 
duction of lubncatmg oils from petroleum, the first step is that of recovering 

Chem. Rev., Z2, 175 fl9381 
‘2 Chem. & Met. Eng., 47 , 172 (1940). 
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material in the correct boiling range for the particular lubricant. This is usaallj 
done as part of the regular refining operation as indicated by the various cuts 
from distillation tower shown in Figure 3. 

Obviously, lubricants must be liquids of ver>' low vapor pressure so the 
separation of one fraction of lubricating oil from another must usually be done 
under a vacuum, or by steam distillation. 

Although no really accurate theories have been established as to the types 
of compounds which must be present in the lubricating oil to give the desired 
properties, a great deal of empirical information has been built up on this point. 
Tliis field of information is much too complex to be gone into in the short space 
which can be allotted to petroleum in this volume but references may be found 
in the Rending List at the end of the chapter for those who wish to go into the 
details of the multitude of types and properties of different lubricating oils which 
are produced from petroleum. 

In aU cases before a lubricating oil can be considered satisfactory it is neces- 
sary' to refine it by any one of various methods. The older methods consisted 
largely of treatments with n2S04. Nearly all of the newer methods involve the 
operation of liquid-liquid extractions. The rest of this section on lubricating oils 
will be confined to a discussion of these methods of purification. 

Processes for Refining Lubricating Oils — ^lodem processes for refining 
lubricating oils depend upon the selective solubilities of certain materials for 
the lubricating fraction of petroleum. The solvents used are liquid propane, 
furfural,-^ ^^^'-dichloroethylether,-^ crcsol base, nitrobenzene, phenol, and liquid 
sulfur dioxide. The processes are known as Furfural refining; chlorex, using 
/?,i3'-dichloroeihylcther; Duosol, using liquid propane and cresol base; nitro- 
benzene; phenol extraction; and the Edeleanu process using liquid sulfur dioxide. 
Flow charts for the furfural, chlorex, and Edeleanu extraction processes with their 
e.xplanations are given in Figures 16, 17, and 18. 

Furfural Refining Process — “Furfural satisfactorily meets selective solvent 
requirements when employed in the lubricating oil refining process developed by 
the Texaco Development Coqioration. The solvent selcctirity ranks high among 
the commercially-available solvents; the cost of furfural is relatively low and, 
being manufactured from agricultural wastes, the supply is adequate. Furfural 
is relatively n on-poisonous and no special precautions are taken in commercial 
handling of the solvent. The successful application of furfural to a tvide range 
of lubricating oils has been demonstrated in set'eral large commercial operating 
installations. The jiroccss is becoming widely adopted and a number of plants 
are operating and being installed at present. 

“Furfural is employed normally in the extraction sy'stcm at temperatures 
ranging from 150“ F. to 250“ F., at which temperatures practically any viscoiis 
or waxy oil can be readily handled. The oil viscosities at temperatures of appB- 
cation and a large difference in specific gravity between extract and raffinate * 

See Compound 462, Chapter 27. 

See Compound 42, Chapter 27. , r, ^ 

=5 Manley, R. E., and McCarty, B. Y., “Application of Furfural to the Retog ^ 
Lubricating Stocks/* The Science of Petroleum, Vol. Ill, 192, Oxford University rre. 
(1938). . 

In liquid-liquid e^straction parlance the “extract” is the liquid that dissolves im- 
purities, the “raffinate” 'is the liquid that has been purified. For a discussion oi in 
principles of liquid-liquid extraction, see Chapter 2. 




THE PETROLEUM INDUSTRY 567 

solutions permit counterflow operation in a single packed tower, as vrell as 
counterflow operation in multi-stage at high charge and settling rates. 



“The advantages of packed counterflow tower over a series of mbdng and 
settling vessels are; Lower solvent and oil quantities in the system; lower initial 
investment; and lower operating and maintenance costs. A single counterflow 
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tower with fifteen feet of packing is equivalent to more than ten stages of irnilfr 
stage counterflow, when furfural is used. 

'Tigure 16 reflects a typical layout of equipment employed in the process. 
Furfural, however, because of its stability over a wide range of operating condi- 
tions, lends itself to a variety of methods of recovery from raffinate and extract 
solutions. Different types of the solvent recovery systems have been developed 
in order to pro\ddc for maximum operating economy of each particular instal- 
lation. 



Fio. 17. Flow Sheet of Chlorav Process. (Courtesy Wurster & Sanger, Inc., 
Chicago, III.) 

'^The plant represented herewith comprises the following main operating 
unit^: 

“1. Vertical counterflow extraction tower with suitable exchange and cooling 
equipment to pro\dde means for charging solvent and oil at controlled, pre- 
determined charge rates and temperatures. 

^'2. Surge capacity in the treating tower itself for storage of raffinate and 
extract solutions, prior to charging these solutions to respective solvent recovery 
equipment. 

“3. SoIvcnt-from-Extract recover^" unit, including open steam stripper for re- 
moval of final traces of furfural from extract. 

Solvent-from-Raffinate recovery unit, including steam stripper. 

^'5. Solvent-from-Water recover^^ system, including settler and two fraction- 
ating columns. The settler is required to permit tlie mixture of water and fur- 
fural to separate into two layers; the lower layer being rich in furfural and t e 
upper layer rich in water. One of the fractionating columns is employed in 
stripping water from the furfural layer, using furfural vapors as a stripping 
medium, and the second column is employed in stripping furfural from the water 
laj^er, using exhaust steam in the base of the column as heating medium. 
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"Untreated oil is charged to the bottom of the extraction tower at a pre- 
determined temperature of from 150“ F. to 200“ F., while furfural at 200 F 
to 260“ F. is charged to the top of the tower, just below the surge space provided 
for accumulation of raffinate mix. Normal operation calls for a temperature 
gradient of from 20“ F. to 50“ F. between the top and bottom of the tower. The 
tower is maintained full of oil mth the furfural flowing downward through the oil. 
Refined oil solution, containing only a small percentage of the furfural, flows 
from treating tower by gravity at a controlled rate to the steam stripper, where 
all furfural is removed from the oil. 
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Fig. 18. Flow Sheet of Edeleanu Plant for Refining Heavy Lubricating Oils. 


'^The extract solution, containing the major portion of furfural, is pumped 
through heat exchangers to an atmospheric flash tower, where approximately 
30 per cent of the furfural contained in the extract mix is vaporized. The flashed 
solution is then pumped through a fired heater to a pressure flash tower, where 
practically all of the remaining furfural is vaporized. The extract, and small 
percentage of furfural remaining in equilibrium, flows from the pressure flash 
tower to an atmospheric steam stripper, where all furfural is removed from 
the oil. 

'"Heat is recovered from the furfural vapors from both atmospheric and pres- 
sure flash towers by exchange with extract solution. Additional heat is recovered 
from the pressure condensate by exchange wnth the raffinate mix, after which 
pressure is released, and the furfural admitted to the main furfural charge ac- 
cumulator, whence it is charged to treating tower. 

"Vapor from the two steam strippers, together vnth vapors from the two 
fractionating columns, are condensed in a common condenser, and the condensate 
allowed to separate into two layers in the separating drum. 

"The recovery of furfural from water is a very simple process, due to the fact 
that a constant boiling mixture of furfural and water has a lower boiling point 
than either pure water or furfural. For this reason a mixture of water and 
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furfural is more volatile than either of the two substances in a pure state, and 
can, accordingly, be easily stripped from either.” 

Chlorex Solvent Refining Process 2 -— “Cfilorex (^,/3'-Dichloroethylether) 
is a colorless liquid of ethereal and not unpleasant odor. Aside from the desirable 
property of high selectivity, this solvent is particularly well adapted to plant- 
scale usage. High specific gravity permits rapid separation of the two phases 
formed mth oils. Its boiling point is well below the vaporization temperature 
of motor oils, and its low vapor pressure precludes the possibility of significant 
losses in storage. The freezing point of the material is so low that precautions 
are unnecessary. Since extraction with Chlorex is ordinarily carried out within 
the temperature range of 50° to 125° F. its low viscosity at these temperatures 
is a factor of importance. The flash point of the solvent is well above that 
considered hazardous. It is noninflammable at ordinar)' temperatures. It has 
been employed for nearly four years on plant-scale. 


TABLE 25 — ^PROPERTIES OF DICHLOROETHYLETHER 


Stnictural formula, Cl — CH 2 CH 2 — 0 — CH 2 — CH 2 — Cl 


Boiling point (sea level), ° F. (° C.) 352.4 

Freezing point, ° F. (° C).) —60 

Specific gravity at 20V20° C 1.222 

Viscosity, centipoises at 25.5° C 2.0653 

Viscosity, S.U. at 77° F. (25° C.) sec 32 

Viscosity, S.U. at 32° F. (0° C.) sec 39 

Vapor pressure at 100° F. (37.8° C.) mm. 2 

Latent heat of Taporization, B.t.u/lb. (cal./gram) . . . 115.4 

Specific heat at 85° F. (29.4° C.) 0.369 

Flash (closed cup), ° F. (° C.) 168 

Solubility in water at 20° C., per cent 1.01 

Solubility in water at 90° C., per cent 1.71 


(178) 

(-51.7) 


(64.1) 

(75.6) 


'Tigure 17 shows a flow diagram of a Chlorex plant using the latest design 
of extraction equipment and vacuum distillation for continuous recovery of the 
solvent from the raffinate and extract solutions. Operation is as folio^Ys: 

"The charge oil is pumped through a heat exchanger M, operated either 
as a cooler or heater, depending on whether water or steam is circulated through 
the unit. Chlorex-extraction temperatures range from 60 to 125° F., depending 
on the stock and the results desired. The rate of pumping the charge oil is under 
automatic flow control. The preheated or pre-cooled oil is mixed in the first-stage 
pipe mixer, with the extract solution (thrice-used Chlorex) from the second stnge. 
This mixture settles in the first-stage settler is pumped, under automatic float 
control, to the extract-solution distillation unit for continuous recover}^ of the 
solvent. The raffinate solution from the first stage flows under first-stage pres- 
sure, and is mixed in the second-stage pipe mixer with extract solution from the 
third stage. This mixture settles in the second-stage settling tank. Raffinate 
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This mixture settles in the fourth-stage settling tank. The final raffinate solution 
from the fourth-stage is pumped under automatic control to the raffinate-solution 
distillation unit for continuous recovery of the solvent. When using more stages, 
the operation of the extraction equipment is the same as described above. A com- 
mercial countercurrent Chlorex extraction tower will shortly be installed in one 
of the Chlorex plants. Tliis tower, wliich will be substituted for the countercur- 
rent system of settlers and mixers, will have a treating capacity of over 1000 bar- 
rels of oil per day. 

“A compact extraction unit is made by installing the horizontal settling tanks 
one above the other in structural-steel framewotk. The first (top) stage is 
maintained under the highest pressure, varj'ing froiU 75 to 100 pounds per square 
inch. The pressure drops in increments of 10 pounds to 15 pounds per stage 
as the raffinate solution flows doumward, while the extract solutions are pumped 
witli f] on t-con trolled pumps in the opposite direction. Chlorex is charged to the 
system until an automatically-controlled pump through a heat exchanger, N, 
through wliich cither water or steam may be circulated for heating or cooling 
the solvent. 

^The solvent-recovery system is maintained under a vacuum of 26 inches lo 28 
inches mercury', and the solvent is completely recovered from tfie oil at a max- 
imum stripping temperature of 300 to 325® F. The distillation equipment showm 
is steam-hen ted. Direct-fired vacuum-distillation units are also being used for 
recovering Chlorex, and the choice of equipment depends to a large degree on 
whether sufficient live steam is available to operate the unit. 

^*The final extract solution from the first-stage settling tank passes through 
a heat exchanger, A, utilizing the heat in tlic stripped bottoms from the extract- 
distillation unit, E. Further heat is supplied in n second heat exchanger, B, 
utilizing the heat in the hot Chlorex water vapors from the extract unit. Any 
additional heat required is supplied with a steam pre-heater, C. The extract 
solution enters the stripping column near the top. Open steam is applied at the 
bottom of the column. Re-boiler coils may be used to maintain the temperature 
throughout the column, which is a simple fractionating column ivith bubble 
trays. 

‘The final raffinate solution from the fourth stage is heated with bottoms 
and vapor heat exchangers, D and F, and a steam pre-heater, G. As the raf- 
finate solution will contain only 15 to 25 per cent solvent, the xaffinate-strippmg 
unit, R, is smaller than the extract umt, E, where the bulk of the solvent is 
recovered. Hot Chlorex water vapors from the extract and raffinate-solution 
distillation units pass through a water-cooled condenser, H — the condensed 
Chlorex and water flowing to a settling tank, IC, where the solvent is separated 
from the water by gravity and returned to storage. The water will be saturated 
with Chlorex with a solvent content of approximately^ 1 per cent. This water 
is fed through a preheater to a small, packed column, which may be readily con- 
structed from a piece of casing. Open steam is added near the bottom. Water 
which is completely denuded of Chlorex flows to riie sewer under automatic 
float control from the bottom of this tower, while the vapors which are rich in 
Ciilorex pass to the raffinate-extract vapor condenser, H. A vacuum is main- 
tained on the system by means of a steam-jet vacuum pump. It is not necess^ 
to operate the Avater-s tripping column under a vaciUim. A Chlorex plant of t is 
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design for treating 1000 barrels of oil per day, will require a total ground space 
not over 50 feet square. From 15,000 gaUons to 20,000 gallons of solvent is 

adequate to place such a plant in operation.” ... * 

Edeleanu Process ^s^'Tor refining lubricating oils of high* viscosity the 
solvent power of the SO 2 is usually increased by adding benzol or another 
suitable aromatic solvent aid. The amount of benzol used in mixture with SO 2 
depends upon the nature of the stock and the desired raffinate quality. 

'The lube raffinates resulting from treatment with SO 2 or with a imxture 
of SO 2 and benzol are characterized by low carbon residue, excellent oxidation 
stability and high viscosity index. Edeleanu raffinates are finished b^'^ clay- 
contacting or re-running. Acid is very seldom required for finishing. 

"SO 2 and benzol are easily recovered from the extract and raffinate at moder- 
ate temperature, and solvent losses are very low. Both solvents are, furthermore, 
exceedingly cheap. 

'The flow diagram of a benzol-S02 plant for treatment of heavy lubricating 
oil is shown in Figure 18. The feed stock entering the plant flows through a 
steam heater into a tank held under vacuum, in which water and fixed gases are 
removed from the oil. From the vacuum tank the oil is pumped through a heat 
exchanger in which it is cooled by heat interchange with the cold raffinate solu- 
tion coming from the extracting system. Before entering this exchanger the 
stock is diluted with mixed solvent. Final cooling of the stock is done by refrig- 
eration in the combined stock and solvent cooling tank in which the stock passes 
through coils immersed in the solvent. The refrigerating effect is obtained 
through evaporating part of the solvent at atmospheric pressure. From this 
cooler the feed stock is pumped into the extracting system which consists of 
four mixers with settlers. 

"The solvent recovered from extract and raffinate in the two evaporating 
systems is collected in the benzol-S02 collectors and flows from there through 
a heat exchanger in which it is pre-cooled by heat interchange with the cold 
extract solution coming from the extracting system. From said heat exchanger 
it flows into the above mentioned combined stock and solvent cooler where it is 
cooled down to the desired extraction temperature by direct evaporation. This 
tank cooler is held at about atmospheric pressure by means of compressors. 
From the solvent cooler the cold mixture of liquid benzol and SO 2 is continuously 
withdrawn by a pump which forces it into the last unit of the extracting system. 

"The technical features of the multistage mixing-settling equipment are well 
knovTi and need no description. The refined oil containing a certain amount of 
solvent flows from the last settler into a surge tank and from there it is passed 
into the raffinate recovery system. The extract solution is continuously with- 
drawn from the first settler and pumped into the extract evaporation system. 

"The two solvent recovery systems have three stages in common, a flash 
stage operated at the pressure of the water-cooled solvent condenser, a stripper 
stage operated at about atmospheric pressure, in which the oil is stripped by 
means of SO 2 gas for the removal of the benzol, and a vacuum stage for the 
removal of the traces of SO 2 remaining in the oil after stripping. The extract 
evaporation system has furthermore a high pressure stage in which the bulk 

Catalog, A Composite Catalog of Oil Refinery Equipment, No. 8 
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of the SO 2 is removed from the incoming extract solution. The SO 2 overhead 
from the high pressure stage is partly used as stripping agent and partly con- 
densed in a heat exchanger placed in the condenser pressure stage, in which the 
latent heat of the SO 2 vapors is utilized for reheating the bottoms from the high 
pressure stage. 

“Tlie solvent free extract and raffinate arc passed through respective heat 
exchangers in which their heat content is utilized for preheating the cold naf- 
finate and extract solution entering the recover}'' system. 

'The SO 2 vapors expelled in the vacuum evaporators are compressed to the 
suction pressure of the compressors by means of gas pumps. The overhead from 
the strippers passes a partial condenser where most of its benzol content is 
liquefied. The n on-condensed mixed solvent vapors are combined with the SOi 
gas from the vacuum stages and compressed to the pressure of the water-cooled 
main condenser by means of gas compressors. 

“The plant slioAvn in the flow sheet is further equipped with a solvent frac- 
tionator serving the purpose of adjusting the solvent composition suitable for 
the various kinds of stocks treated in the plant. This fractionator allows removal 
of any extv^ss water that entered the plant with the feed stock and accumulated 
in the solvent.” 


in'-rRoi)UCT.s 

Re.^carch and development in liy-products derived from petroleum during the 
past ten years liave given the nation better and cheaper chemicals for all pur- 
poses. The list of chemicals from petroleum is growing in length and importance. 
Table 26 shows by-products derived from petroleum gases and other fractions. 
The products underlined are of major importance today from the standpoint of 
national self-sufficiency. (Table 26 is in pocket in back of volume.) 

Prices of the chemicals derived from petroleum have steadily dropped since 
commercial production started. For instance the follondng quotation from the 
paper on “Synthetic Chemicals from Petroleum” states: 

“The production of alcohols, ketones, etc,, from cracked petroleum gases has 
groum steadily in the past two decades. Tims, according to Tariff Commission 
reports, 37,500 gal. of isopropyl alcohol were made \da the sulfonation of 
propcnc in 1922, 1,500,000 gal. in 1031, and 27,500,000 gal. in 1939. During 
this period the price fell steadily from S2.00 per gallon to 31 cents per gallon.” 

Synthetic rubber from petroleum is actually in production in several plants, 
since butadiene by dehydrogenation is readily available. Quantity production of 
the rubber is merely a matter of large scale development when and if advisable. 
The potential amounts of the butadiene available in the United States are about 
80,000,000 tons 3 'carly. 

Benzene, toluene,^^ and xylenes potentially available from petroleum could 
supply more thUn 42.5 million tons of high explosives if necessary. From the 
standpoint of stmtcgic materials, these explosives and the sj'nthetic rubber could 
make the United\States almost entirely independent of any outside country in 
these two fields. \ 

Rosenstein, L., “Synthetic Chemicals from Petroleum,” Preprint American 
troleum Institute Mating, Nov. 13, 1940, Chicago, Hi, 

30 Chem. & Met. Eng., 4 ^, 535 (1940). 
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Glycerine manufacture on a pilot plant scale from propene derived from 
petroleum is carried out by first chlorinating the propene at 500’* C. to form 
chloride. After the formation of allyl chloride, hydrolysis to allyl alcohol followed 
by chlorohydrination and hydrolysis, or direct chlorohydrihation of the allyl 
chloride with subsequent hydrolysis may be used in the pilot plant to produce 
glycerine. To produce glycerine from the allyl alcohol chlorine may be added 
directly yielding glycerine dichlorohydrin ; however, this compound is not 
produced in sufficient quantity to give successful operation for the commercial 
manufacture of glycerine. Chlorohydrination in aqueous solutions yields glycer- 
ine but the process is not continuous. The amount of glycerine produced is about 
93.5 per cent when the charge was maintained at 15“ C. In order to get continu- 
ous operation the yield was maintained at 89.5 per cent of glycerine. 

The glycerine produced in pilot plant operations meets commercial specifica- 
tions, When pilot plant operation has sufficiently worked out the details of this 
process, commercial operation will doubtless follow since in this way sudden 
fluctuations in demand may be met without putting imdue strain on the soap 
manufacturers who have heretofore furnished the greater amounts of glycerine 
required. In this process, also, both allyl chloride and allyl alcohol are of com- 
mercial importance so that glycerine manufacture could well be the source of 
these chemicals. 

By-product industries have given the motor fuels discussed previously under 
polymerization, alkylation, and isooctane manufacture and in addition, alcohols, 
medicinals, cosmetics, paving and insulation materials. National economy is 
dependent on the actual products derived from petroleum, and much of the 
machinery of government depends upon the taxes derived from the oil industry. 
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CHAPTER 15 


MANUFACTURED CITY GAS 

AV, H. Fulweileh 

Consulting Chemist, Philadelphia, Pa. 

RECENT DE\TiLOPMENTS 

In the early days of the in dust r}', gns was employed primarily as an illumi- 
nant. At the present lime, however, it is used almost exclusivel}’’ for heating 
and its calorific value is the generally recognized statutory standard of quality. 

AVhilc the earlier standards of calorific value called for from 575 to 600 
B.T.U. per cubic foot, at the present time the tendency is toward lower values; 
i.e., from 500 to 535 B.T.U., while in England gas with calorific value as low 
ns 430 BT.U. is in use. 

In the United States, the industry has undergone a rather marked revolution 
in practice due to the very greatly increased competition from fuel oil and from 
electricity. The introduction of small, easily installed oil-burning equipment 
and the development of the electric range and water heater have seriously af- 
fected sales for household use, in certain sections of the country, wliile the in- 
creasing use of electric heating has, for certain operations, been a serious com- 
petitor in industrial heating. 

In addition to this type of competition, the extraordinary’’ development in 
the long distance transmission of natural gas has resulted in the substitution of 
natural gas, either alone or admixed with manufactured gas, in cities more than 
a thousand miles from the gas fields. 

As a result of these competitions the industry^ has found it necessary to pro- 
mote new’ developments in order to maintain the market for its products. 
However, the use of gas for house heating and domestic refrigeration and the 
perfection of many new induslrial applications have offset these losses and the 
gas industry’^ looks hopefully to the development of important applications in 
air conditioning. 

Technical developments have also wrought changes in the supply of raw ma- 
terials with which the manufactured gas industry has to work. The great ex- 
tension in the use of the cracking process ^ has caused a decrease in the supply 
with a consequent increase in the cost of the standard gas oil formerly* used m 
the enriching of carbureted water gas, with the result that the gas industry 
has been forced to find means of utilizing fuel oils and other residual products 
from the oil industry^ and in some instances has purchased the by-product oi 
gas resulting from these same cracking processes. * ^ 

The greatly* increased installation of by-product coke ovens which were bui 


^See Chapter 14. 
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during or shortlj^ after the first World War resulted in the avaDability of large 
supplies of coke oven gas, whicli t\’as generally purchased as impuriiied gas and 
was subsequently purihod and distributed by the gas companies. 

The net result of all of this has been that the gas industry has, to a consid- 
erable extent, changed its character from a strictly manufacturing industr}’ to 
that of tlie distributor of a large proportion of gas as by-product from other 
industries. The extensive competition has driven the technologists to an intense 
search for every possible method of reducing their operating costs so that many 
new and efficient processes and developments are now in use, particularly in the 
manufacturing of carbureted water gas. 

In Table 1 are given the comparative statistics of the gas industry for 1930 
as compared with 1940. To some extent, these statistics are slightly misleading 
in that many cities which have changed over from the distribution of manufac- 
tured gas to the distribution of natural gas have been omitted as they are no 
longer manufacturers, and these statistics cover gas companies alone. 

It will be noted how the proportion of gas purchased to the total gas sold 
has increased. The data also indicates the extensive use of natural gas in those 
districts where oil gas was formerly manufactured. 


TABLU 1 — STATISTICS OF GAS INDUSTRY 

American Gas Association 


1930 mo 

Population served (thousands) 45,665 48,376 

Meters (thousands) 9.827 10,302 

Customers (thousands) 9,666 10,167 

Miles of main 78,800 92,000 

Total sales (millions of cubic feet) 304,588 389,634 

Revenue (thousand.s of dollars) 409,854 379,023 


Gas Produced and Purchased 
Milliona of Cubic Fed 


Carbureted water gas 193,806 

Retort coal gas 37,458 

Oilgas 4,711 

Reformed natural and oil gas. 2,205 

Butanc-.air gas 1,529 

Coke-oven gas produced 47,973 

Coke-oven gas purchased 93,116 

Oil gas purchased 1,976 

Natural gas purchased 1,100 


Percentage gas purchased 27.3 

Raw Materials 

Thousands of Tons and Thousands of Gallons 


Anthracite coal 201 

Bituminous coal 8,685 

Coke and breeze 3,560 

Petroleum oil 665,318 


173,427 

15,645 

6,065 

9,942 

84 

55,530 

104,165 

4,846 

58,710 


37.5 


214 

6,882 

2,599 

677,040 



MANUFACTURED CITY GAS 


581 


CONSTITUENTS OP MANUFACTURED GAS 

In general, we may say that the commercial gases are mixtures of hydrocar- 
bon vapors together with certain permanent gases produced by the pyrodecom- 
position and pyrosynthesis of the hydrocarbons comprising coal and oil, either 
alone or in the presence of air and steam. Commercial gases consist of mixtures, 
in varying proportions, of the gases or vapors whose characteristics are shown 
in Table 2. 


TABLE 2— PROPERTIES OF THE IMPORTANT CONSTITUENTS OF COMMERCIAL GASES * 

American Gas Association 


JVamc 

Specific 
Gravity, 
Air= 1,0 

Weight 

per 

Cubic 

Foot 

Pounds 

Specific 

Heat 

Heat of 
Format 
lion 
H.T.C;. 
per 

Pound 

Heat of 
Combustion 
B.TM. per 
Cubic Foot 

Air Required for 
Combustion 

Gross 

Net 

Cubic 
Feel per 
Cubic 
Foot 

Pounds 

per 

Pound 

Jlluminants 









Benzol 

2.692 

.2060 

.375 

- 229.3 

3751 

3601 

35.732 

13.297 


3.176 

.2431 



- 68.8 

4484 

4284 

42.878 

13.527 


3.662 

.2803 


-h 257.2 

5230 

4980 

50,024 

13.695 

Ethylene 

.974 

.0746 

.360 

- 174,2 

1613.8 

1513.2 

14.293 

14.807 

Propylene 

1.450 

,1110 

.371 

-f 138.0 

2336 

2186 

21.439 

14.807 

Butylene 

1.934 

.1480 

.362 

-f 342.6 

3084 

2885 

28.585 

14.807 

Hyrlrnjrpn 

.0696; 

.00533 

3.409 i 


325 

275 

2.382 

34.344 

Carbon Monoxide. . . , 

.967 

.0740 

.245 j 

+1869.2 

321.8 

321.8 

2.382 

2.471 

ParaSin 









Methane 

. 554 

.0424 

,592 ' 

+2435.6 

1013.2 

913.1 

9.528 

17.265 

Ethane . 

1.049 

.0803 

,413 1 

+ 1713.6 

1792 

1641 

16.675 

16.119 

Propane 

1 562 

.1196 

.475 

+ 1436.3 i 

2590 

2385 

23.821 

15.703 

n-Butane 

2,067 

.1582 

.459 

+ 1317.3 1 

3370 

3113 

30.967 

15.487 

Inerts 









Carbon Dioxide 

1.528 

.1170 

.218 

+3079.1 ' 





Oxygen. 

1.105 

,0846 

.217 



i 



Nitrogen 

.972 

.0744 

.244 






Air 

1.000 

.0766 

.237 






Steam 

.622 

.0476 

.481 

+6870.4 





Impurities 









Hydrogen Sulfide 

1.190 

.0911 

.242 

+ 250.9 

647 

696 

7.146 

6.097 

Ammonia 

.596 

.0156 

.508 

+ 1759.0 

441 

365 

3.573 

6.097 

Cyanogen 

1.800 

.1378 

.262 

-2273.9 

1238.2 

1238.2 

9.570 

6.323 

Carbon Disulfide 

2,630 

.2014 

.159 

-6160,0 

1264.6 

1264.6 

14.355 

5.466 


♦The data given are calculated to 60° F. and 30,0" mercury saturated. The English 
units, l.e,, pounds, Fahrenheit degrees, and feet, since they are customary in the gas indus- 
try, are used in this chapter. In using tables giving the physical properties of gases care 
must be used to determine the conditions for which the table is calculated. Some tables are 
given witli the gas reduced to the Continental Standards of 0° C. and 700 mm. pressure. 
Other tables are given at 02° F. and 30 in. The usual standards in tho gas indu.stry, how- 
ever, are 60° P., SO in. mercury, and saturated with water v’por. This results of cntir e 
In a slight decrease in the heating values but is the condition under which pr.ict.cT'v 
gas is actually handled in the labor., tury. ' *' 


In addition to the constituents sLotvn in t! is table, iLere ahvays exbt : i 
crude gases, traces of ammonia and additional o-ganic compounds, Lut the 
above-mentioned constituents may be considered as those important to the 
industrial chemist. 

The relative occurrence of the commoner constituents in some of the many 
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varieties of commercial gases is given in Table 3. These typical analyses must 
not be considered as standards, but as rather expressing the composition of com- 
mercial samples obtained under certain conditions with the process mentionei 


TABLE 3 — COMPOSITION OP TYPICAL COMMERCIAL GASES 



m 

CO 

//J 



CO 2 

O 2 



H 

Go’ll Gas. . 

A 0 

S.5 

19.8 

29.5 

3.2 

1.0 

0.4 

3.2 

622 

mm 

Coal Gaa. 

3 1 

7 I 

48 0 

27.2 


2.4 

■tj|« 

11,1 

542 


Coko-OiPn Gas 

•1 0 

G 3 

40.5 

32.1 


2.2 

0.8 

8.1 

584 


Coke-Ovon Gna. 

3 3 

8 1 


25 2 

i.6 

2.8 

O.C 

11.4 

512 

.51 

Blue Watcr-Gns Coke 

0 0 

40 9 

IdtlJ 

0.2 

0.0 

3.1 

0 5 

3.9 

300 

Blue Water-Gas Bit Cool 

1 1 

32 I 


4 5 

0.0 

5.1 

0.2 

10 1 

317 


Btow-Hun Gas Coke 

0 0 

If) 9 

5.0 

0.3 

0.0 


0.2 

KSfiJ 

74 


Blow-Hun Gas Bit Co.il 

0 i 

2V 2 

10 0 

3 0 

0.0 


0.4 


154 


Producer-Gas Coke 

0 0 

2i.3 

13 2 

0 4 

0.0 


0.0 


137 


Producer-Gas Bit Coal 
Carbureted Water-Gas Gas 

0 2 

17.6 

10.4 

0.3 

0.0 


0.7 

58.1 

161 


Oil .. 

Carbureted Water-Gas IUav> i 

9 H 

29.5 

37.0 

11.4 

0.7 

5.9 

O.G 

4,5 

528 


Oil . . i 

Carburettxl Water-Gas Hiftk 

S 2 

20. S 

32.2 

13.5 


G.O 

0,9 

12,4 

530 

.65 

B T U . 1 

27 1 

7 3 1 

25 0 

31. S 1 

3.8 

3 0 

0.2 

l.S 

lOSO 

.73 

Mixed Gas , 

7 7 

21 4 j 

40 5 

10.9 

0.5 

■il 

0.8 

7.3 

535 


Mixed Gas 

f. S 

18.5 

41 5 

10.1 i 

1.3 

HRtfl 

0.9 

13.5 

531 

.60 

Oil Gas — Pacific Coast 

3 2 

9 3 

52.8 

27 3 1 


mmm 

0 3 

3.8 

541 

41 

Oil Gas — Pacific Coast 

3 0 

7.7 

51.2 

MSM 



0.5 

2.4 

570 

: 37 

Refinery-Oil Gas : 

7 9 

2 1 

7.S 

19.7 

44.3* 

1.3 

1.8 

0.0 

1472 

1 00 

Rrfinerj-Oil Gas i 

10 3 

1 5 

4.4 

73.0 


0.9 

1.9 

7.1 

1325 

.00 

Reformed Natural Gas 

2 1 

10 S 

34 2 

30.7 


2 6 

0.3 

13 0 

556 

53 

Reformed Rcfmcry-Oil Gas 1 

3 fi 

17 9 

53 0 

17 3 

2.4 

2.5 

O.l 

3,3 

530 

, .46 

Natural Gas 

0 0 

0 0 

0.0 

ESO 

0 0 

1.0 

0 0 

2 3 

977 

^ 57 

Natural Gas 

0 0 

0 0 

0 0 

80,5 

IS. 2 

0.0 

0 0 

1.3 

1150 

65 


• ID.l niKlior I’jinimRS. 


GENEIUL METHODS OK MAXUFACTURE OF COAL GAS 

The raw material of manufactured ga« may be coal, coke or certain petroleum 
fractions, or various combinations of these. Coal gas was the eailiest manu- 
factured gas to be used commciTially and Murdock, who was probably the in- 
ventor, distilled coal in a simple iron pot over a fire, and this is still the basic 
principle of our present-day practice. 

At the present time bituminous coal is distilled in highly heated 'vessels 
made of fire cla}' or silica. While there is probably n greater number of plants 
that use retorts, the extension in tlie use of coke ovens has been such that prob- 
ably the largest volume of coal gas is produced in ovens that have many times 
the capacity of the earlier retorts. Where retorts are used, as in the smaller 
plants, they arc usually of the section, varjdng considerably in their di- 
mensions, length, and method of lieating. They are usually set in groups of 
from SIX to ruie retorts in wliat is known as a '^bench,^^ and the group of 
“benches,’^ vaiying with the capacity of the plant, is known as the “stack. 
In a few of the older and smaller plants the retorts are heated by a direct 
fire of coke or coal, but in the more modern and larger plants they are heated 
with producer gas. These retorts may be set either in a horizontal or inclined 
position. The object, liowcver, in any case is to drive off the volatile matter 
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which consists principally of gas. Other products are also eliminated and will 
be considered in due course. 

Many other methods of carbonizing have been proposed and tried.. These 
may be classed under three heads, viz,: (1) the use of internally heated ves- 
sels; (2) the use of a body of ignited coke; and (3) the use of hot gas as a 
heat carrier. Many patents have been taken out and a great deal of experi- 
mental work has been done in endeavoring to perfect processes that would 
utilize these principles, but in general they have failed to produce a gas that 
could compete commercially with that produced in the usual system of car- 
bonizing the coal in an externally-heated retort or oven. The principal causes 
of their failure have been the time required for the complete distillation of the 
coal and the poor quality of gas produced, due generally to its decomposition 
by the high temperatures that were necessarily employed. 

With the present general use of the heating value standard and with the 
tendency towards lower heating values, interest has again been directed to 
processes using some of these principles, with considerable promise of success. 
A great deal of work is being done on what is known as complete carbonization, 
that is, the transformation of solid fuel entirely into gas and clinker in a single 
process. In the past, the low heating value of the gas so produced prevented 
consideration of such a process and at the present time it is necessary to enrich 
the gas made by such processes. 

Methods of Distillation — There are three general methods by which the 
distiUation of coal in externall 3 ^-heated closed vessels is carried on: 

First, the use of relatively small charges of coal which do not completely 
fill the enclosing retort, leaving a variable free space at the top. This would 
represent the usual horizontal or inclined retorts. 

Second, the use of relatively large thick charges of coal which do not com- 
pletely fill the retort and leave a free space at the top, such as a chamber or 
coke oven. 

Third, the use of vertical retorts filled with the charge, where the whole 
periphery is heated. There may or may not be a free space above the charge 
at the top of the retort. This type includes the various continuous or inter- 
mittently charged vertical retorts and some of the modifications of the vertical 
coke oven. 

Whatever the type of apparatus used, the production of coal gas is merely 
the process of the pyrolysis ^ of coal and the general principles are the same, 
no matter what the method. 

Gas Coal— In the manufacture of coal gas, coal with a high volatile con- 
tent is generally preferred; that is, a coal belonging to the bituminous series 
according to the usual method of coal classification. 

These methods of classification vary somewhat, but usually depend either on 
the ratio of volatile combustible to fixed carbon, or upon the ratio of hydrogen 
to carbon, as determined by ultimate analysis. 

^ In general, gas coals will have a volatile content of from 32 to 39 per cent 
wth less than 10 per cent of ash and not over 1.25 per cent of sulfur. An 
English criterion is that the volatile matter should have a heating value equal 

2 See also Chapter 3. 
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to 150 B.T.U. per per cent. In addition it should produce a satisfactory coke 
and the ash should not be too iow in fusing temperature. 

While from a gas-making standpoint a high percentage of volatile matter is 
desirable, the composjtion of the volatile matter is of great importance. Ex- 
perience has indicated that, in general, the newer mid-continent coals will yield 
less gas and of poorer quality than the older eastern coals with the same per- 
centage of volatile matter, 

O'ABLE 5— PROXIMATE AND ULTIMATE ANALTSES OP GAS COALS 


1 

1 

Pennsyl- 

vania 

1 

West 

Virginia 

Virginia j 

Ken- 
tucky 1 

i 

1 

Illinois j 

Okla- 

homa 

Moisture | 

.71 

1.47 

1.43 i 

1.35 i 

6.57 1 

4.76 

Volatile combustible | 

34.60 

37.12 

35.39 1 

36.00 1 

33.51 1 

36.13 

Fixed carbon. i 

58,18 

55.34 

60.69 

58.10 

53.29 

54.41 

Carbon i 

78.08 

78.69 

83.19 

80.00 1 

75.40 

77.32 

Hydrogen 1 

5,15 

5.45 

5.28 

5.25 

4.88 

5.45 

Oxygen 1 

7.59 

6.95 

7,05 

8.40 

10.56 

9.36 

Nitrogen 

1.63 

1.69 

1,49 

1.30 

1.55 

1.65 

Sulfur 

.94 

1.15 

.40 

.50 

.48 

1.32 

Ash 

6.61 

6.07 

2.69 

1 4.55 

6.63 

4.90 

Heating value, B.T.U 

14256 

14250 

14724 

14200 

12480 

13157 

Fusing point ash, ® F 

2580° 

2280^^ 

2450° 

2340° 

' 2175° 

1 

2250° 


This is partially explained by the ultimate analysis where it will be noted 
that the eastern coals are lower in oxygen than the mid-continent coals and, 

therefore have a higher available hydrogen— i.e., and generally in- 

creasing percentages of hydrogen results in a greater yield of gaseous products. 

On the other hand, increased percentages of oxygen lower the gas yield, 
give poorer tar, and gas of lower heating value. 

The presence of sulfur in coal is generally to be avoided as far as possible, 
yet its manner of occurrence is important in determining whether it will be 
volatile and go off in the gas and have to be removed by purification or 
whether it will remain in the coke. The work of Parr and Powell in differ- 
entiating the forms of sulfur as it occurs in the coal, into organic, inorganic, 
and pyritic sulfur was of great value in this connection. Where the coke is 
to be used for the manufacture of water gas, the composition and fusing point 
of the ash is important, while in case it is to be used for foundry work the ab- 
sence of sulfur and phosphorus is essential. 

An important quality of the coal, especially for use in coke ovens, is the 
question as to whether or not it swells during the carbonization. Some coals 
will swell and develop such pressure that the waUs of the retort are actually 
sheared up and even slightly swelling coals may be almost impossible to remove 
from the oven due to the coke being forced into the interstices and joints in 

tuC OV6I1 Wclll, 

Theory of Coal Carbonization— The carbonization of bituminous coal 
might be expected to be slightly endothermic. The earlier work done on the 
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process indicated that it was slightly exothermic, but the more recent wort 
shows that the net heat quantity involved, excluding ^^ensible and latent beat 
IS so small as to be almost within the limitation of experimental error, so it n 
probably slightly endothermic, at least m coke oven practice Apparently net 
reaction heat is influenced by the nature of the coal and the method of car- 
bonization employed 

Apparentl} the primary reactionb are endothermic up to 800'’ F Then 
there is an exothermic period, possibly followed by an endothermic period, al- 
though English expenmentcis believe that above 1200® F. the reaction again 
becomes exothermic The renilts of difTerent experiments range from 350 
B T U. per pound ab'^orbed to the amount given off. 

The fuel u^^ed in carrying out the process serves to start the distillation 
and supply the sensible heat that i-^ earned off by the evolved products From 
the heat balance that i^ given m Table G it vmU be noted that the heat gi\en 
off bv the reiction is but a small fraction of the total heat mv’ohed and ma\ 
be neglected 

TABLIv G — nPICVn HFVT TIVLANCE VMTU a nCOENEIUTlVE BENCH 

BaMS. 100 lbs of Coal Carbomred 


Heat Piioduceu 

BTU 

combustion of coke 

180,653 

B> formation of v'oUtile compounds 

52,637 

Total heat evolved 

233,190 

ITlat Absoubfd 

BTU 

As sensible and latent heat of flue ga‘‘C'' 

58,734 

As sen‘'iblc heat of ga^-cous vajioib 

32,166 

As ‘'CnMbIc heat of coke 

43,148 

As sensible heat of clinker 

1,863 

Bv radiation 

48,276 

Bj formation of vml itilc compounds 

3,517 

By decomposition of coal 

45,486 

Total heat absorbed 

233,190 


Pfrci viAor DiSTuiiii iion oi Hint Losses 


By flue gases 

Per Ceni 
25 20 

Bj \olatilc compounds 

13 80 

By coke 

IS 50 

By radiation 

57 50 

20 70 

By formation of volatile compounds 

1 50 

By decomposition of co d 

19 50 

By clinker 

80 


42 50 


The general course of the di&tillation of coal is influenced h} a number oi 
factors and these ma> be summaiized into the general statement that un et 
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any given condition of temperature and pressure the rate at which the heat 
penetrates the coal particles and the length of time the vapors are exposed to 
elevated temperatures determine the course and results of the distillation. 

Rate of Carbonization, The coal particles acquire the temperature of the 
retort by conduction, radiation, and from the passage of the heated vapors 
through the charge. The rate of carbonization toward the center of a charge 
has been estimated at from 1.0 to 1.5 inches per hour in horizontal retorts, 0.5 
to 0.6 inches in vertical retorts, and from 0.3 to 0.5 inches in coke ovens. The 
factors that influence the rapidity of heating are the available heat, the size of 
the coal particles and the moisture content. In general, in order to secure the 
maximum increase in temperature, the coal particles should be brought into 
intimate contact with the walls of the retort. A certain percentage of voids 
for the circulation of the heated gases must be provided. An increase in the 
size of the coal particles up to a certain point generally yields improved results. 

Chemical Aspects of Coal Carbonization — First Stage, There is a pre- 
liminary endothermic decomposition which begins as soon as the coal has 
reached a temperature of 650° to 750° F. At this stage the coal assumes a 
plastic state. 

Second Stage. The products resulting from the fusion of the coal in the 
first stage, consisting largely of higher members of the aliphatic series, suffer 
molecular rearrangement with the formation of a very complex set of hydro- 
carbons as exemplified by low-temperature tar, while the gaseous products will 
be compounds containing probably not over three atoms of carbon. 

Third Stage. The vapors resulting from the second stage, when removed 
from the protecting influence of the coal particles, are acted upon by the heat 
conducted and radiated from the more highly heated portions of the charge 
proper, the sides of the containing retort and the highly heated surfaces with 
which the vapors may come into contact. 

The reactions that take place during the third stage are very complicated 
and depend upon the temperature, time of contact and pressure. These fac- 
tors are so intermingled that it is difficult to give each its true value as effect- 
ing the whole. 

The distillation of coal yields four classes of products: gases, condensed 
watery solutions, condensible hydrocarbons and a carbonaceous residue. 

These products are known commercially as coal gas, ammoniacal liquor, 
coal tar and coke. The average distribution of the elements in the coal into 
these products with their ultimate analysis is given in Table 7. 

If we should express the ultimate composition of these products as complex 
molecules the decomposition of the coal might be represented by the follow- 
ing equation: 


C357H281O39 “ C280II26O8 + C27H22O2 + 5C10H41O3 -}- I4H2O. 

Coal Coke Tar Gas Water 

If the heats of combustion are calculated by the Dulong formula it wUl be 
found that the sum of the heats of combustion of the products is less by some 
2.42 per cent than the heat of combustion of the coal, so that the reaction is 
exothermic by about 339 B.T.U. per pound of coal, which represents the heat 
liberated and thus lost during the distillation. 
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The relative occurrence of the constituents of these products is in generd 
dependent upon the complex reactions that take place in the third stage of the 
carbonization. As these products are evolved as vapors, we may consider them 
together and discuss later the different products formed by condensation. 

The study of tlie mechanism of the coal carbonization has been greatly 
aided by the experimental work on the composition of the coal substance and 
the effect of varying degrees of temperature on the coal itself and on the com- 
ponents which are separable by (he use of organic solvents. In this manner 
two main fractions can be separated, the one probably related to the original 
cellulose and the other to the resinous constituents of the coal These complex 

TAULB 7 — TiTICAL ULTIWATB ANALYSIS OF TUB PRODUCTS OF COAL DISTILLATION 



Coal 

Coke \ 

1 

7’ar 

Gas 

Liquor 

Ash . . ... 

8.18 

8.18 ! 

i 



Moisture 

4 34 i 




4 340 

Carbon 

72 OS 

50.453 

5 418 

10.209 


Hydrogen 

4 78 

.440 

.378 

3 481 

.475 

Oxygen 

8 73 

.000 

.501 

3.516 

3.800 

Nitrogen . 

87 

271 

.042 

.374 

.183 

Sulfur 

1 02 

712 


.308 


Totals 

100 00 

! 

67 071 

G.342 

■ 17.888 

8.799 


organic materials seem to correspond closely to the light tars or oils produced 
by the distillation of the coal at low temperatures in a vacuum. They usually 
show a very large percentage of phenolic bodies, together with a trace of aro- 
matic hydiocarbons. Wlien these oils arc subjected to temperatures ranging 
from 550® to SOO® C. there is a progressive decomposition of the olefines and 
lughcr parafTincs and naphthenes and an inci casing production of aromatic 
hydrocarbons. 

The Forynation of Arojnatics, At the present time there are three general 
viewpoints in connection with the formation of the aromatic hydrocarbons: 

1. The formation of aromatic hydrocarbons proceeds through a preliminary 
decomposition of the large molecules and a subsequent building up. This 
point of view is held by Bone, Jones, and others. 

2. The phenols arc primary' products and that these lose alk)^ groups and 
are hydrogenated. This view was originally put forth by Schultz many years 
ago and is now supported by Fisher and Schrader, Morgan, Soule, and others. 

3. That unsa turn ted najihthenes are primary products and that the aro- 
matics are formed from these by the splitting off of hydrogen and alkyl groups. 

There has been a tendency to ascribe to the naphthenes an important part 
as intermediate products in these secondary transformations, but in riew of 
our present knowledge it appears more likely that the higher members of the 
olefine series are probably of great importance, because the naphthenes appear 
to break down at somewhat lower temperatures than those at which practice 
indicates the maximum formation of aromatic hydrocarbons takes place. 
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If we assume that the product of the first two stages in the carbonization 
may be typified by the tar produced by low temperature distillation, we would 
have paraffines, naphthenes, higher olefines and phenols as principal products. 
When these products are subjected to increasing temperatures we probably 
have reactions similar to all three of the previous theories taking place at the 
same time. 

Effect of Temperature. At the lower temperatures, olefines, paraffines, and 
unsaturated hydrocarbons predominate. As the temperature is increased, par- 
affine hydrocarbons disappear and the unsaturated hydrocarbons diminish 
and the higher homologs of benzol appear. With increasing temperature, the 
lower homologs of benzol become more important. With further increasing 
temperature, benzol becomes the important homolog and the higher aromatic 
compounds, such as naphthalene and, later, anthracene, begin to increase. These 
complicated reactions are reflected in the gas by showing a decreasing percent- 
age of illuminants (benzene homologs and olefines up to butylene), decreasing 
ethane, and increasing methane and hydrogen. 

TABLE 8 — EFFECT OF DIFFERENT CARBONIZING TEMPERATURES 


Temperature 

800 ° F. 

1000° F. 

mo° F. 

i400° F. 

Yield, cubic feet per pound 

.409 

1.233 

2.319 

3.601 

B.T.U. per cubic foot ' 

523 

661 

745 

626 

B.T.U. per pound 1 

214 

803 

1728 

2254 

Tar, gallons per ton | 

12.6 

23,8 

22.4 

28.6 

Coke, per cent 

78.8 

69.5 

67.8 

66.95 

Volatiles in coke i 

22.04 

13.00 

7,97 

5.88 

Ammonia, pounds per ton 

.37 

1.47 

2.29 

3.71 

Oils ' 

6 00 

5.85 ' 

5.75 

4.50 

CO 

4 00 

4.90 

4,70 

7.30 

H2 

19.66 

' 22.03 

32.13 

39.70 

CH4 

18.45 

! 30.78 

36,53 

37.30 

CsHe 

8.02 

7.84 

8.27 

1.60 

CO 2 

7.80 

6,00 

• 3.45 

3.20 

02 

.60 

.30 

1.20 

1,35 

N 2 

35.47 

23.23 

7.97 

5.05 


Table 8 gives the results of actual conditions in carbonizing as affecting the 
composition of the gas, tar and coke at different periods of the distillation 
and under different temperature conditions. 

The effect of the proper and regulated amount of superheating is well 
shown by the superior results obtained with the American type of vertical re- 
torts which are not completely filled, the upper 4 to 5 ft. of the retort acting 
as a fixing chamber as against the German type in which the retort is com- 
pletely filled and no fixing surface exists. 


It vnW be noted that as the temperature rises and the time of exposure 
increases (due to the small make of gas), the change and the character of the 
products closely follow the directions that the experimental investigations 
have predicted, i.e., the gradual decrease in the olefines and ethane and the 
increase m the methane and hydrogen. 
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Effect of Pressure. The pressure at which these reactions take place has a 
considerable influence on the products formed. Owing to the permeability 
of the retorts if too low a i)ressiire is maintained, furnace gases will be drawn 
in, which would seriously lower the heating value, while on the other band an 
excessive pressure, by retarding the evolution of the gas, tends to result in 
excessive decomposition and in the formation of graphitic carbon. Experience 
points generally to a balanced pressure just equal to that of the atmosphere 
and it should be maintained as nearly constant as possible. This latter condi* 
lion is probably best insured by the use of retort house governors. 

Variations During Distillation Period. It will be noted from the foregoing 
that the gas obtained from a j)ound of coal and its heating value depend upon 
a number of factors, viz., the coal, the system of carbonization employed, the 
temperature m the retorts, and several other conditions. 

TABLE 9 — VABIATIONS nUUING DISTO-LATION 

Vertical Retorts 


Hours After Charging 

1st 

2nd 

Srd 

4ih 

Slh 

Glh 

7lh 

8th 

Bth 


% 

7o 

% 

/o 

% 

% 

% 

% 

% 

Proportion of yield 

10 8 

14 1 

iRMil 

11.9 

11.7 

11.2 

9,6 

IsKl 

52 

Heating Value in B.T.U 

E91 

705 

707 

078 

025 

597 

542 

^146 


Ammonia, grains per 100 cu. ft. 

510 

440 

380 


250 


■Kil 

Bill 


TlsS, grains per 100 cu. ft 

510 

470 

Bwil 

295 

285 


■Ktil 



Ills. 

8.05 

gaolfl 

7.70 

5.60 

4.10 


2 80 



CO 

S.90 

7 20 

8.40 

8.00 

■rHiM 




630 

II2 

3S.25 

37.80 

30.80 


44.15 

45.80 



HI 

CH4 

3S.45 

39.00 

41.30 


39.00 

37.40 

EBBii 

EBmil 

18.60 

CsHc 



1.70 




..... 




CO2 


2 85 

2.40 

BBi 

1.95 




2 70 

O2. 

40 

.20 

,20 

.15 

.55 

Hg! 

mm 

.30, 

^^1 

X 2 

1.00 

1.05 

1.50 

1,15 

2,00 

n 


■ 



A standaid gas coal should produce from 3000 to 3400 B.T.U. per pound 
(B.T.U. X yield) ; this is somewhat affected by the type of carbonizing appa- 
ratus used, the verticals and through horizontals gi\ring the highest results, 
while coke ovens give somewhat lower figures. 

Minor Gas Constituents. In addition to the other gases which have been 
considered, aimnonia, cyanogen, hydrogen sulfide, naphthalene, carbon disulfide 
and traces of some other organic sulfur compounds that need not be consid- 
ered arc present. The ammonia and hydrogen sulfide both appear early m 
the distillation, soon reach their maxi mu in and then decline, the ammonia 
somewhat faster than the hydrogen sulfide. The cyanogen and carbon disul- 
fide on the other hand gradually increase as the temperature rises. 

Ammonia and Cyanogen. There seems to be some connection between tlio 
proportion of ammonia and cymnogen which has been explained by the probable 
reaction 

/2CN + 3H2 
NH3< 


+ 3H2 
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The critical temperatures of maximum yield seem to be about 850° to 
900° F. for ammonia and from 1650° to 1750° F. for cyanogen. When the 
temperature rises above 1800° F., these gases seem to be decomposed into 
their elements. 

The yield of ammonia and cyanogen is naturally dependent upon the amount 
of nitrogen present in the coal, but is apparently more affected by the system 
of carbonization. Generally, with the higher temperatures, the yield of am- 
monia is decreased while the cyanogen increases, but this is not always the 
case, the ammonia and c^^anogen sometimes varying in the same direction. It 
will be noted from Table 10 that the horizontal retorts yield less ammonia 
than either the vertical retorts or the coke ovens. 


TABLE 10— ^PE OF EETORT AND AMMONIA YIELD 



Horizontal 

j Vcriical 

Coke Ovem 

Nitrogen in Coal 

1.25% 

4-5^ 

1.31% 

6 ,lg 

1.29% 

6 . 8 if 

1.5if 

Ammonia, as NH 3 per ton 

Cyanogen, as CN per ton 

2.4g 

1.2^ 




Sulftir Compounds. The ratio and quantity of hydrogen sulfide and car- 
bon disulfide seem to vary not only with the temperature but also with the 
method of carbonization as the vertical retorts apparently yield less fixed 
sulfur compounds than the horizontal retorts and probably more hydrogen 
sulfide. In general the total sulfur compounds in the gas increase with the 
sulfur in the coal, but a table below shows how the sulfur is distributed with 
some American coals when tested in horizontal retorts. 


TABLE 11 — RELATION OF SULFUR IN COAL AND COKE TO HYDROGEN SULFIDE 
AND SULFUR COMPOUNDS 


Coal 1 

Sidfur in 
Coal 

Sidfur in 
Coke 

Grains per 100 Cu. Ft. 

Hydrogen Sul- 
fide in Gas 

Sulfur 

Compounds 

Equality 

6 76% 

2.27% 

2190 

45.51 

Marian 

2 39 

2.38 

955 

30.00 

Montana 

1 64 

1.53 

735 

45 30 

Cartersville 

1 59 

1.28 

910 

40.45 

Gaston 

1 35 

1.15 

702 

65 23 

Big Muddy 

1.21 

1 .82 

340 

17.42 

Youghiogheny 

1.01 

.93 

420 

1 17.28 

Farmington 

1 .96 

.84 

400 

18.64 

McAllister 

.94 

.66 

260 

12.00 


Naphthalene is an impurity that may give rise to great trouble in the 
distribution system if not removed from the gas. 'While small amounts may 
be formed at relatively low temperatures the excessive formation is due to 
high temperatures in the retort. 
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Vertical retorts form very little naphthalene, averaging about 2 lbs. per 
ton; coke ovens will give about G lbs., while horizontal retorts at high tem- 
peratures may give over 11 lbs. per ton of coal. 

The conditions governing the formation are such that, except for the 
choice of apparatus, efiicicnt operation must result in the formation of some 
naphthalene that must be removed by proper treatment. 

Nitric Oxide, A trace constituent in the gas that has given rise to a great 
deal of difficulty in the distribution system is nitric oxide. While it has been 
argued that nitric oxide may be formed in the carbonization of coke, it is now 
generally believed that its presence in coal gas is due primarily to products of 
combustion being drawn into the gas through leaks in the walls of the car- 
bonizing vessels. If tliis gas, which may exist in concentrations as low as one 
part in ten million, is not removed from the plant, it will spontaneously oxi- 
dize to NO 2 and combine with many of the hydrocarbon vapors in the forma- 
tion of certain microscopic particles of a resinous material that remains dis- 
persed in the gas and which has received the name of ‘S^apor phase gum” 
This material is carried through a distribution s>'stem and is deposited at 
points where the gas passes through minute openings, such as the adjusting 
needles in range and hot- water heater pilots and the regulating valves in gas- 
operated refrigerators. This phenomenon has only been noticed as the result 
of the very extensive use of gas-burning ai)pliances provided with automatic 
control devices in which the gas is wire-draum through very small orifices or 
pa.ssages. The formation of this of gum probably always occurs even 
when the appliance design is such that its presence does not result in stoppages. 


TABLE 12 — COMrOSITION OF VARIOUS TYPES OF TARS 


i 

1 

Low Tan‘ 
7>crnUirc 

Cotxlinuous 

VcriicaU 

IntermiUent 

Veriicah 

Horizontal 

Jitiorh 

Coke 

Ovens 

specific gravity 25® C. 

1.07 

1.15 

1.08 

1.25 

1.18 

Free carbon 

0 . 7 % 

12.0% 

3 . 8 % 

24.0% 

5.7% 

Tar acids 

13.7% 

6.8 

10.3 

2.6 

1.5 

Sulfonation residue. . . 

17.6% 

3.2 

2.6 

0.8 

0.3 

Coke 

21.0% i 

31.0 1 

20.0 

46.0 

21.0 

Naphthalene 

None j 

0.09 

0,03 

0.32 

0.71 

Distillation: 





1% 

Oil to 210° C 

15% 

2% 

6% 

1% 

Oil to 235° C 

20 

7 

15 

6 

10 

Oil to 270° C 

33 

15 

28 

! 12 

20 

Oil to 315° C 

50 

22 

3G 

18 

29 

Oil to 365° C 

05 

1 

33 

' 50 

29 

40 


Coal Tar, In addition to the gaseous hydrocarbons formed during t e 
third stage of the carbonization, the very complex mixture of ring hydrocar- 
bons and their derivatives having boiling points considerably above tlmt 0 
water are formed and condensed into what is known as tar. Table 12 give* a 
comparison of the distillation of a number of samples from the different met 
ods of carbonization. 











593 


MANUFACTURED CITY GAS 

This shows the variation in the character of the hydrocarbons that are 
formed with the increasing time of distillation and increase in temperature. 
The increasing gravity and the higher feed carbon content denote the increas- 
ing complexity of the hydrocarbons formed. 

The yield of tar varies with the coal and other carbonizing conditions. It 
generally decreases with higher temperatures and an increased yield of gas. 

With the low-temperature processes the 5 deld of tar may reach 23 gals, per 
ton; with vertical retorts, from 12 to 15 gals.; horizontal retorts, 9 to 13 gals., 
while from coke ovens it will be from 6 to 9 gals. 

Coke, The character and amount of coke or the carbonaceous residue 
that remains in the retorts after the distillation is dependent upon the coal 
used, the process of carbonization, and the temperatures employed. 

TABLE 13 — COMPARATIVE COKE ANALYSES 



Bee-'Hive 

Ovem 

Retort Coke 
Oveiis 

Vertical 

Retort 

Horizontal 

Retort 

Moisture 

.35 

1,25 

1.35 

2.57 

Volatile compounds 

.34 

1.61 

1.73 

3.84 

Fixed carbon 

92.69 

86.66 

87.40 

86.05 

Ash .! 

5.89 

10.48 

9.52 1 

7.54 

Sulfur 

.74 

.77 1 

.99 

.96 

Real gravity j 

1.83 

1.90 1 

1,82 

1.73 

53.89 

46.11 

Per cent of coke 

52.07 

49.49 

59.25 

40.75 

Per cent of cells 

47.93 

50.51 



The cause of the coking tendency of coke has been extensively studied and 
appears to be related to the presence of the so-called '"resinic” component as 
determined b}^ solvents. Generally, coals containing more than 10 per cent of 
oxygens seem deficient in coking properties. 

A great deal of study has been given to the admixture of difiFerent coals 
in order to produce better grades of coke. 

Most coke-oven plants use a mixture of high volatile and low volatile coals 
in order to produce cokes having the desired equalities for the particular mar- 
ket available. For domestic coke, ready ignition and freedom from dust are 
important considerations, while for blast furnace purposes the ability to stand 
crushing and abrasion is important. The coke produced from some coals is 
improved by the addition of a small quantity of coke breeze. 

The character of the coke is also affected by the rapidity of the carboni- 
zation. 

In ordinary retorts where coals high in volatile matter- are used and the 
time is short, say, 4 to 5 hours, the coke is quite soft and porous As the 
time of carbonization increases and the charge is enlarged the coke becomes 
denser and harder and more metallic in appearance. In the coke oven where 
the coking time may extend to 18 to 24 hours the coke becomes suitable for 
foundry and blast furnace purposes. 

In some of the metallurgical applications the size of the coke is of impor- 
tance and this is determined by the size of the charge in the carbonizing ves- 
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sel, as the coke on cooling develops radial crocks outward from the center s( 
that the '"fingers'^ will be approximately half the smallest dimensions of thi 
charge. 

The percentage of fixed carbon in tlie coal practically fixes the percentai^i 
of coke yield, yet this is afTected slightly by the system of carbonizing, th< 
vertical retorts yielding a slightly higher percentage than the horizontal retort 
while with the coke ovens there is a considerable increase; in this case, how 
ever, the increased yield of coke seems to bo at the expense of the tar. 

Table 13 of analyses of the coke from the difTereni processes shows clearlj 
the above variation in physical characteristics. 

CARBOXiZrXG UQUIPMKXT 

We have pointed out that the more important method of coal carboniza- 
tion, from a volume standpoint, is tiic coke oven, but there are still in existence 
large numbers of what are known as horizontal retorts, especially in the 
smaller plants. The operation of this type of carbonizing equipment will be 
briefly described. 

Horizontal Retorts — Irigure 2 is a sectional elevation of a bench of through 
nines.*' 

The retorts in the stop-end bench are of fire-clay or silica, 9 ft, long of D 
section, 16 by 26 in. and arc 3 in. thick; in the through bench, the retorts are 
20 ft, long. The retorts are proNuded with an iron mouthpiece with a self- 
sealing door operated by a system of eccentric cams and levers. It will be 
noted that the stop-end retorts have only one mouthpiece while the ^Hhroiighs” 
have two, one at each end. From the mouthpiece llie gas passes up through 
what is known as an ascension pipe to the bridge pipe and thence down 
through the dip pipe into the hydraulic main. 

When the benches are operated at very high temperatures to secure the 
ina.ximum yield of gas, and especially with certain coals, the ascension bridge 
and dip pipes became choked with a hard carbonaceous deposit that is some- 
times very difficult to remove. Removable covers arc provided so that clean- 
ing tools may be used to remove these deposits. Many schemes have been 
devised to remedy this difficulty. One consists in arranging three retorts in n 
vertical plane and using a single straight ascension, or ns it is frequently 
called, stand pipe; this is then denned with a. mechanicalb^-driven auger. 
Another device connects the retorts by a side connection with a large rectangu- 
lar stand pi]c provided with internal slide valves for eacli retort, down which 
a stream of water or weak ammcniacal liquor is constantly circulated, which 
is removed bj a sealed overflow’ tank at the bottom. This latter device ap“ 
pears to eliminate entirely all difficulty from stoppage. 

The Hydraiilic Main. The hydraulic main is now usually made of steel 
plate, and is either round or “D” shaped and is filled to a fixed level ^rith 
ammoniacal liquor so that the end of the dip pipes are sealed by the liquor, 
thus preventing the escape of the gas while the retort is being charged, and at 
the same time allmving the gas to enter freely the hydraulic main. 

In the older in\HaIlations the h3’^draulic main \vas usually continuous, run* 



Morf^O'long ^fodrtncks faid on fop ofseffin^ 

1 madom IO~0'Mdjons. f bfccksfo-ffll up spacavpfo arch 
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ning the entire length of the slack. This arrangement frequently gave trouble 
due to uneven settling of the bench construction throwing it out of level. In 
the later construction each bench has an individual small main. 

In many later plants an automatic device is used whereby the level of tbe 
liquor in the hydraulic main may be raised, thus sealing the dip pipes when 
the retorts arc to be charged, or put out of service for any reason. Then by 
pulling a lever the level is dropped below the dip pipes, thus putting the 
retorts in direct connection with the discharge pipes and eliminating the ^abra- 
tion set up by the passage of the gas through the water seal. 

Mechanical devices are also used for agitating the tar in the bottom of 
the hydraulic main. This prevents the formation of pitchy deposits which 
are difficult to remove and which would in time seriously obstruct the opera- 
tion of the main. 

From the hydraulic main tlie gas passes by means of a large pipe called 
the 'Toui main’' to the condensiru: and purifying apparatus, which nill be 
taken up later. 

The Gas Producer. Gas for heating the coal is provided by a gas producer.^ 
The producer is provided with grate bars and cleaning doors and is charged 
with hot coke as it is drawn from the retorts through the charging door on 
tlie upper floor level. The primary air enters through regulating shutters 
at the front of tlie bench, passes around the lower waste gas flues and hence 
beneath the grate. Rising through the fuel it combines with the carbon, form- 
ing producer gas. Steam is admitted beneath the grate to soften the clinkers 
and control their formation by lowering the temperature of the fuel bed. This 
is due to the endothermic nature of the reaction with the carbon of the fuel. 

Heating the Retorts. As the producer gas rises through the nostrils into 
the combustion chamber it meets the secondary air which is admitted through 
regulating shutters below and at the front of the bench. The air travels 
through fire-brick ducts in what is known as the recuperator, where it passes 
horizontally to the right and left and upward and is heated by the waste gases 
to a temperature of from IGOO'^ F. to 1800° F., practically attaining the tem- 
perature of the waste gases. 

As the combustion takes place the liot products of combustion rise around 
the retorts to the top of the combustion chamber and are then drawn down 
and toward the front of the bench, where they enter the waste gas flues in 
the recuperator, passing horizontally front and back and dowmvards, giving up 
their heat to the incoming secondary' and primary’’ air. The w’aste gases finally 
pass to the back of tlic bench and hence to the stack, the draft of which is 
controlled with a damper set at a convenient point in the recuperator. 

The temperature in the bench k regulated by a proper adniission of primary 
air to the recuperator and by' adjusting the secondary air supply so that a 
slight excess of oxygen is present in the wmste gases (about 1.0 per cent). The 
distribution of the heat is controlled by the stack draft W'hich is usually so 
regulated that the pressure in the furnace is just at a balance. In the combus- 
tion chamber the temperatures may vary from 2600° F. to 3200° F., just 
above the nostrils, to from 1900° F. to 2200° F. at the entrance to the recu- 


^ See Chapter 19. 
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perators. Where the products of combustion are used under the grate instead 
of steam these temperatures will be several hundred degrees lower. In the 
retorts the temperature will vary from 1600° F. to 1800° F. 

Modifications of Retorts. In the older plants the coal was charged into the 
retorts with shovels by hand and the coke %vithdrawn with iron rakes, but in 
the larger plants mechanical charging and discharging machines are used. 

Various modifications of the horizontal retort have been tried in the indns- 
try, primarily with a view to reducing the labor and expense of charging the 
coal and removing the coke. In one modification the retorts are set at an 
angle of about 32 degrees to the horizontal. These retorts are called ‘in- 
clined retorts.” The coal is fed in at the top by gravity and when fully car- 
bonized the coke slides out at the bottom. 

Following this, the retorts were made vertical, as this should theoretically 
result in a larger yield of gas per square foot of ground area. 

Vertical Retorts — further improvement, with a view to increasing the 
production of gas, was the development of the continuous vertical retort in 
which the coal is continuously fed into the top of the retort and the coke is 
continuously removed from the bottom. (Figure 3 shows one form of the 
continuous vertical retort that has been used in the United States.) 

A modification of the intermittent vertical retort is known as the “vertical 
oven” and this is essentially an enlarged vertical retort that is charged through 
charging holes at the top and provided with a long, narrow door for discharg- 
ing the coke. (Figure 4 is an installation of one type of vertical oven that has 
given very satisfactory results.) These ovens hold two tons of coal and are 
usually arranged with three ovens in a batch. 

It will be noted that all of these fornas are heated by producer gas, gener- 
ated either in producers built as an integral part of the bench or in separate 
plants. The proper and efficient operation of a producer and the maintaimng 
of a uniform and effective temperature in the carbonizing chambers are the 
important factors in successful bench operation. 

The advances that have been made in recent years in the efficiency of many 
of our manufacturing processes are based on the great advance in our knowl- 
edge of the mechanism of combustion, and in the refinements and methods 
for its accurate control. 

The important factors in the operation of the producer are proper regu- 
lation of the drafts and the admission at a uniform rate of the requisite quan- 
tities of primary and secondary air required in order that a suitable tempera- 
ture may be maintained. To insure the efficiency of this combustion the flue 
pses must contain a high percentage of carbon dioxide. Accurate commercial 
instruments are now available for the determination and the control of all of 
these factors. 

The use of external producers has resulted in considerable saving of labor 
and more uniform bench operation and in a considerable saving in fuel due 
to the fact that unsalable sizes of coke can be used as fuel. 

Figure 4 shows the installation of an external producer. The producer is 
fed mechanically from fuel stored in the overhead bin. The ashes are re- 
moved continuously from the bottom and faU into a hopper for removal 
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The steam and air are metered and the gas analysis is recorded automatically 
A large dust catcher is provided for cleaning the gas before it goes to the 
benches. 



While the use of external producers has not reduced very greatly the actua 
pounds of fuel used per ton of coal carbonized, in the case of the individua 
producers this was generally the hot coke as drawn from the retorts whie t e 
pxternal producers have used cold coke, breeze, and other unsalable coke sizes, 
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thus greatly increasing the pounds of salable coke per ton of coal carbonized. 

Modern individual producers will usually require from 300 to 350 lbs. per 
ton of hot coke, while external producers will operate on less than 300 lbs. per 
ton of coke and breeze. 

Since the fuel and ash aie handled automatically, labor is reduced to in- 
spection and the uniform quality of gas pioduced results in very efficient 
heating of the benches which is reflected in their increased capacity and per- 
fectly uniform and regular operation. Waste-heat boilers are connected be- 



Fig 4. The U G. I. Intermittent Vertical Retort System ^Y^th Detached Pro- 
ducer and Waste Heat Boiler. 

tween the bench and the stack In a plant of 2,000,000 cu. ft. capacity such 
waste heat boilers will generate about 150 B H.P. 

By-Product Coke Ovens — The general tendency'' has been, therefore, to- 
ward the use of larger carbonizing umts and this has resulted m the extensive 
use of the by-product coke oven, which was developed primarily to produce 
metallurgical coke for use in the manufacture of iron and steel. Figure 5 
shows a cross-section of the type of coke oven known as the “Becker Oven” 
manufactured by the Koppers Company. The oven proper is a narrow rectan- 
gular chamber built of silica brick, from 10 to 13 ft. high, about 30 ft. long, 
with the width varying from 14 to 17 in., being udder at the discharge end of 
the oven. 

The method of heating is different from that described under the horizontal 
retorts in that the waste heat is recovered and utilized in regenerators,^ i.e., 
chambers filled with fire brick which alternately absorb the sensible heat from 
the offgoing products of combustion and give it up to the incoming secondary 
air so that operations are intermittent instead of continuous, as in the previ- 

^See also Chapter 23 . 
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ously described recuperators. In the type of oven illustrated, the heating gas, 
which may be coal gas itself, producer gas, or even blast furnace gas, is intro- 
duced through regulated jets and meets the secondary air which has been pre- 
heated in parsing up through the regenerators. Combustion lakes place in a 
number of vertical hues along the length of the oven, products of combustion 
pa^-mg up on one side of the oven through cross-over flues, down on the other 
side of the oven, thence out through the regenerators, where their sensible 
heat is recovered, and then into the stack. It may be noted tliat there are 



Fig. 5. Cros* Section of Becker Oven as Manufactured the Koppers Co 


iw 0 sets of regenerators to each chamber so that they work alternately, absorb- 
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for fuel, thus permitting all the gas made to be available for sale and utilizing 
the unsalable coke sizes. 

Products of Different Carbonizing Systems— We may summarize the 
principal operating results from different types of carbonizing s)'stems in Table 
14. 

TABLE 14 — PRODUCTS OP DIFFERENT CARBONIZING SYSTEMS 


System 

i 

Horizontal 
Retorts 1 

i 

1 

Iniermiitent\ 
Verticals 1 

Continuous 

VeTiitals 

Coke 

Ovens 

B.T.U* in gas for sale per pound of coal. 

3265 i 

3320 i 

3300 

1820 

B.T,U. required for heating per lb. of 
coal 

i 

1920 

1900 

2560 

1290 


(coke) 1 

(coke) 1 

(coke) 

(gas) 

Tar yield gallons per net ton 

12.2 j 

14.2 

12.6 ; 

8.3 

Ammonia as sulfate pounds per ton 

17.0 ' 

24.4 

18.4 1 

24.0 

Coke for sale^ pounds per ton | 

1000 

1005 

900 

1360 


LOW TEMPERATURE CARBONIZATION 


At the lower carbonizing temperatures, say below 600° C., production of 
tar is over twice that at the usual operating temperatures of 1000° C. The 
coke formed at these low temperatures is quite different from the high tem- 
perature coke in that it is somewhat softer and has a relatively low temperature 
of ignition. These factors have suggested the idea of carbonizing coal at low 
temperatures to make a smokeless domestic fuel and to secure a high yield of 
tar as a by-product. Many processes have been tried, but in general they 
have not been successful in commercial operation. 


Recently there has been introduced a process which carbonizes the coal in a 
thin layer in an oven heated only at the bottom. This is known as the “Cur- 
ran Knowles process and is essentially a coke oven laid horizontally and 
heated only from the bottom. The yield of tar is said to be higher than that 
produced in ordinary coke ovens, the yield of gas is lower, and the coke is 
considerably softer but is claimed to be satisfactory for domestic purposes. 

Due to the hot that both the coke and oils that are produced are different 
from the products of high temperature distillation, it is difficult to predict 
the commercial success of these processes until time has determined whether 
they should be considered from the viewpoint of having coke as a main prod- 
uct and the gas and oil as by-products, or whether the oil should be considered 


Mechanical Coal and Coke Handling Devices— In the smaller plants the 

manually in iron wagons known as “bug- 

methods soon became imperative, not only on account of the difficulty and 
Ecreased cost of obtaining the necessary labor, but also because of the^enor- 
mous quantities of material to be handled, so that in the modern plants the 

'’°\ocommV entirely by machinery, and almost automatically 

Locomotive cranes are frequently used for unloading from cars. 
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In handling coal from the crushers into tiie charging bins, belts or bucket 
conveyors are used, the belt type being preferred where the space is available 
The long belt conveyors which are used for handling the coal and the coke 
are shown quite clearly in Figure 1. 

The hot coke from the retorts is now generally Iiandled by mechanically- 
operated cars running on rails beneath the retorts, or by cars on the discharge 
side in the case of the Ko]}pcrs ovens. After the hot coke has been quenched 
it is usually crushed and screened into several sizes and the breeze removed. 
The skip type of conveyors is frequently cmploj'ed for handling coke and ashes. 


HANDLING THE VAPORIZED PRODUCl'S 


As the crude coal gas leaves the retorts and is brought into contact with 
the liquid in the hydraulic main, it deposits a portion of the higher boiling 
hydrocarbon vapors as tar and some of the ammonia is absorbed. Due to the 
fall in temperature the gas becomes partially saturated with water-vapor; tests 
indicate from CO to 95 per cent saturation. 

The crude gas leaves the h 5 Tiraulic main at a temperature of from 130° 
to 150° F., and contains a numimr of impurities — tar, ammonia, sulfureted 
hj'drogen, organic sulfur compounds, naphtlialene and nogen— which must 

be removed in whole or in part before the gas is considered ready for distri- 
bution, and furtliermorc, the gas must be brought down to the ordinary tem- 
perature. The average content of the impurities in the crude coal gas is given 
in Table 15. 

TABLE 15— JAIPUniTIES IN CRUDE COAL GAS 


Impurity 

Percentage hy Volume 

Grains per 100 Cu. FL 

Hydrogen .sulfide 

A -l.G 

250-1000 sometimes 3000 

Ammonia ... 

.4S -1.2G 

150-400 occasionally 550 

Cyanogen 

.05 - .135 

25-G5 

Organic sulfur 

.0085- .010 

12-G5 

Naphthalene 

.081 - .210 

200-500 

Nitric oxide 

i 

0.015-0.3 


Condensers — ^\Vhcn the gas loaves the hydraulic main it contains, in addi- 
tion to the impurities just inenfioncd, a verj' complex mixture of hydrocarbons 
of uridcly varying boiling points, and the water vapor with which it is par- 
tially saturated. Some of the hydrocarbons are fixed gases at the ordinary 
temperatures while the others may be vapors, liquids, or solids; practically all 
are mutually soluble and, to some extent, in water. The essential object to be 
attained in condensers is the removal of those vapors which might othennse 
be condensed and collect in the distribution sy'stem. The principal constitu- 
ents to be removed are the tar, naphthalene, and water vapor together ^vit 
certain of the higher boiling hydrocarbons, such as styrene and indene. 

The work to be done in condensation is primarily the removal of the latent 
and sensible lieat of the water vapor carried by the crude gas, the sensi e 
heat of the tar and the gas itself being very small 
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If the gas left the hydraulic main at 140° F. saturated with' water the 
total heat above 60° F. would be about 16,300 B.T.U. per M. measured,- at 60°, 
made up as follows: 


Gas 1,600 

Tar r;.//!.. 1^700 

Water 13,000 


The importance of the percentage saturation of the gas is evident. If it 
could be reduced to 60 per cent, there would be 32 per cent less heat to be 
removed in the condensers. 

In addition* to removing the tar it is very desirable to remove as much of 
the naphthalene as possible during the condensation. This takes place prin- 
cipally by the solution of the naph- 
thalene in the condensing tar vapors 
and fog and while there is theoreti- 
cally sufficient tar to take up all but 
a negligible amount of naphthalene, 
the time factor is apparently too 
short to permit the naphthalene in 
the gas to come into equilibrium with 
the tar so that only a portion of the 
naphthalene is removed. 

Opinion is divided as to the best 
system of securing the most efficient 
results. One system makes use of 
tubular condensers arranged to se- 
cure high velocities of both gas and 
water to drop the temperature and 
then completes the removal of the tar 
by tar extractors of the P. & A. or 
static typs- The other system lowers 
the temperature and removes the tar 
and some of the ammonia by inten- 
sively scrubbing the crude gas with 
. ammonia liquor that is sprayed in Fig. 6. Scrubber Condensers. The gas 
relatively large quantities against a cooled by direct contact with cooled 
rising stream of gas in grid-filled liquor, 

towers. The hot liquor is cooled in cooling coils with water or with refrigerating 
coils. The tar is removed as it collects and the liquor returned to the system, 
which is a closed one, to prevent loss of ammonia. Small traces of tar are re- 
moved by a washer scrubber and the ammonia is removed by countercurrent 
washing with water in a system of four or five towers. 

Types oj Condensers. The tubular condensers used in the first system are 
now being so designed that very high velocities are secured both of the gas 
and water; some of these are arranged so that the gas makes four passes in 

one shell. Figure 7 is a type with a double pass. 

In the scrubber condenser system (Figure 6) the condenser, consists of one 
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or more towers relativel}^ narrow and high and packed with wooden grids 
% in. by 6 in. deep spaced Vo in. apart. In this way a relatively large surface 
covered with the cooling liquor is exposed to the gas and the gas velocities can 
be greatly increased, thus very greatly improving the efficiency of the apparatus. 

Tar Extractors— Some tar usually remains in the gas after the condensers 
and tliis is removed with some form of tar extractors. 



Fia. 7. Two-pass Water Tube Condenser. 


The early form of tar extractors was usually of the P. A, type (Figure 8)) 
which consists of a drum composed of a series of perforated sheets consisting 
of alternate series of small hol6s and blanks so arranged that the blank spaces 
in one set of sheets opposes t\e perforated sections in the adjoining sheets. 
Another form of apparatus (Figure 9), is known as the washer scrubber. In 
this, fhei passes through a number of small openings into contact uath 

ammov ^ the action of the water causing the tar particles to coalesce 

and 

The ® recipitator. The more modern apparatus for the removal of 
mist whic5 ^“omposed of tar, hydrocarbon, water vapor, or even solid 
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material in the form, of dust, is of the electrostatic type known generally as 
the Cottrell Precipitator. (Figure 10 shows one form of this apparatus.) In 
general it consists of a vessel containing a number of tubes 3 or 4 inches in 
diameter through which the gases pass in a downward direction. In the center 
of each one of the tubes a wire is suspended by suitable insulators at the top 
and with weights so that it will remain accurately in the center of the tube. 
This wire is charged with a direct voltage usually from 50,000 to 70,000 volts, 
produced by a mechanical rectifier operating from a synchronous motor. A 



rather elaborate mechanical construction is required in order to prevent break- 
down of the insulators due to the deposition of a film of moisture from the 
crude gas. Because of the high voltage the particles are ionized and then 
under the influence of the strong electric field are given velocities which are 
sufficient to cause them to impinge upon the inner surface of the tubes. 
Smaller particles then coalesce and are withdrawn from the precipitator proper 
through a seal. When properlj^ operated these precipitators will remove from 
95 to 99 per cent of the suspended material. 

Exhauster— The position of the exhauster is varied somewhat in different 
arrangements of the purifying systems, but is generally located after the con- 
densers, to take advantage of the smaller volume of gas to be handled, and 
before the scrubbers. 

The function of the exhauster is to maintain a uniform pressure on the 
retorts by removing the gas as fast as it is generated. 
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or more towers relatively narrow and high and packed with wooden grids 
1/2 in. by C in. deep spaced % in. apart. In this way a relatively large surface 
covered with the cooling liquor is exposed to the gas and the gas velocities can 
be greatly increased, thus very greatly improving the efficiency of the apparatus. 

Tar Extractors— Some tar usually remains in the gas after the condenses 
and tliis is removed ■with some form of tar extractors. 



The early form of tar cxtnictors W’as usually of the P. A. type (Figure S), 
■which consists of a drum composed of a scries of perforated sheets consisting 
of alternate series of small hoi 6s and blanks so arranged that the blank spaces 
in one set of sheets opposes t\e perforated sections in the adjoining sheets. 
Another form of apparatus (Figure 9 ), is known as the washer scrubber. In 
Ibis, th^ '^jis passes through a number of small openings into contact nnth 
amm& ° the action of the water causing the tar particles to coalesce 

and 'Sd 

rccipitator. The more modern apparatus for the removal of 
mist whic.^ ^ imposed of tar, hydrocarbon, water vapor, or even solid 
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material in the form of dust, is of the electrostatic type known generally as 
the Cottrell Precipitator. (Figure 10 shows one form of this apparatus.) In 
general it consists of a vessel containing a number of tubes 3 or 4 inches in 
diameter through which the gases pass in a downward direction. In the center 
of each one of the tubes a wire is suspended by suitable insulators at the top 
and with weights so that it will remain accurately in the center of the tube. 
This wire is charged with a direct voltage usually from 60,000 to 70,000 volts, 
produced by a mechanical rectifier operating from a synchronous motor. A 



rather elaborate mechanical construction is required in order to prevent break- 
down of the insulators due to the deposition of a film of moisture from the 
crude gas. Because of the high voltage the particles are ionized and then 
under the influence of the strong electric field are given velocities which are 
sufficient to cause them to impinge upon the inner surface of the tubes. 
Smaller particles then coalesce and are withdrawn from the precipitator proper 
through a seal. When properly operated these precipitators will remove from 
95 to 99 per cent of the suspended material. 

Exhauster ^The position of the exhauster is varied somewhat in different 
arrangements of the purifying systems, but is generally located after the con- 
densers, to take advantage of the smaller volume of gas to be bandied, and 
before the scrubbers. 

The function of the exhauster is to maintain a uniform pressure «* 
retorts by removing the gas as fast as it is generated. 
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The positive displacement type of exhauster is shown in Figure 11, while 
in Figure 12 is shown the centrifugal type. One advantage of the centnfugal 
type of exhauster is the fact that it will remove small traces of tar. 

As the make of gas varies from mmwlo to ixnmAe x^anous iorms of go\- 
ernors arc employed to maintain umform pressure conditions. 




Fig. 9. Washer Scrubber, 

The governor may varj' the powder supply to the exhauster, operate on a 
by-pa^^s, or in some installations the governor may be located at the retort 
house and vxnries the opening to the foul mam. 

In tlie b> -product coke ov ens, due to the very large number of joints in 
the oven walls, the maintcmnce of clo'^ol}' controlled piessiircs in the oven 
IS of very great importance. 


Fig. 10, Cottrell Electrical Tar Precipitator. 


Scrubbers — From the exhauster the gas passes into the one or more of a 
senes of scrubbers for the removal of naphthalene, ejanogen, and ammonia 
Four general types are in use; tower, static, rotary, and centrifugal 

The tower scrubber was the original form and consists of one or more 
steel tow’ers filled with xxanous materials to break up the upwaid stream 
of gas and to increase tlic suiface covered wuth the scrubbing hquid that is 
spra j ed m at the top and passes downward by gravit5X Coke, quartz, v^arious 
forms of w'ooden tra>s, boards set on edge, etc , have been used for this 
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pose. This type of scrubber is the least efficient considering its cubical capac^ 
ity but is fairly efficient if built quite high per square foot of ground space 
required. 



Fig. 12. Centrifugal Exhauster. 


sistance. This type of tower filling, when properly operated, will give efficient 
results. In the static t}’pe the gas is forced to pass in contact and bubble 
through the scrubbing liquid by a series of partitions arranged across the flow 
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The positive displacement type of exiiauster is shown in Figure 11 while 
in Figure 12 is shown the centrifugal type, One advantage of the centrifugal 
type of exhauster is the fact that it will remove small traces of tar. 

As the make of gas varies from minute to minute various forms of gov- 
ernors are employed to maintain imifomi pressure conditions. 



Fig. 9, AVasher Scrubber. 


The governor may vary the power supply to the exhauster, operate on a 
by«pass, or m some installations the governor may be located at the retort 
house and vanes the opening to the foul main. 

In the by-product coke ovens, due to the very large number of joints in 
the oven walls, the maintenance of closely controlled pressures in the oven 
13 of very great importance. 



Fig. 10. Cottrell Electrical Tar Precipitator. 


Scrubbers — From the exhauster the gas passes into the one or more of a 
series of scrubbers for the removal of naphtiialene, cyanogen, and ammonia. 
Four general types are in use: tower, static, rotary, and centrifugal. 

The tower scrubber was the original form and consists of one or more 
steel towers filled with various materials to break up the upward stream 
of gas and to increase the surface covered with the scrubbing liquid that is 
sprayed in at the top and passes downward by gravity. Coke, quartz, various 
forms of wooden trays, boards set on edge, etc., have been used for this pur 




Fig 11 Positive Gas Exhauster, 


Various forms of ceramic tile have been developed which will give a much 
higher ratio of wetted surface to cubical contents together with a lower re- 



Fig 12 Centrifugal Exhauster. 

sistance This type of tower filhng, vhen pioperly operated, will give efficient 
results In the static type the gas is forced to pass in contact and bubble 
through the scrubbing liquid by a series of partitions arranged across the flow 
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of gas in a rectangular containing vessel. Another series of divisions permits 
the level of the scrubbing liquid to be regulated in the various compartments 
thus formed so that the most efiicicnt depth of seal may be maintained. 

The increased efficiency of the tower type of scrubber that has been ob- 
tained with a better comprehension of the design requirements has very largdv 
eliminated the more expensive rotary and centrifugal types of scrubbers formerly 
in use. 

Removal of Ammonia — In the smaller gas plants the ammonia is generally 
removed by scrubbing with water in some form of tower scrubber. Usually 
one or more towers arc used. In the first tower in the series a weak ammonia 
solution is circulated by centrifugal pumps so that its strength is built up 
from 1 to 1% per cent of ammonia. In the final tower fresh water is used 
so that the ammonia is reduced to Ic^s than one grain per hundred cubic feet. 
This will require from 10 to 15 gallons of fresh water per ton of coal. Due 
to the constant recirculation of the ammonia liquor there is some removal of 
hydrogen sulfide and carbon dioxide in this stage of the process. 

In the coke-oven plants the ammonia is usually recovered as ammonium 
sulfate by scrubbing the gas with a weak solution of sulfuric acid. 

A number of processes have been invented for the extraction of the am- 
monia from the heated gasses and the direct formation of anunonium sulfate; 
among these arc the Otto, Collin, Koppers, and Feld. 

In the Koppers system, the gas is separated from ammonia liquors as it 
enters the collection main from the oven. Tlie crude gas is then cooled in 
the primaiy cooler where the tar and most of the ammonia are condensed and 
washed out. Gas is then drawn by the exhauster through the tar extractors 
where the remaining tar is removed. The gas is then reheated and is forced 
through the saturators where it comes in contact with a dilute solution of sul- 
furic acid, fonning ammonium sulfate tliat jweeipitated as a solid salt. It 
is necessary to reheat the gas so that it will be able to carry off the water 
formed in the reaction between the sulfuric acid and the' ammonia to prevent 
the accumulation of excess liquid in the saturator. The sulfate formed in tlie 
saturator is dried in a centrifugal dryer. 

The ammonia in the liquor which is collected at various points, principally 
at the primary'' coolers, is pumped to a storage tank and is driven off in stills. 
The ammonia vapor thus recovered is added to the gas just before the 
saturators. 

After leaving the saturators the gas is passed to a final cooler where it is 
frequentl 3 ^ washed with water and in some cases it passes to a naphthalene 
scrubber in order to control the amount of naphthalene remaining in the gas. 

Removal of Naphthalene — ^Final naphthalene removal is effected by scru * 
bing the gas with oil. The object to bo attained is tlie maximum removal wit 
minimum expense of scrubbing oil. Tliis is usually obtained in the tower type 
of scrubber by combining the rapid recirculation of a relatively large amount 
of scrubbing oil through tlie low'cr portion of the tower and the use of res 
oil in relatively small quantities in the upper portion of the tower. ^ 

The fresh oil is fed intermittently by a device so arranged that a sufncien 
quantity of oil is suddenly released so that all of the wetted surface is lor 
oughly flushed with a fresh film. 
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Separation of Tar— -The ammonia liquor and tar that are removed in the 
different points in the condensing and purifying system are collected and 
passed through what is known as a separator. In this apparatus, the stream 
of mixed liquor in passing through the separator is baffled and turned in its 
course a number of times, so that the tar which has a specific gravity of 1.2, 



Fig. 13. Tar Separator. 


and higher, falls to the bottom and may be removed, while the liquor rises 
to the top and may be pumped off to the ammonia storage tanl^s. (See 
Figure 13.) 

Removal of Hydrogen Sulfide — ^The partially purified gas now contains 
hydrogen sulfide as its principal impurity. This is generally removed by pass- 



Fig. 14. Dry-seal Purifier. Deep Cheese-box Type. 


ing it through large vessels, called purifiers, Figure 14, where it is brought into 
contact uith some form of ferric oxide. There is considerable discussion as to 
the exact reactions which take place. The probable reactions are 

Fe203 + SHsS = FesSs + SHeO 

FeoOa + 3H2S = 2FeS + S + 3H2O. 


and 
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It seems likely that these two reactions take place simultaneously, and the 
proportions of ferric and ferrous sulfide formed arc dependent upon the nature 
of the oxide and the other conditions. It is said to be in the relation of three 
parts ferric to five parts ferrous sulfide. When the oxide has become saturated 
it is removed from the purifiers and exposed to the air, where, under the influ- 
ence of the atmospheric oxygen, ferric oxide is formed and free sulfur set free. 

In order to take advantage of this reaction, small quantities of air are 
sometimes admitted to the crude gas before entering the purifiers, the oxj^gen 
in which reacts with the partially fouled purifying material, and thus con- 
siderably increases the length of time before it is necessary to remove it. 

In some plants the oxide is revivified while in place by circulating through 
the box air or a gas mixture containing at first a very small percentage of 
free ox>’gcn. The heat given off in the revivification is removed by cooling 
usually with a water spray so that the purifier is thoroughly saturated with 
Vatcr vapor; as the revinfication proceeds the amount of oxygen is allowed 
to increase. In this manner under very careful operating control it is possible 
to increase the sulfur in the oxide up to 40 per cent without remonng it from 
the purifying vessel. With certain classes of oxide it is exceedingly difficult to 
carry this out without danger of local superheating taking place with a result- 
ing rise in temperature of the oxide to such a point that the oxide is destroyed. 

Taking into consideration the relative costs of removing, rewdfying and 
replacing oxide as coinj^ared to tlie cost of new oxide, it would appear that 
the most cfilcicnt o])evation should aim to build up the maximum content of 
sulfur so that when it is necessary to remove the oxide it can be discarded 
With the present oxides the amount of sulfur formed is so great that the oxide 
tends to become so compact in the purifying box that excessive back pressures 
set np and this limits the use of the material rather than its complete satura- 
tion with sulfur. 

Esscntiol Character 0 } the Oxide, The purifying material is composed of 
cither a natural ferric oxide or, ns is generally the case, made by coating shav- 
mgs, planer chips or corn cobs with some form of ferric oxide. 

The efficiency of the purifying material thus made seems to depend upon 
the nature of the ferric oxide; the ,more active oxides are apparently colloidal 
in nature. Where the oxide is raaie by nisting iron borings on the chips the 
organic acids in the wood act as "protective colloids and result in the forma- 
tion of varying percentages of llie iron in the colloidal fonii. 

Tabic IG gives analy.^es of a number of commercial iron oxides used for 
purification purposes. 

Certain natural oxides and jsonie of the artificial oxides that are by-products 
in the manufacture of alums arc found to have a considerable proportion of 
their iron content in the form of a hydrogel of ferric hydroxide. Apparently 
it is the enormous syrface ^hat is presented by these colloidal oxides that 
explains the increased 'chcnii/*al efficiency of oxides in this state. 

Study of the efficiehcyydf different types of oxide has indicated a consi er- 
able difference in the ra|te at which they will absorb hydrogen sulfide and espe- 
cially the completeness nvith wliich small traces will be absorbed. Where a 
large purifying area is |available tlie slower-acting oxides can be used qui e 
efficiently but where th^ purifying area is relatively small the more acne 
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oxides must be used for the efficient removal of the last traces of hydrogen 
sulfide. 

Types of Oxide Boxes, In the older type of purifiers the oxide was con- 
tained in shallow cast-iron boxes provided with water-sealed lids, the oxide 
being carried on wooden trays in two layers of about 30 inches each. These 
boxes were usually arranged in sets of four or six, and so connected with valves 
that the sequence of boxes could be varied at will, and any box could be re- 
moved from service for cleaning. 


TABLE 16— ANALYSES OF IRON OXIPES USED FOR PURIFICATION 


Saviple 

1 


S 

4 

TVytniiifnrp nQ 

7.0 

46.0 

49.5 

16.5 

Composition on a Dry Basis 

; 78.8 

75,6 

1 

48.7 

1 

48.3 


.0,8 

1.4 

5,0 

0.8 

Tib2" 

0.4 

0.8 

5.0 

2.0 

Cad ' 

tr 

nil i 

8.8 

12.5 

MgO 1 

nil 

nil 1 

nil 

1-7 

Na20 

3.0 i 

0.1 

1.8 

0.1 

Si02 

5-3 

4.9 

7.3 

7.2 

CO 2 

0.8 

nil 

2.4 

2.1 

SO 3 

1,5 

0.1 

0.3 

15.7 

Loss in Ignition 

5.6 

15.8 

14.6 

20.5 

Alkalinity as Na 2 C 03 

2.6 

nil 

2.9 

0.9 

Kunberger Test 50% Moisture 

90.3 

179.4 

108.4 

74.6 

Activity Coefficient 

157 

5 

23X9 

27 




It has now been found more economical to put the oxide into only two or 
three large boxes, building these either of steel or concrete out of doors, and 
thus saving expensive buildings. 

Figure 14 shows a cross-section elevation of a modern type of purifying box. 

Widely divergent views are held as to whether it is the time of contact, 
the velocity of flow, or the total volume of the oxide in use that is the deter- 
mining factor in calculating the apparatus necessary for the purification of the 
gas. It is usually estimated, however, that with the use of a low velocity a 
certain total volume of purifying material is required. 

In the older type of purifiers, using a number of boxes of relatively large 
area, with layers of oxide from 3 to 5 ft. in depth, it was usually assumed that 
1 sq. ft, of area in a box would purify about 1500 cu. ft. of coal gas per 24 
hours. At present, the tendency is to concentrate the oxide in two or three 
large circular boxes where the oxide is 10 to 15 ft. deep. Here the usual allow- 
ance is about 300 cu. ft. of gas per cubic foot of oxide per 24 hours. 

In testing the operation of the purifiers, we find that the first box removes 
the greater portion of the hydrogen sulfide, and that as the percentage of 
sulfur decreases it becomes increasingly difficult to remove it. The purifiers 
are usually arranged, therefore, so that at least one box is kept filled with fresh 
and active oxide to remove slight traces of hydrogen sulfide which might pass 
through the other boxes wliich remove the bulk of the impurity 
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It seems likely that these two reactions take place simultaneously, and the 
proportions of ferric and ferrous sulfide fontied arc dependent upon the nature 
of the oxide and the other conditions. It is said to be in the relation of three 
parts ferric to five parts ferrous sulfide. When the oxide has become saturated 
it is removed from the purifiers and exposed to the air, where, under the influ- 
ence of the atmospheric oxygen, ferric oxide is formed and free' sulfur set free. 

In order to take advantage of this reaction, small quantities of air are 
sometimes admitted to the emde gas before entering the purifiers, the oxygen 
in which reacts with the partially fouled purifying material, and thus con- 
siderably increases the length of time before it is necessary to remove it. 

In some plants the oxide is revivified while in place by circulating through 
the box air or a gas mixture containing at first a very small percentage of 
free oxygen. Tlie heat given off in the revivification is removed by cooling 
usually ^^dth a water spray so that the purifier is thoroughly saturated with 
Vater vapor; as the revivification proceeds the amount of oxygen is allowed 
to increase. In this manner under very careful operating control it is possible 
to increase the sulfur in the oxide up to 40 per cent without removing it from 
the purifying vessel. With certain classes of oxide it is exceedingly difficult to 
carry this out without danger of local superheating taking place with a result- 
ing rise in temperature of the oxide to such a point that the oxide is destroyed. 

Taking into consideration the relative costs of removing, revivifying and 
replacing oxide as compared to the cost of new oxide, it would appear that 
the most efiicienl oi)cration should aim to build up the maximum content of 
sulfur so that when it is necessary to remove the oxide it can be discarded 
With the present oxides the amount of sulfur formed is so great that the oxide 
tends to become so compact in the purifying box that excessive back pressures 
set up and this limits the use of the material rather than its complete satura- 
tion with stilfur. 

Essential Character of the Oxide. The purifying material is composed of 
cither a natural feme oxide or, ns is generally the case, made by coating shav- 
mgs, planer chips or corn cobs with some form of ferric oxide. 

The efficiency of the purifying material thus made seems to depend upon 
the nature of the ferric oxide; the .more active oxides are apparently colloidal 
in nature. Where the oxide is made by rusting iron borings on the chips the 
organic acids in the wood act ns "protective colloids and result in the forma- 
tion of varying percentages of the iron in the colloidal form. 

Tabic 16 gives analyses of a number of commercial iron oxides used for 
purification purposes 

Certain natural oxides and .some of the artificial oxides that are by-products 
in the manufacture of alums 'arc found to have a considerable proportion of 
their iron content in tlie foriii of a hydrogel of ferric hydroxide. Apparenth 
it is the enormous surface |hat is presented by these colloidal oxides that 
explains the increased 'chemiifcal efficiency of oxides in this state. 

Study of the efficienc>^of diiTercnt t 3 ’pes of oxide has indicated a consider- 
able cliflcrence in the ra;(e at which they will absorb hydrogen sulfide and espe- 
cially the completeness rivith which small traces will be absorbed. Where a 
large purifying area is (available the slower-acting oxides can be used qui e 
efRcientl 3 >^ but where th|e purifjdng area is relatively small the more active 
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sulfide. The steam is condensed so that the sulfur is recovered as nearly pure 
hydrogen sulfide and can be burned for use in the production of sulfuric acid. 
This process is more expensive to operate than the so-called Seaboard process 
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Fig. 15. Thylox Purification Plant. 
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Practical experience has indicated that, when the free sulfur formed in the 
oxide increases to from 40 to 50 per cent, the efficiency of the oxide to 
greatly reduced. It was generally assumed tliat the free sulfur actually coated 
the oxide. Microscopic examination, however, appears to indicate that the free 
sulfur as formed does not crystallize directly over the oxide but adjacent to 
it and that the small crystals first formed increase in size rather than in number. 

The older and Jess efficient fonns of oxide require from ten to twenty 
revivifications before they are saturated while the later colloidal oxides require 
from three to live. 

IMien the cyanogen is not removed it combines with some of the iron, 
forming Prussian blue; tliis takes place at the surface, and further reduces 
the efficiency of the oxide. 

Removal of Nitric Oxide, The harmful effects of nitric oxide in the distribu- 
tion system require very careful control in the works to insure that a minimum 
quantity, wliich should never exceed 0.015 grains per hundred cubic feet, is 
present at the outlet of the holder. 

Apparently tiie most satisfactory^ method of securing the elimination of 
nitric oxide in the works is in connection with the proper operation of the 
purifiers. Nitric oxide will react with iron sulfide, forming a more or less 
stable compound. For maximum removal, however, the reaction, which takes 
place primarily'' on the surface, requires a maximvim percentage of iron sulfide 
and a minimum percentage of oxygen. Tlie best results would he obtained if a 
fully sulfided box could be placed ahead of the regular purifying train and 
any ox.vgcn required for proper operation of the purifying in the removal of 
hy’drogen sulfide were admitted after this box. 

Liquid Purification Systems — During recent years several systems of 
liquid purification have been developed. These may be divided into two gen- 
eral types: the systems in which the gas is scrubbed with an alkaline solution 
with which the hydrogen sulfide forms a very weak combination that can be 
broken up by the use either of air or steam; and secondly^ the systems in 
whicli the hydrogen sulfide fonns a chemical compound with the scrubbing 
solution of such a nature that when finely divided air is passed into the 
solution the compound is broken up, free sulfur is formed, and the original 
solution regenerated. 

Representative of the first ty’^pe is the so-called Seaboard process devel- 
oped by the Koppers Company in which the gas is scrubbed with a solution 
containing 2 or 3 per cent of sodium cjirbonate or soda ash. The so-called 
foul solution is then sprayed into a tower known as the actifier where it meets 
a rising stream of air. The hy^drogen sulfide absorbed is driven off as such. 
This system is relatively simple in installation and operation but is subject 
to the serious handicap of polluting the atmosphere unless some means of dis- 
posing of the air is available. In some cases this air has been used under 
boilers or in producers, under which conditions the hydrogen sulfide is burned, 
forming sulfur dioxide, which is not as poisonous or corrosive as tlie hydrogen 
sulfide. 

Another example is the sodium phenolatc process also developed by the 
Koppers Company. The gas is scrubbed with a solution of sodium plienolate 
and the solution is then boiled and the steam evolved drives off tlie hydrogen 
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sulfide. The steam is condensed so that the sulfur is recovered as nearly pure 
hydrogen sulfide and can be burned for use in the production of sulfuric acid. 
This process is more expensive to operate than the sO“Called Seaboard process 



Fig. 15. Thylox Punfication Plant. 


but it can be used satisfactorily for gases containing high concentrations of 
hydrogen sulfide and the hydrogen sulMe can he utilized^ 

Another process of this type is known as the "Girbotol,” in which the gas 
is scrubbed ^^^th a solution of triethanolamine, which is an organic base that 
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readily absorbs any acidic gas such as hydrogen sulfide, which is, in turn 
released upon heating. This process also permits the recovery of hydrogen 
sulfide in relatively pure form. However, it has the disadvantage that the 
organic base is relatively expensive. 

Still another process utilizes sodium phosphate as the absorbing medium. 

The other type of process first utilized a suspension of iron oxide in a 
sodium carbonate solution. Under suitable conditions the foul solution, which 
had been blown with air, was regenerated, producing free sulfur which was 
collected and removed as a sludge which always contained a considerable 
amount of the iron oxide. 

A recent modification of the process known as the Thylox process utilizes a 
solution of sodium arscnitc. When this compound reacts with hydrogen sul- 
fide it forms sodium thioarsenite, which is converted by air into sodium thio- 
arsenatc. The thioarsenate solution absorbs the hydrogen sulfide, then when 
subjected to oxygen, is regenerated with the formation of free sulfur as shown 
by the equations: 

NaiA5:.>Sr>0:.* -f llaS = NaiAs:!S<;0 4* II 2 O (absorption) 

Na lAsi'SisO “f 0 — Na^ As 2 S.iO^» 4- S (regeneration) 

In the Thylox process the reaction is carried out at a temperature of about 
05® F. The solution contains approximately .75 per cent of AssOa. The sul- 
fur IS collected by flotation at the top of a tall tower and the slurry thus 
formed is dewatered in a filler press, nsunlly of the continuous A’acuum type. 
The sulfur thus obtained is very* finely divided and has found a certain amount 
of use as a dusting agent for agricultural purposes or it may be melted into 
bricks and used in the manufacture of sulfuric acid. It has been found pos- 
sible b)^ using two towers to secure nearly complete removal of the hydrogen 
sulfide by this process. 

Organic Sulfur — Only jiart of the sulfur is in the gas as hydrogen sulfide. 
Very appreciable though varying proiiortions occur as organic sulfides. 

Formerly when the gas was purified with slaked lime, partially sulfided 
iime reacted with the organic sulfur compounds, and thus removed a consider- 
able portion of them. With the present almost universal use of iron oxide, 
however, a much smaller proportion of the organic sulfur is taken out. The 
small percentage that is removed is undoubtedly’ due to its solvent action on 
the free sulfur present in the purifying materials. 

The extensive use of gas in many industrial operations where it may come 
in contact with tlic material to be treated has caused more interest in the 
removal of the small quantifies of organic sulfur which are not removed in 
the ordinary oxide purification. The organic sulfur compounds present in 
the gas consist in large part of carbon disulfide but there also exists 3 to / 
grain.? per hundred cubic feet 0 : other organic sulfur compounds that are quite 
refractory and difficult to remove. The most successful processes have been 
those involving treating the g^as at an elevated temperature ivith some catalj'st. 

One of the earliest processes used in England employed nickel as a catal.vst 
with the gas at a temperature of. 750® F. This process only removed the car- 
bon disulfide, which combined w’ith the hydrogen present in the gas, forming 
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two molecules of hydrogen sulfide and setting carbon free, which deposited on 
the catalyst and had to be burned off periodically. 

Another process, originated in the United States, uses colloidal ferric hy- 
droxide at a temperature of about 450° F., the gas containing a certain amount 
of water vapor. In this process the carbon disulfide forms hydrogen sulfide 
and carbon dioxide, which are subseQuently removed. Another process uses a 
special catalyst and operates at a temperature of about 500° F. This process 
also forms hydrogen sulfide but reduces the organic sulfur to below 2 grains 
per hundred cubic feet. The catalyst is so active that small cjuantities of un- 
saturated hydrocarbons present are apparently decomposed, depositing carbon 
which must be removed by burning off with air at intervals of from 5 to 7 days. 

Benzol Enrichment — ^tVhere coke oven gas is supplied for distribution, 
the heating value is subject to fluctuation and where it is used without admix- 
ture with carbureted water gas it is necessary to have some means of main- 
taining the heating value of the gas at the desired standard. 

Where the light oil (a mixture of benzol, toluol, and xylenes) is not re- 
moved, the heating value is usually above the standard required, and this is 
reduced by the admixture of producer gas. On the other hand, where light oil 
recovery plants are in operation the heating value of the scrubbed gas may 
be low and will require enrichment. For controlling the value, therefore, the 
admixture of benzol vapor is convenient and satisfactory. 

Theoretically, coal gas should be able to carry about 3.5 per cent by 
volume of benzol vapor at 32° F.; as coal gas usually contains from 0.5 to 
1.0 per cent, it would carry an addition of, say, 2.5 to 3 per cent of vapor 
and this would correspond to an increase in heating value of 93 to 150 B.T.U. 
Practically, however, it is difficult to secure an increase of much over 75 
B.T.U. This is due to the varying composition and vapor tension of the com- 
ponents of the commercial benzol used and to the vapors already present in 
the gas. 

The heating value of the benzol used for enrichment averages about 17,000 
B.T.U. per pound and it will weigh 7.3 lbs. per gallon, giving from 124,000 
to 125,000 B.T.U. per gallon, or one gallon per thousand should give 125 B.T.U. 
per cubic foot increase. It is frequently difficult to carry over 100 to 110 
B.T.U. per cubic foot, as some of the hydrocarbons are deposited in the mains 
and drips. 

The benzol used for enriching purposes is usually a “crude 90 per cent” 
benzol and will have the following distillation characteristics: 

First drop 76 to 78° C. 

^ 2 to 5 % 

90° C 50 to 70% 

100° C 85 to 90% 

146 to 165° C. 

The amount distilling up to 80° should be as low as possible as it will 
generally be high in sulfur and a high dry point is disadvantageous because it 
will give trouble in the vaporizer and louver the efficiency. 

The benzol is vaporized by passing it over steam coils in a cast-iron vessel. 
In some cases live steam is added to assist in carrying the vapors into the 
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main where it is mixed with the gas, but better results are generally obtained 
by passing a small fraction of the gas at higher pressure through the vaponze? 
and using this to carry the vapors into the steam main. The vaporizer should 
be located as close to the main as possible. 

CARBUnETED WATER GAS 

Though coal gas was historically the first manufactured gas for many years, 
carbureted water gas, due to its lower investment cost and more flexible opera- 
tion, has perhaps been the most important. The relative economic advantages 
of coal gas and carbureted water gas arc largely dependent upon the existing 
local conditions and many factors must be given consideration. In the past, 
the high value of the residuals obtained in the manufacture of coal gas out- 
weighed the greater investment and operating cost of the coal gas process. 
At present, however, in many situations Ciirbureted water gas has become the 
more economical gas, particularly for smaller plants because of the extension 
of the rise of by-product coke ovens, and the large volumes of coke wMch 
had to be disposed of resulted in very keen competition for the coke market. 
OUicr economic features were the practical elimination of ammonia, as a credit 
due to the deveIo]^meut of synthetic aiimionia plants, and the general increase 
in the cost of operating labor. 

In the desire to secure the lowest and most efficient operation, many modi- 
fications of the older process have been developed, such as the use of cheaper 
fuel oil for enriching purposes, the very general use of bituminous coal rather 
than more expensive coals, and the adoption of automatic self-clinkering gen- 
erator grates which have contributed to more uniform operation and lower 
operating labor costs. 

Reactions in the Formation of Water Gas — ^The manufacture of water 
gas depends upon the decomposition of steam in contact with incandescent car- 
bon. This reaction has been known for many years but its practical applica- 
tion did not take place until the latter part of the nineteenth century. When 
steam is decomposed by carbon, approximately equal quantities of carbon 
monoxiclc and hydrogen should be produced. Such a gas is called ^ffilue gas, ' 
and while it 1ms a high flame tem]mrature its heating value is usually be- 
tween 290 and 300 B.T.U. per M,C.F. so that it is necessary^ to enrich it by 
the addition of some gaseous hydrocarbon or vapors in order to bring it up 
to the standard required for distribution. This process of carbureting or en- 
riching is given the name of ''carbureted water gas.” 

The reaction between steam and carbon is strongly endothermic. The heat 
required is obtained and stored in the fuel bed itself by combustion of a por- 
tion of the fuel with air. The process therefore becomes a cyclical one and is 
divided into the two steps; (1) the blow during which heat is stored up in the 
fuel bed and in the vessels used for carburet ion with the enriching oil, and 
(2) the run or the heat-absorbing portion of the cy'clc where the steam is de 
composed and the blue gas formed and enriched. 

Theory of the Formation of Blue Gas — ^In considering the theory of t e 
formation of the blue gas or tvater gas proper we have the two general steps, 
storing heat in the fuel bed by the combustion of a portion of the fuel wi i a 
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blast of air, and utilizing this heat in decomposing steam with the formation 
of the water gas, which is an endothermic reaction. 

Reactions with Air. There is stUl some disagreement as to the actual 
mechanism of .the combustion of carbon with air. This has to do primarily ivith 
the question as to whether carbon monoxide or carbon dioxide is the primary 
product. It may very well be that there is a formation of both carbon monox- 
ide and carbon dioxide, but the carbon monoxide is immediately oxidized to 
carbon dioxide in the presence of free oxygen and experiments have indicated 
that there is no appreciable carbon monoxide present until all of the oxygen 
has been consumed. This takes place in a rather narrow zone where the maxi- 
mum temperature is reached. From tliis point on there is a reduction of the 
carbon dioxide to carbon monoxide. 

During the blasting period the primary reaction is probably; 

C + 02 = C02 or 20-1-02 = 200. 

These equations are connected by relation OO2 -1- 0 = 200, which is the 
equation for the equilibrium. Clement and Haskins have given the following 
expression for the value of K at any temperature, viz.: 


lnK= - 


20235 , 

TV ' 


•tr = ^CCO^) 

C(C02)’ 

1.035 InT - .001564T + 8.604. 


The equilibrium percentages with coke at different temperatures; 


TABLE 17 — EQUILIBRIUM BETWEEN COKE, CO AND COj 


Temperature 

Carbon Monoxide 

Carbon Dioxide 

°C. 

% 

% 

900 

83.2 

16.8 

1000 i 

94.5 

5.5 

1100 

98.1 i 

1.9 

1200 

99.4 

.6 

1300 

99-7 

.3 


It must be remembered, however, that in commercial producer gas the 
presence of the nitrogen lowers the partial pressure of the carbon monoxide, 
and thus slightly increases the ratio CO-f-COa over that given in the table. 
It is found that the time of contact is very important, and that with the in- 
creasing temperatures the increase in the coefficient of the reaction velocity is 
about ten times the increase in the diffusion constants, so that velocity of the 
chemical combination is the determining factor in this reaction. 

It is found that the different forms of carbon do not react alike, charcoal 
reacting most rapidly, coke next, and anthracite most slowly. 

Reactions with Steam. In the second stage of the process, that of the de- 
composition of steam, we have two reactions: C -t- H2O = CO -f H2 and 
C-t-2H20 = C02-t- 2H2. These products are then related according to the 
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two reactions CO 2 + H:: = CO -f II 2 O, and by the reaction previously discussed 
C02 + C==2C0. 

The water gas reaction at temperatures as low as 500"" C. in the absence of 
catalyst is quite slviggish. However, the velocity increases very rapidly with 
the rise of temperature until at 1000° C» decomposition of steam is practically 
complete. The proportions of the four gases involved in the equations at 
equilibrium bear the following relation to each other; 

_ CO X H 2 O 
"" CO 2 X H 2 

An approximate value of K, corresponding to the various temperatures, 
can be obtained from data of the heat of reactions and the specific heats of all 
of the gases involved. The more roexmt work on this subject by Partington 
and Shilling has given the values in Table 18. 

TABLE 18 — EQUILIBUIUM CONSTANT OF THE WATEU GAS KEACTION 
Partington and Shilling Values 


Temperature ° C. Value of K 

000 0.33 

700. 0.55 

SOO -. 0.85 

900 1.21 

1000 1 60 

1100 2.02 

1200 2.47 

1300 2.92 


The constant K is independent of the pressure but it increases rapidly 
with the temperature. In practice, t!ic manufacture of water gas is carried 
out at about 1000° C., at which temperature the decomposition of the water 
vapors is practienUy complete nnd the eurhon dioxide eontent does not exceed 
2 per cent. The practical results indicate the ihgh probability that the ash 
in the fuehbed acts as a catalyst, causing the reaction to adjust itself domi to 
very moderate temperatures. 

It is as.sumcd that in the generator, while the gases may be in equilibrium 
with themselves, they are not in equilibrium with the carbon in the fuel bed. 
In Figure 16 arc given some experimental results obtained by Clement and 
Haskins, using coke as fuel, ndth the time of contact of the steam equal to two 
seconds. 

In the practical operation of water gas apparatus the efficiency of the pro' 
duct ion of blue gas will be dependent upon the temperature of the blast gas 
and water gas issuing from the fire; the percentage of CO or excess air in this 
blast gas, and the percentage of undecoinposed steam in the blue gas, assum- 
ing, of course, that we are operating the generator so as to produce a reasonably 
low percentage of CO 2 . These conditions will probably be influenced by the 
rate and time of passage of blast through the fire. There are two divergent 
views on this subject. According to one writer, when the rate of passage of 
blast is sufficiently great in proportion to the depth of fuel, CO udU 
formed, but only CO 2 . Another writer, on the other hand, finds very little 
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change due to tlie rate of passage of the gas, and believes that the efficiency 
of the blow is dependent on the temperature of the fire and is principally a 
function of the length of time. 

Apparently, an increase in the rate of blast, Figure 16, will give a higher 
average temperature of the fire, which results in somewhat increased tempera- 
ture of the issuing blast gases, with slight decrease in the percentage of CO. 
It is quite conceivable in view of the theory that the speed o^ the reaction 
CO 2 + C = 2CO will increase so rapidly with increase in temperature that we 
cannot sufficiently decrease the time of contact to prevent the formation of 
considerable quantities of CO. 

Increasing the rate of passage of steam will apparently reduce the tempera- 
ture of the outgoing water gas, which is favorable to economy, but tliis is more 



Fig. 16 . Rate of Formation of Carbon Monoxide in a Producer. 


than offset by the smaller percentages of steam decomposed, and the conse- 
quent waste of both excess steam and its sensible heat, and furthermore, by the 
greater percentage of CO 2 in the blue gas. In general, all of the writers assume 
the importance of the slow rate of passage of the steam. 

Reactions During the Run— While from the theoretical standpoint the 
lower rate of passage of steam will result in higher percentages of decomposi- 
tion, this can be secured only at the expense of a considerable reduction in 
the rate of production of gas per unit area and, therefore, there will be a 
distinct loss in capacity. 

The temperature and condition of the generator fire, Figures 17 and 18, 
appear to be the most important conditions. The capacity of the fuel bed 
increases with an increase in the temperature, resulting in a larger yield and 
a more perfect decomposition of the steam, and a more favorable composition 
of the blue gas. On the other hand it increases the sensible heat of the offgoing 
blast products and the blue gas, and results in an increased percentage of CO 
in the blast products, both of which are unfavorable to fuel economy. 

The necessity of producing a certain amount of available combustible in 
the blast gases to maintain the fixing chambers at the proper temperature 
somewhat complicates the operation when carbureted water gas is manufac- 
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minimum loss of sensible heat incurred by the offgoing gases and yet a satis- 
factory decomposition of the steam is secured at an increased rate. 

The use of two generators that are blasted in parallel but are connected in 
series, during the gas-making period, was an endeavor to secure more uniform 
fire conditions. 

From the theory of the reactions underlying the combustion of the coal 
and the formation of water gas, it will be seen that many of the requirements 
are contradictory. It is therefore necessary to arrange operating conditions to 
secure the most efficient compromise, remembering that many of the theoretical 
processes ^vill yield very efficient results under test conditions, but may utterly 
fail to satisfy the commercial requirements as to overhead charges for capital 
invested and the labor cost of operating. 

Apparatus — ^The modern water gas apparatus is the development of the 
Lowe apparatus that was patented in 1872-1875. In its present form it is 
very efficient, as every feature has been considered both from a theoretical 
and operative standpoint. The supply of air and steam is metered. The 
temperatures in the fixing chambers are controlled automatically by electric 
pyrometers and the sensible heat in the offgoing blast and illuminating gases 
is recovered in greater part in economizer boilers that return sufficient steam 
to operate the plant, and the air, steam, and oil valves that control the opera- 
tion of the apparatus are all automatically manipulated in predetermined cycles. 

Many modifications in water gas apparatus have been developed during the 
past decade. However, we shall describe here only the more generally used 
apparatus and method of operation. 

Figure 19 shows a modern set of the cone top type. In this apparatus the 
generator is 11 ft. in diameter by 17 ft. 4 in. high. The carburetor is 9 ft. in 
diameter by 17 ft. 4 in., superheater is 10 ft. by 28 ft. 6 in. The wash box is 
10 ft. in diameter by 5 ft. 4 in. Automatic operation and temperature con- 
trol are provided. Such a set will have a capacity of 3,500,000 cu. ft. per day 
with good fuel. 

Operation— The operation of water gas apparatus is as follows: The gen- 
erator is charged with fuel through the coaling door at the top. After igni- 
tion it is raised to incandescence by an air blast beneath the grate. The air 
is supplied at a pressure of from 30 to 40 in. of water and is metered by a 
Venturi meter. 


In passing through the fuel bed we have the reaction C + O 2 — CO 2 and 
C02 -bC=2CO. The temperature of the fuel bed rises rapidly and producer 
gas is formed. The products pass out of the top of the generator through a 
hot valve into the carburetor. 


The carburetor is a fire-brick-lined vessel filled with checker brick and 
provided with an oil spray at the top for admitting oil. 

In the connection between the generator and carbureter is a blast con- 
nection so that the producer gas from the generator can be burned in the 
carburetor, thus raising its temperature to that required for the process. From 
the bottom of the carburetor the products pass up through the superheater 
and out through the stack valve to the stack. The superheater is filled with 
checker brick and is somewhat higher than the carburetor. Air may be ad- 
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lured. With indifferent control of the operating conditions and with some fuels 
a large excess of CO is always produced. 
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Fig. 17, Variation of Fuel Bed Conditions During Blow and Run. 


iModern practice attempts to bring the whole fuel bed to a uniform tem- 
perature and to reduce the variation or range of temperatures as far as pos- 
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sible, thus enabling the temperature in the active zone in the fuel bed to be 
maintained at a point where the clinker can be controlled. Tliis results m ^ 
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mimmum loss of sensible heat incurred by the offgoing gases and yet a satis- 
factory decomposition of the steam is secured at an increased rate. 

The use of two generators that are blasted in parallel but are connected in 
series, during the gas-making period, was an endeavor to secure more uniform 
fire conditions. 

From the theory of the reactions underlying the combustion of the coal 
and the formation of water gas, it will be seen that many of the requirements 
are contradictory. It is therefore necessary to arrange operating conditions to 
secure the most efficient compromise, remembering that many of the theoretical 
processes will yield very efficient results under test conditions, but may utterly 
fail to satisfy the commercial requirements as to overhead charges for capital 
invested and the labor cost of operating. 

Apparatus — ^The modern water gas apparatus is the development of the 
Lowe apparatus that was patented in 1872-1875. In its present form it is 
very efficient, as every feature has been considered both from a theoretical 
and operative standpoint. The supply of air and steam is metered. The 
temperatures in the fixing chambers are controlled automatically by electric 
P3''rometers and the sensible heat in the offgoing blast and illuminating gases 
is recovered in greater part in economizer boilers that return sufficient steam 
to operate the plant, and the air, steam, and oil valves that control the opera- 
tion of the apparatus are aU automatically manipulated in predetermined cycles. 

Many modifications in water gas apparatus have been developed during the 
past decade. Ho^v^ever, we shall describe here only the more generally used 
apparatus and method of operation. 

Figure 19 shows a modern set of the cone top type. In this apparatus the 
generator is 11 ft. in diameter by 17 ft. 4 in. high. The carburetor is 9 ft. in 
diameter by 17 ft. 4 in., superheater is 10 ft. by 28 ft. 6 in. The wash box is 
10 ft. in diameter by 5 ft. 4 in. Automatic operation and temperature con- 
trol are provided. Such a set will have a capacity of 3,500,000 cu. ft. per day 
with good fuel. 


Operation—The operation of water gas apparatus is as follows: The gen- 
erator is charged with fuel through the coaling door at the top. After igni- 
tion it is raised to incandescence by an air blast beneath the grate. The air 
is supplied at a pressure of from 30 to 40 in. of water and is metered by a 
Venturi meter. 

In passing through the fuel bed we have the reaction C + 02=C02 and 
C02 + C = 2C0. The temperature of the fuel bed rises rapidly and producer 
gas is formed. The products pass out of the top of the generator through a 
hot valve into the carburetor. 


The carburetor is a fire-brick-lined vessel filled with checker brick and 
provided with an oil spray at the top for admitting oil. 

In the connection between the generator and carbureter is a blast con- 
nection so that the producer gas from the generator can be burned in the 
carburetor, thus raising its temperature to that required for the process. From 
the bottom of the carburetor the products pass up through the superheater 
and out through the stack valve to the stack. The superheater is fiUed with 
checker brick and is somewhat higher than the carburetor. Air may be ad- 
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mitted at the base of the superlieatcr if required. At the top of the superheater 
is a large connection to the wash box. 



Automatic Grates — Two rather different designs have been developed for 
the autonaatlc removal of clinker. There is a common type of generator in 
which tlie grate is in the form of a tuyere and the whole bottom of the gen- 
erator revolves slowly. The stationar^^ portion of the generator is water- 
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jacketed from a boiler which produces a considerable proportion of the steam 
needed in the operation and, being water-cooled, no clinker will adhere to the 
walls. 

Figure 20 shows another type in which the grate proper is stationary, but 
an arm is intermittently moved across the top of the grate, cutting off and 
crushing any clinker which may be formed. In this design, the walls are not 
water-cooled but are lined with refractory material which is cooled by radiation. 

The use of the automatic grate has resulted in considerable saving in oper- 
ating labor and in the production of more uniform fire conditions and increased 
operating time due to tlio elimination of the time formerly required for the 
removal of the clinker. 

An important modification in the usual apparatus has been the introduc- 
tion of the so-called "back run” process. This consists in the use of valve 
connections from the bottom of the generator directly to the wash box. The 
reverse connection between the top and bottom of the generator and the top 
hot valve are removed and a valve is put in between the top of the super- 
heater and the wash box. 

In operation, during the blow the valve on the back run connection to 
wash box is closed. 

The Gas Run — inicn the carburetor and superheater have been brought to 
the desired temperature, the air blast, the superheater, carburetor, and gen- 
erator arc cut off in the order named. The stack valve is closed and the steam 
is admitted through a meter beneath the grate of the generator. When the 
steam passes up through the hot fuel it is partially decomposed, forming blue 
water gas in accordance with the reaction C + H 2 O — CO + Ha and the gen- 
eral water gas reaction CO -f H 2 O — CO 2 + He. 

The hot water gas passes into the carburetor where it meets the enrich- 
ing oil, which is passed through a meter under pressure and then through a 
spray in the top of the carburetor. The sensible heat of the water gas and 
the high temperature in the surface of the checker bricks vaporize the oil. 
The mixture of water gas and oil vapors then passes down through the car- 
buretor, where the vaporization is completed, a considerable portion of the 
vapors being decomposed and to some extent polymerized into fixed gases. 
Passing from the base of the carburetor up through the superheater, where 
the temperature of the checker brick is very carefully regulated, the de- 
composition of the oil vapors is carried to the most advantageous point. 
The resulting mixture is composed of fixed gases, some condensible vapors 
and a small quantity of complex liydrocarbons, known as water gas tar. 

Tlic.^^e pass out through the connection to the stack valve, through the 
dip pipe into the wash box, which acts as a hydraulic seal and prevents 
both the escape of the products of combustion during the blasting perio 
and the rcturk of the illuminating gases. In contact with tlie water^in the 
wash box, the Vemperatui? of the gas is reduced from 1200° or 1300° F- l® 
about 190° by\the vaporization of the water, and some of the tar is ^ 
posited. The gases pass out of the wash box through the scrubbing an 
condensing apparatus to the relief holder. 

The Cycles^ The operation is a cyclical one. The first portion or 
ing-up period is known as the "blow” and the latter portion or ma'ino 
period” is known as the '^rtin.” 
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At the end of the run the oil is shut off and, after the set is cleared of 
oil vapors and steam, the stack valve is opened and the 'T)low” is com- 
menced. 

The relative length of the run and blow is determined by the quality 
of gas to be made and the fuel used. There is a tendency to reduce the 
length of the cycle as far as possible and with automatic operation the 
'"blow” may be from 1 to 1.5 minutes and the run from 2.5 to 3.5 minutes, ^ 

In order better to control the condition of the fire, the generator is 
equipped with valved connections so that during the run the steam may be 
put into at the top, and pass down through, the generator then up through 
the connection to the carburetor. This is known as a ^^down” run. 

The relative proportion of '"up” and ''down” runs is determined by the 
character of the fuel, principally its tendency to clinker. 

The generator is usually charged with fuel every hour and depending 
upon the ash in the fuel the apparatus is shut down and the clinker re- 
moved from the generator once to three times a day. The removal of the 
clinker is arduous work and many experiments have been made with me- 
chanical grates designed to remove the clinker continuously. 

Introduction o£ Oil — ^All of the oil is introduced during the first portion 
of the run that is made "up.” The oil and bottom steam are then ^hut off; 
the back run valve is opened and the valve between the superheater and 
wash box is closed. Steam is then introduced at the top of the superheater 
and passes down and up through the carburetor, becoming superheated, 
then down through the generator making the "down” portion of the run. 
The blue gas thus made passes through the back run connection to the 
wash box. 

By operating in this manner a saving of 3 to 4 pounds of generator fuel 
is secured, but about 0.1 gallon more oil is required. Apparently this saving 
is partially due to the heat that would be taken from the carbureting ves- 
sels by the cold blue gas on the "down” run and to the action of the super- 
heated steam. 

In the "Generator Down Run” system the fop Tiot valve and bottom hot 
valve are retained but the connection between them is removed and the 
bottom hot valve is connected to the wash box. During the blow the top 
hot valve is open and the bottom hot valve is closed. The oil is introduced 
as in the "back run” process during the first of the "up” portion of the run. 
During the "down” portion of the run the top hot valve is closed and the 
bottom valve opened, the steam being introduced at the top of the generator 
above the fire. 

A slightly smaller saving of generator fuel is obtained ^vith this system 
than vAih. the "back run” but the oil results are better due to the fact that 
the carburetor and superheater are not cooled by the "down” steam. This 
also results in a saving in the air required during the blow. The relative 
economies of the two systems will naturally depend upon the prices for gen- 
erator fuel and oil. 

Use of Bituminous Coal— An important change in operating methods 
was the use of bituminous coal instead of coke in the generators. The im- 
pellmg reason was the high cost of coke in the middle western states and 
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the cost of bituminous coal. Wlien bituminous coal is used alone the 
capacity of the apparatus is considerably reduced, but by using some coke 
depending upon the character of the coal, practically tlie standard capacity 
of the set can be obtained, together with an actual reduction in the total 
generator fuel. 

When good grades of gas coal are used xery successful results are now 
being obtained with SO per cent coal, 20 per cent coke, maintaining the game 
capacity as with coke and securing satisfactory oil results, 

' An important factor in the u>e of bituminous coal is the action of the 
coal ill the hot zone at the top of the generator. Apparently the best re- 
sults are obtained with coals of the splint type, that is, those that are not 
too strongly coking. The sizing of the coal is also important and the com- 
plete removal of all small coal and slag is essential in order to maintain 
satisfactory fire conditions. Apparently, the best results are obtained with 
lump coal knowm as '‘3x8/^ that is, passing through S-in. bars and retained 
on 3-in. bars. It is very important of course that the coal should not de- 
crepitate wiien suddenly heated, 

Appareuth' in ojiera ting with bituminous coal the active portion of the 
fuel bed is an annular ring around the circumference so that the smaller- 
size generators give better results than the larger ones. This observation 
has been utilized in wiiat is knowni as the ^Tier” process of utilizing bitumi- 
nous coal. In this system a solid c 3 ’lindrical pier of refractory material is 
built on the grate of the generator of such a diameter that the annular ring 
of fuel thus formed varies from 2G in, in width in the smaller generators to 
36 in. in the larger sizes. This perm it .s the use of nil bituminous coal with 
about 90 per cent of cnjiacily of the generator with coke. 

An important feature in connection with the use of bituminous coal is the 
use of the so-called ‘‘blow-run.” About fifteen seconds before the close of 
the blow the carburetor air is shut off and the stack valve is closed, thus 
sending the rich producer gas into the make gas. 

Due to the coal gas ])roducod during the blow', the producer gas is much 
richer w’hen coal is used in place of coke. It may range in heating values 
up to 150 to 160 B.T.U. per cubic foot. This increased heating value would 
result in overheating the carburetor and superheater if all of it were con- 
sumed by the secondary air, so the use of a certain amount of blow-run is 
almost essential to prevent overheating or the emission of smoke if insuffi- 
cient sccondaiy air is used. 

The data of Table 19 give the operating conditions at two plants, one 
operating on coke alone and the other on appreximateh' SO per cent bitumi- 
nous coal aWl 20 per cent coke. Tliis will give an idea of the variations 
necessary w'i\h tJic tw'o fuels. 

Automatit Control — ^The u.se of the automatic control of the set opera- 
tion has contmbuted larjgely to the increasing efficiency of wrater-gns opera- 
tion as it per&ts the Pse of very short and precise cj'clcs that cannot e 
obtained b}^ mar^tial operation. Figure 21 show’s one of the standard models o 
the automatic ci\ntrol. 

In tins appaiAuis two shafts are evolved, by means of an electric naotw, 
through a cone at ixny desired rate to give the cycle of operation 
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i.e., 3-4-5-6-7 minutes. One shaft controls the operation of the blow and 
the other controls the operation of the run. These two are geared so that 
their zero point, which always coincides, is the point at which the stock 
valve is opened or closed. All the other operations can be adjusted by 
means of clutches shown as two dials in the print of the apparatus^ so that 
they may take place at any desired point in the cycle. 

By means of these adjustable cams, pawls are operated which engage 
rocking arms that open or close the desired hydraulic valves that control 
the actual apparatus. By cutting off the electric current, the machine auto- 
matically comes into the “off” position, so distant control is readily provided. 


TABLE 19 — OPERATING DATA OF COAL AND COKE PRODUCER PLANTS 



100% Coke 

80% Boiler Coal, 
80% Coke 

Heating value gas 

540 B.T.U. 

542 B.T.U. 

Oil, per M 

2.91 gallons 
99.6 1 

3.10 gallons 
95.0 

B.T.U. per gallon 

Fuel, per M 

30.6 lbs. 

30.1 lbs. 

Fixing temperature 

1410° F. 

1450° F. 

Blow 

2 . 35 minutes 

3 . 0 minutes 

Run 

3 . 00 minutes 

3 . 0 minutes 

Per cent down runs 

34% 

1520 cu. ft. 

28% 

1350 cu. ft. 

Generator air, per M ... 

Steam, per M 

Gas made per sq. ft. grate per hr 

33 lbs. 1 

2150 cu. ft. 

1 

28 lbs. 

1975 cu. ft. 

! 


The temperature in the fixing vessels is automatically controlled by cut- 
ting off the blast if the temperature is too high or continuing it until the 
proper point is reached. The automatic control not only does everything 
that a man could do, but does it faster and has the advantage of not for- 
getting. 


Waste Heat Boilers — ^An important economy in operation can be se- 
cured by the use of waste heat boilers that will recover the greater portion 
of the sensible heat in the new blast products. A vertical type is ordinarily 
used. This is located at the outlet of the superheater and will recover ap- 
proximately 25 to 30 pounds of steam per M.C.F. of gas produced. 

While boilers have been used that recover the sensible heat in the make 


gas, they are subject to a considerable amount of carbon deposit which 
tends to coat tlie tubes, reducing their efficiency and requiring very fre- 
quent cleaning so, in general, only the blast gas boilers are now used. 

Use of Heavier Oil— An important modification of the apparatus has 
been developed to permit the use of the heavy carbon-bearing fuel oils for 
enriching purposes. Due to the demand for gasoline, the usual gas oil has 
been used for cracking, which has restricted the supply so that the gas in- 
dustry has been forced to adapt itself to the use of cheaper grades of oil 
such as fuel oil. These oils carry a considerable amount of material that 
will deposit carbon m quantities up to as high as 15 per cent and their use 
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on checker brick would rapidly clog up the interstices. One method o{ 
handling these high coke-bearing oils has been to atomize the oil at high 
temperature and under considerable pressure into an empty carburetor 
The oil is vaporized by the heat from the walls of the carburetor and tlie 
coke is deposited in the bottom where it can be removed through appro- 
priate doors. A small pier of checker brick is built in the bottom to pro- 



vide an igniting source for tlie producer gases. Otlier modifications use an 
arch for ignition. 

In addition to being fed into the carburetor, a portion of the oil is 
sprayed on the generator fire and the coke that is deposited is utilized as 
generator fuel. This type of operation requires that the top of the fire shall 
be at a relativel}’' high tomperaUire to insure complete vaporization of the 
oil, both to promote efficiency and to prevent smoke. The air required for 
the secondary combustion is introduced in a series of nozzles around the 
generator just above the level of the fuel. This system is knoum as marginal 
blast. 

Reforming. Under certain conditions the relative prices of fuel oil and 
coke are such that it is economical to increase the amount of oil used on t e 
fire with a resulting decrease in the required amount of coke for generator 




Fig. 23. Refractory Screen Carburetor. 


Reversed Flow Operation. Another modification is known as the '^re- 
versed flow” operation, which is shown in Figure 22. In this scheme the di- 
rection of the flow of gas in the carburetor, which is normally from the top 
down, is reversed by elevating the carburetor so that the blast gases enter 
at the bottom. This permits the oil to flow downwards against the rising 
stream of hot blue gas. 

The third modification uses a bed of refractory material in the ordinary 
carburetor to retain the coke formed where heavy oil is used. This is shown 
in Figure 23. 

Figure 24 gives the plan of a moderate-sized water gas plant. It will be 
noted that the gas passes from the generator through the preliminary scrub- 
bers and condensers to the relief holder, hence through the final condensers, 
exhauster, through the purifiers, meter, and storage holder, then through the 
governor to the distribution system. 

Detailed Consideration of Solid Fuels Used— The fuels used in the 
manufacture of water gas are anthracite and bituminous coal and the vari- 
ous grades of coke. Owing to its cost, the use of anthracite is rapidly de- 
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creasing, and the use of bituminous coal is rapidly increasing, and promises 
to supplant a considerable proportion of the coke. 



From a theoretical viewpoint the important function of the fuel m a 
water gas generator is to generate and store up the maximum amount o 
heat in a very short interval of time. Consequently, tlie denser cokes wou 
theoretically be better because they have the higher heat-storing capacity. 
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On the other hand the texture of the coke should be such that it will react 
readily with the air and steam so the maximum velocity can be attained. 

The principal requirement of all fuels is that the ash should be low, so 
excessive amounts of clinker will not be formed and that the fusing point 
should not be too low, so that the clinker can be controlled or that it not 
be too high, as such fuels cause clinkers to form in the upper part of the 
fuel bed that are difficult to remove and must be cut off with bars from 
the coaling door. Ash vdth a fusion point from 2300° to 2450° F. appears 
to give the most satisfactory operation. 

Table 20 gives an analysis of typical commercial generator fuels. 

TABLE 20 — COMMERCIAL GENERATOR FUELS 



Moisture 

% 

Volatile 

Comb. 

% 

Fixed 

Carbon 

% 

Ask 

% 

Sulfvr 

% 

Fusing Point 
of Ash 

Anthracites: 







Buck mountain. . . 

3.87 

4.08 

77.52 

14.53 

.40 

2750 

Lackawanna 

3.92 

3.48 

82.11 

10.49 

.63 

2714 

Lehigh 

3.44 

3.11 

84.11 

9.34 

.50 

2610 

Pittston 

3 91 

5 16 

73,07 

17.86 

.90 

2962 

Susquehanna. . . , 

2.30 

5.00 

84.14 

8.56 

.66 

3115 

Cokes: 







West Virginia. . . . 

.69 

.83 

91.11 

7.31 

.49 ^ 

2282 

West Virginia. . . . 

.80 

.88 

85.53 

12.79 

.66 i 

2610 

Virginia 

.70 

.86 

90.81 

7.63 

.46 

2606 

Alabama 

.60 

.69 

87.01 

11.70 

.77 

2715 

Kentucky 

.02 

.56 

94.58 

4.84 

1.04 

2250 

Bituminous coals: 







West Virginia. . . . 

2.5 

35.7 

57.2 

4.6 

0.60 

2800 

Virginia 

1.10 

38.1 

55.1 

5.7 

0.93 

2462 

Pennsylvania .... 

.90 

39.2 

55.2 

4.7 

1.27 

2570 

Illinois 

6.57 

33.51 

53.29 

6.63 

.51 

2280 

Indiana 

11.08 

33.27 

42.99 

12.66 

1.47 

2320 


Si 2 e of Fuel. From a practical standpoint it is important that the fuel 
should be relatively free from fines and should not downgrade under the in- 
fluence of the abrasion and high blast rates that are now used in the indus- 
tp' in order to secure maximum capacity. The latter requirement is espe- 
cially important in connection with the use of heavy oils on the fire, as the 
coke formed tends to clog the fuel bed, particularly in the presence' of any 
considerable amount of small particles. 

Characteristics of the Oil— For many years the oil used for making 
carbureted water gas was known as gas oil and was a fraction in petroleum 
distiUation for which there was very little sale as it was an intermediate be- 
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tween the illuminating oils and the light lubricating oils. This fraction has 
proved ideal for the manufacture of gasoline so its supply is now very much 
restricted and the gas industry now uses mixtures of residual oils and resid- 
uum from the cracking process. Due to the fact that the oils are generally 
mixtures, not only of various fractions but also from various fields, the 
origin of the oil is no longer very helpful in determining its enriching 
qualities. 

Composition and Enriching Efficiency. It appears that, in general, the 
paraffinic type of hydrocarbons are the most valuable as the ring structure 
compounds seroiusly reduce the enriching efficiency. The yield of tar is 
some indication of the undesirability of the aromatic hydrocarbons. In oils 
composed largely of the paraffinic type of hydrocarbons, the tar will rarely 
run over 10 per cent of the volume of the oil. With the increasing com- 
plexity and the preronce of ring compounds, the tar yrield vail increase up 
to 15 and IS per cent, while the residues found in fuel oils yield up to 
30 per cent of tar. The use of a .small laboratory^ apparatus which enables 
a sample of the oil to be subjected to increasing temperatures in the pres- 
ence of hydrogen or blue gas has been of great service in predicting the 
probable usefulness of oil for carbureting purposes, although in most cases a 
fair estimate may be made of the value of the oil by' the use of empirical 
methods which separate the oil into paraffins, olefines, aromatics, and naph- 
thenes. Table 21 shows the analyses of a number of samples of enriching 
oils which include both the gas oils, residuums, and fuel oils. In general it 
may be said that there is fairly* good correlation between the hydrogen in 
the oil and its enriching cfriciency\‘ the higher the hydrogen content the greater 
the efficiency. 


TAULK 21 — CnAUACTKUlSTICS OV UKAVTf FTTUU OILS USED FOR ENRICHMENT 


Enriching Value lOOO’s of B.T.U. 






per Gallon 

72.0 

80.0 

90.3 


111.0 

Specific Gravity G0° F. ... 

1.024 

1.017 

.994 

.946 

.917 

Viscosity Furol 

52 i 

272 



60 

Coke per cent by' weight .... 

12.2 

14.5 

13.3 

5.3 

4.5 

Sulfur per cent by' weight 

0.S5 : 

1.77 

2.46 


0.51 

DistiUation: i 





3.0 

Oil to G00° F 

20.5 

9.1 

24.5 

20.4 

G00° to 700‘^F 

54.5 

13.3 

56.5 

42.4 

63.9 

Empirical Ilydrocarhon Analysis: 




12 


Aromatics 

20 

12 

8 

8 

Olefines 

34 

28 


8 

12 

Naphthenes 

1 16 

22 


32 

2S 

Paraffines 

30 

38 


48 

52 


The use of the refractive index of the oil is also of sert'ice in predicting 
its probable efficiency, but in the final analysis, this is essentially a method 
for indicating the probable percentage of the paraffine or straight chain t}T® 
of hydrocarbons. 
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CoU While dMillet. gee oil usuelly produces fa ftau I 

per cent o! coke, the heavier residual oil will generally contain from 3 to 5 
rer ceM for mid-continent and Onli coast rcdueed crudes, to as high as 14 
nor cent in the heavier Mexican fuel oils. 

^ Whea the coke yield is above 3 per cent it begins to affect the operation 
of the carburetor by covering the checker brick ivith a carbonaceous coating^ 
This coke deposit is apparently quite sticky at one stage in its formation 
as it collects tlie ash and fuel dust blown over from the generator and fills 
up the interstices in the checkering, giving rise to back pressure and poor oil 

efficiency. 

Products of Pyrolysis, The reactions involved in the formation of on gas 
have received very extensive study during the past few years with partic^ar 
reference to the possibility of increasing the production of low-boiling hydro- 
carbons, such as benzene, toluene, and gasoline. As a result of this study we 
have acquired a considerable amount of data regarding the general course 
of the reactions and the most favorable temperatures for emphasizing the pro- 
duction of certain constituents. 

In general, the reactions involved follow much the same lines as those oc- 
curring during the latter stage of the carbonization of coal. The principal 
difference is that in the manufacturing of carbureted water gas the tempera- 
ture and the time of contact are Under much more exact control. In this 
connection, it may be noted that there is a considerably larger ratio of toluene 
to benzene and a smaller proportion of naphthalene formed than in the manu- 
facture of coal gas. 

The products formed with increasing temperatures seem, in general, to 
follow the reactions that ^Yere discussed under the distillation of coal. The 
illuminants decrease and the hydrogen increases while the paraffines remain 
about stationary. 


TABLE 22 — EFFECT OF TEMPERATURE ON DECOMPOSITION OF OIL 


Temperature 

"C, 

Gas per GaL 
Cu. Ft. 

Tar 

! 

Coke 

% 

Olefines 

% 

1 Paraffines 
\ % 

Hydrogen 

% 

711 

56.4 

28.0 

1.83 

38.0 

48.0 

11.1 

741 

61 5 

29.4 

2.43 

83.8 

48.3 

14.1 

751 i 

63.7 

26.2 

3.63 

31.3 

50.3 

13.5 

789 I 

68 0 

24.2 

3.45 

25.0 

49,2 

19.1 

832 

80.3 ! 

1 

11.9 

12.43 

1 

13.1 

47.0 

33.6 


The influence of the iiigh partial pressure of hydrogen is especially marked 
in the formation of carbureted water gas, as the blue gas contains nearly 50 
per cent of hydrogen. The hydrogen inhibits the decomposition of the pri- 
mary products and the splitting off of more hydrogen, which unites with 
the complex residues, resulting in a higher percentage of oleftnes, somewhat 
less gas and more tar. Table 23 shows the composition of oil gas at a given 
temperature and the calculated and observed mixtures of oil and blue gas. 
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TABLE 23 — CALCULATED AND OBSERVED COMPOSITION OF CARBURETED WATER GAS 



Bhtc 

Oil Gas 

Calc. Carb. W. G. 

Obs. Carh. fi’’. (? 

Illuminants . 

0 

30 0 

9.5 

14 8 

CO . 

39 8 

1 1 

29 7 


Ha . 

50 0 

13 3 

40 5 

31 4 

CH 4 

2 2 

40 4 

12.1 

16.8 

CoHc . 

0 

6 9 

1 8 

3 

CO 2 ... 

4 G 

.5 

3.5 

3 7 

O 2 

4 


3 

3 

N 2 

3 1 

i 3 

2 6 

2 2 


Operating Data. Figure 25 gives the data obtained on several types of 
oil. These data also shows the cfTect of cracking on the oil efficiency. Figure 
2G shows some data exhibiting the effect of varying the amount of oil used 
and shows the beneficial elTcct of the high partial pressure of tlie hydrogen 
in the blue gas. 

AVith the use of higher fixing temperatures and somewhat smaller quantities 
of oil per thousand cubic feet of gas, naphthalene stoppages have appeared 



with carbureted water gas when they were practically unknown under the il- 
luminating value standards. 

Experiments have indicated that almost the same quantity of naphthalene 
is made per gallon of oil at the same fixing temperature whether 4 gals, or 
2 gals, of oil are used, but with the 4-gal. gas there is neaily three times as 
much condensate to hold the napthalene in solution. This results in higher 
concentration of naphthalene in the condensates from the 2-gal. gas and con 
siderably higher naphthalene content in the gas itself. In these tests t^e 
4-gal. gas contains 14 grains naphthalene per 100 cu. ft. and tlic 2-gaI. gas 
grains per 100 cu. ft. 
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With some oils the efficient fixing temperatures are so high that naphtha- 
lene scrubbing is necessary to prevent stoppages in the distribution system. 

Condensation and Purification — ^The condensation and purification of car- 
bureted water gas follows the same general lines as that previously described 
for coal gas except that there is no ammonia to be removed. The important 
impurities are therefore the tar, hydrogen sulfide, and naphthalene. In water 
gas, however, the gas leaves the wash box at a temperature approximating 
190° F. and is frequently nearly saturated with water vapor; at 90 per cent 
saturation about 86,600 B.T.U. per M.C.F. would have to be removed to bring 
it to 80° F. so that although the water gas has to be cooled only about 50° F. 
more than coal gas, the heat to be removed is more than five times as great. 

The gas leaving the wash box at a temperature of about 190° F. passes 
through the scrubbers and primary condensers of either the direct contact 



Fig. 26. Effect of Varying Amounts of Oil. 


or tubular tj'pe into the relief holder. The bulk of the tar will now have been 
deposited. From the relief holder it is drawn by means of the exhausters, and 
pumped through the secondary condensers and tar extractors. 

The gas is drawn from the relief holder by means of the exhausters and 
pumped through the secondary condensers and tar extractors into the puri- 
fiers. The tar extractors may be of the P. & A. type or the Cottrell Pre- 
cipitator. 

Due to the fact that there is no ammonia present in the water gas the use 
of direct contact scrubber condensers is quite general. In this type of con- 
denser the gas is scrubbed -with water m a tall grid-filled tower. The water 
is then cooled in coils and returned to the circulating system. 

Purification. The purification of water gas is carried on under the same 
general conditions as those surrounding the purification of coal gas. The hy- 
dropn sulfide content of water gas will rarely exceed 150 grains per hundred 
cubic feet so that the work to be done by the purifiers is considerably less 
than in the case of coal gas. The oxide used frequently contains less iron 
oxide per bushel than that used for coal gas. 
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Due to the fact that carbureted water gas is saturated mih hydrocarbons 
it will carry' a certain amount of tar in the form of mist so the water gas 
oxide becomes cout^iminnted with tar to the point where its efRciency is seri- 
ously decreased and the back pressure is increased so that it is rarely possible 
to secure as high a concentration of sulfur in the oxide as may be obtained 
in the purification of coal gas. 

The use of the Cottrell precipitator for the removal of the last traces of 
tar has resulted in increasing considerably the capacity of the oxide. 

Nitric Oxide. The extraordinary efTect of small quantities of nitric oxide 
in causing the formation of vapor-phase gum deposits in the distribution sys- 
tem has already been discussed in connection with the manufacture of coal 
gas. The same effect is produced in carbureted water gas. It appears that 
the source of nitric oxide is the same — that is, it comes from the products of 
combustion, so the operation of the apparatus must be such that the finished 
gas w’ill contain a minimum amount of these products. This requires that 
the products remaining in the set after the blow should be purged by the use 
of what is frequently called “steam purge and that the condition of the valves 
governing the secondary' air supplies should be closely controlled. Should these 
leak during the blow, combustion will take jdace with a consequent production 
of nitric oxide. Generally', it is relatively easy to control the operating cycle 
and conditions so that only a very small amount of the nitric oxide need be 
produced and this is usually removed in the purification. 

Liquid-Phase Gxmx. The presence of liquid-phase gum in the distribution 
system is generally indicative of improper condensing facilities. This gum, as 
its name implies, is formed only in the liquid phase as a result of the poI}Tiien- 
zation and oxidation of styrene and indenc, which must first condense out of 
the gas as liquids before the gum can form. 

In the manufacture of the carbureted water gas, too low a fixing tempera- 
ture or a very short time of contact of the oil vnpom with the fixing vessels 
may result in the production of an excessive amount of these hydrocarbons; 
yet it is impossible to operate the process without producing some of them. 
It is necessary', therefore, to remove them by' condensation or scrubbing. In 
general, this means that the gas should leave the plant with a vapor dewpoint 
below the lowest temperature to which It may' be subjected in the distribution 
system. This temperature wall, of course, vary with the air temperature and 
must be considered to be lower in the winter than in summer. 

Is the t( nperature of the cooling w'ater supply is too high, artificial refrig- 
eration may*1je used to lower the temperature to the required point. In plants 
emploVing i^mphthaleno scrubbers the use of a small additional quantity of oil 
will gifcne^aEy lower the concentration of the indene and styrene to a point 
w'hero ^liG^ gjas may' be compressed before distribution. The use of suit- 
alile a"Ar-t^oOJers will generally control the saturation of the gas very satis- 
factorily!? \ \ 

Specipb^dmvity of Gas. In order to secure satisfactory service in the com- 
bustion of gas \ in the many complicated appliances now available to the con- 
sumer, it is necessary’’ that the specific gravity should be controlled lo 
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fairly narrow limits. This is a subject which has only recently received the 
attention that it deserves. Operating cycles have been perfected which will 
permit controlling the specific gravity and the use of recording gravitometers 
has been of great assistance. 

OIL GAS 

The manufacture of oil gas as practiced on the Pacific coast is related in 
a general way to the manufacture of water gas. Essentially, it is a cracking 
process whereby the oil is in part broken down to its constituent hydrogen, 
and lampblack and the remainder is left as permanent gas with relatively 
small amounts of vapor so that its composition closely resembles coal gas. - 
This process is an excellent example of the adaptation of means to utilize the 
existing raw materials more efficiently. In general bituminous coal and coke 
are expensive on the Pacific coast due to the long distances they have to be 
transported, whereas an abundant supply of rather cheap oil is readily avail- 
able. Therefore, the manufacture of oil gas has been the logical solution. 

Because of extension in the use of natural gas, however, many cities for- 
merly using largo quantities of oil gas have changed over to natural gas 
within the last decade. 

Methods of Operation — ^There are two distinct methods of operating. One 
method attempts to make the minimum amount of lampblack and is typified 
by the Jones apparatus, while the other method deliberately attempts to 
make a considerable quantity of lampblack, using more oil, of course, but 
putting the lampblack into marketable form with the idea that as a by-product 
it is more valuable than the original oil. Evidently, local conditions must 
determine the relative efficiencies of these processes. 

Jones Apparatus. In the Jones type of apparatus, a set with a capacity of 
5,000,000 cu. ft. per day has shells which are 18 ft. 9 in. outside diameter fined 
to 14 ft, 3 in. diameter. The primary shell is 49 ft. high while the secondary 
is 63 ft. high; the connection being 10 ft. by 17 ft. 

In operation, air is blown into the primary shell for 3 minutes, to burn 
out the carbon, then for 2 minutes it is also blown into the base of the sec- 
ondary shell. The second blast is shut down and oil is turned on in the top 
of the primary for 5 minutes, The temperature in the primary checker will 
now be between 1600° and 1700° F. and in the secondarj'' about 100° F. lower. 
The oil and blast are shut off and steam is turned on the top of the primary 
and the secondary for 1 minute. During this time blue water gas is made. 
Oil is then turned into the lower checker brick in the primary and into upper 
checkers in the secondary for 7 minutes. The oil is then cut off and steam 
alone used for 2 minutes, which completes the cycle. The oil is sprayed 
into the macliines with steam and must be preheated to give it the necessary 
fluidity. 

The temperatures are controlled by pyrometers and are checked by the 
appearance of the overflow at the wash box. In making gas of 550 B.T.IJ. 
per cubic foot about 7.0 gals, of oil per thousand cubic feet are required, 
About 1.0 gal. is used during the heating period, the remainder during the' 
making period. 
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The gas \nll have the following composition and characteristics when 
made from heavy California crude. 

Per Cent 

Ills 4.2 

CO 10.4 

H, 47.6 

CH. 27.0 

COo 4.6 

0 / .4 

N, 5.8 

Sp.gr 476 

B.T.U 554 


About 12 lbs. of lampblack and 0.5 gal. of tar will be produced per one 
thousand cubic feet of gas. 

Alternate Apparatus, The other type of apparatus is known as the straight, 
short set and consists of a single shell divided into sections by arches which 
carry the checker brick. The top is provided with a stack valve. In a set 
with a capacity of 2,400,000 cubic feet per day, the shell would be 20 ft. 
diameter lined to 17 ft. by 36 ft. high. The blast chamber and heating burn- 
ers are at the base. The wash box is S ft. diameter and 7 ft. high. 

The operation is, in general, the same as previously described, but the 
cycles arc usually 10 minutes heating and 20 minutes making, and for a 550 
B.T.U. gas the oil per thousand would be about S.6 gals, per thousand cubic 
feel and there would be provided about 23 lbs. of lampblack and .2 gal. of tar. 

The gas will have practically the same composition as that made in the 
other process. In comparing the heating value put into the gas per gallon 
of make oil used in the oil gas process with the carbureted water gas process, 
we would get the following figures. 


Straight shot 23 lbs. carbon .2 gal. tar 7,250 B.T.U. per gal. 

Jones 12 .5 87,700 “ 


Carbureted water gas None ,5 '' 105,700 


The straight-shot apparatus can be operated in the same manner as the 
Jones set — i.e., with a minimum production of lampblack and will give nearly 
the same oil efficiencies on equivalent sizes of apparatus. 

In the early days of this process the working conditions were not well un- 
derstood and the operation of the machines resulted in enormous accumulation 
of lampblack frW excessive and irregular temperatures carried in the appa- 
raliLP. Now, however, with the control that is exercised over the operation 
of the set, iiv addition to the better design, the apparatus has resulted in an a - 
most total elimination of the trouble and nuisance due to lampblack. T e 
bulk of the lampblack is now removed in a self-cleaning wash box in whic it 
is washed from the gas by a large quantity of water, which prevents t e 
formation of large lumps. , . , 

Scrubbing, From the wash box the gas passes through scrubbers filled vnm 
w^ooden trays similar to those used in the carbureted winter gas apparatus. ^ 
there are no by-prodiil^s to be saved, a rather excessive amount of water is 
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supplied to the scrubbers. In some of the plants three scrubbers are used, 
applying from 10 to 15 gals, per thousand cubic feet per scrubber, or a total 
of, say, 40 gals, per thousand cubic feet. The water from the' wash box and 
scrubbers is run into the lampblack separator, where the lampblack is re- 
moved. The lampblack as taken from the separator contains about 60 per 
cent of water. This is piled in heaps and allowed to drain until it contains 
about 20 per cent. It is then used for fuel either under the boilers or in 
water gas apparatus. 

In some of the more modern plants the lampblack is removed from the 
wash-box water by vacuum filters, is dried in rotary oil-fired driers and is 
then briquetted. 

Due to the high temperatures employed in the fixing chambers, a consid- 
erable quantity of naphthalene is formed. This is removed by scrubbing the 
gas as it leaves the last water scrubbers with the oil used for gas making. 
About 5 gals, per thousand cubic feet is used in grid-filled scrubbers. 

A great advantage of this type of apparatus is that it can be built and 
handled in large units, so that the operative labor is reduced to a minimum, 
and no time is lost in clinkering. The machines can be depended upon to pro- 
duce their gas continuously, so only a very low holder capacity is required. 

Condensation and Purification — The condensation and purification of the 
gas follow very closely the practice previously described under carbureted 
water gas, except that the removal of the last traces of lampblack and the 
small quantities of tar require special consideration. The hydrogen sulfide is 
usually low. 

Type of Oil — Of the available oils in California, it has been found that 
those of highest specific gravity give the best results or, in other words, that 
the hydrocarbons present in the oil are all about equally valuable, so that the 
oil yielding the greatest weight per gallon will naturally give the greatest num- 
ber of cubic feet of gas. This result rather bears out the idea that has been 
gaining ground in the East where the heavier grades of enriching oil have been 
tried out and experimented with more thoroughly. The heavier grades of oil 
require heating so that they will spray properly. The sulfur content of the 
California oils varies quite widely, some crudes containing as much as 4 per 
cent. It has been found that where the sulfur does not exceed 1 per cent, 
the gas is readily purified with iron oxide, as the hydrogen sulfide will not 
exceed 300 grains per 100 cubic feet. 

With some oils the organic sulfur has given considerable trouble and this 
led to the use of the Hall reheating process for the removal of the organic 
sulfur compounds. 


GENERAL PROCESSES AND OPERATIONS 

Heretofore we have considered only the manufacture and purification of 
the several commercial gases, as these processes have differed considerably for 
each class. We will now take up several steps that, while they more properly 
belong to the distribution of the gas, they are undertaken at the plant and 
may now be briefly considered here as being common to all the various classes. 
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Metering— After the gas passes the purifier it is metered in order that a 
proper check may be kept upon manufacturing operations. The volume of 
gas made is usually corrected to 60° F. and 30" mercury. 

Until recently the wet drum meter which operates by the displacement 
of a water-sealer drum was the standard form of apparatus used in the meter- 
ing of manufactured gas. Where large volumes of gas have to be handled 
this type of meter becomes very bulky and expensive and it has been replaced 
by the so-called rotary meter which is in effect a small positive blower pro- 



Fio. 27. Low Pressure Meter; Displacement 65.23 CFR; Maximum Continuous 
Hourly Rnting 910,000 CFH. 

viclcd with a recording mechanism and which is operated by the gas pressure. 
A meter of this type is shown in Figure 27. This type of meter is much 
more compact, occupies but little room and is considerably cheaper both in 
first cost and in maintenance. 

An electric meter has been used which automatically records the mass and 
therefore the volume at a definite temperature of the gas by the rise in tem- 
perature of the stream of gas that has had a definite quantity of heat added 
to it electrically. Actually the rise in temperature is maintained constant 
and the varjdng amounts of energy necessary to maintain this rise are re- 
corded and then related directly to the mass of gas delivered. 

In large installations, paiticularly in the coke-oven industry, where large 
volumes of gas have to be measured and absolute accuracy is not require , 
Venturi meters with an automatic integrating mechanism have been use 
These have been successfully employed where the flow is fairly uniform an 
their use was desirable owing to low installation cost. 
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Holders— From the meters the purified gas passes to the storage holders 
(see Figure 1). The holder proper, or bell, is built of thin sheet iron or mild 
steel, supported in a structural steel guide-frame. The holder, if large, is com- 
posed of several sections to reduce the depth of the tank in which it is sealed. 
The various sections are joined with water seals which, in climates where 
freezing weather is prevalent, must be heated to prevent the water from freez- 



Fig. 28. Waterless Gas Holder, Capacity 15,000,000 Cubic Feet. (Courtesy 
Consolidated Edison Co. of New York) 

ing and thus damaging the holder. The tanks are either of brick or concrete, 
built in the ground, or of steel above the ground. Owing to the great weight 
of the water and steel composing the holder the foundation must be carefully 
prepared, especially where the tank is of brick or concrete. 

Waterless Holders. Within recent years another type of storage holder has 
been introduced which is known as the waterless type. The holder proper is 
so fabricated that the interior is smooth and serves as a cylinder for a piston, 
which rises and falls in response to the volume of gas in the holder (Figure 28) . 

The joint between the piston and the body of the holder proper is made by 
means of a set of steel shoes rubbing against the side of the holder and con- 
nected^ to the body of the piston proper by heavy canvas. 

This joint is built in the form of a cup below the top of the piston proper 
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and this cup is filled vdih a heavy oil or tar of sufficient depth to resist the 
pressure of the gas in the holder. Provision is made for catching anv oil 
which may leak through the joint to the base of the holder and returniiiff it 
by means of automatic pumps to the top of the piston. 

In another form of construction the piston has a number of packing rings 
and a grease is u-ed to lubricate tlie joint ahd to render it gas-tight. This 
type of holder eliminates the operation cost of the pumps that are required 
where tar or oil is used as a seal. The waterless type of holder lends itself 
especially well to situations where foundation conditions 
are not of the best. 

Station Governors, In order to secure proper and ade- 
quate pres'^urc conditions, the gas as it passes out of the 
holders is fed through governors which automatically main- 
tain a constant pressure, or in some cases increase and 
decrease the ])res':ure in accordance with the varjdng rate 
of flow. Figure 29 illustrates one form. 

Utilization of Residuals — The residuals or b\^-prod- 
urts depend upon tlie kind of gas made. Coal gas gives 
coke, coal tar, ammonia, cyanogen, spent oxide and retort 
carbon. Water gas has only one, the tar, while the all-oil 
Fig ‘^9 The Con- Pacific coast \*iclds lampblack, 

nelly*" Type M. S. Coke, The retort coke is usually crushed, the breeze or 
Mercury Gas fine dust removed and the crushed product separated into 

Governor Dcliv- .<^evcral sizes for sale. The breeze is usuallj' burned at the 

ers Constant Out- Jn the producers or as boiler fuel either alone on 

Direct ^Proportion spcrially-constnictcd grates with forced draft or mixed with 
to the Volume, sold as filtering material. 

The coke produced in the ordinary horizontal retorts is 
generally of small size, has a rather high bulk content and low crushing strength 
While this is satisfactory for domestic use it has not been used for foundry pur- 
po.'^es. The coke made in by-product coke jilants, even from high volatile coals, 
and the coke made in the vertical ovens is much stronger and is satisfactory for 
use for foundiy purpo^'cs. 

The lampblack is allowed to drain and air dry and may be used directly 
as boiler fuel, but successful results have lately been obtained by briquetting 
the dried material, there being sufficient tar present to act as a binder. 

The retort carbon is sold as such and is used in the manufacture of arc 
and battery carbons, dry" batteries and other purposes requiring a hard, dense 
form of carbon. 

Tar. The tars arc generally sold to tar distillers after the water content 
has been reduced to 3 per cent, which is the usual basis of sale. 

The water-gas tar produced with certain oils frequently gives considera e 
trouble due to the fonnatiou W emulsions which may contain as high as 
per cent water. This phenomenon occurs only occasionally with distillate o s, 
but where the heavier fuel oils\arc used the tar will rarely contain lets t an 
50 per cent of xvater, so that |hc ^emo^^al of this water at times pre&en s 

quite a serious problem. \ . * j- * . tl at 

A considerable amount of research work has been done which indicate^ ^ 




643 


MANUFACTURED CITY GAS 

the formation of emulsion is due to a tough coating of oily material around 
each of the particles of water which is difficult to disrupt, A number of 
processes have been developed to overcome the trouble. Among these may 
be mentioned the heating of the material under pressure above the boiling 
point of water. In many cases this apparently will break the enclosing en- 
velope, thus permitting the water globules to coalesce and separate from the 
tar. The use of centrifugal apparatus is generally satisfactory for breaking 
the emulsion, but the capacity is low because of the presence of a small amount 
of coke breeze and other material in the tar, which requires very frequent 
cleaning of the rotor. In cases of persistent emulsions it has been found nec- 
essary at times actually to distill off all of the water in the form, of steam. 
This is, of course, time consuming and requires the expenditure of a large 
amount of heat. It has recently been proposed to heat the emulsion under 
pressure to a relatively high temperature in a pipe still and then allow it to 
flash off in an evaporator similar to that used in the distillation of petroleum. 

Few plants attempt to refine their tar. In many of the smaller plants 
and where freight rates are unfavorable or other conditions do not permit 
shipping the crude tar to a distiller, the tar is burned as fuel under the 
benches or boilers. The heating value of the tars will range from 15,000 to 
18,000 B.T.U. per pound. 


BY-PRODUCTS 

Light- Oil Recovery — While light-oil recovery has been generally practiced 
in connection with coke ovens it was not until the demand for toluene brought 
about by the first World War became so insistent that light-oil recovery plants 
were introduced into city-gas plants. About twenty-two plants were erected, 
but at the present time only three or four plants are operating and these plants 
are producing a refined light oil for use as motor fuel, generally in admixture 
with an equal volume of gasoline. 


TABUE 24 — lilGHT-Oin YIEEDS 



^ ffonzonial 
j Retorts 

Vertical 

Retorts 

Coke 

1 Ovens 

1 

Carb. 1 
Water Gas 

[ AUrOil 
Water Gas 

C.P. benzol 

C.P. toluol 

Refined naphthas 

Unsaturated hydrocarbons . 

1 GalJTon 
1.62 

1 .41 , 

.30 ^ 

.36 

GaljTon 

1.81 

.43 

.41 

,43 

Gal. JT 071 
1,782 
.402 
.216 
.297 i 

i 

Per Cent 
4.5 

2.2 

1.0 

3.1 

Per Cent 
3.3 

.2 

.03 

.60 

1 2.69 

i 

s.os 1 

2.707 

10.8 

4.13 


The most important source of light oil is the by-product coke-oven indus- 
idants^^^ Jnajont)' of the coke ovens are provided with light-oil recovery 

The amounts and relative proportions of the condensable hydrocarbons 
present m city gas vanes considerably with the process, i.e., coal-carbureted 
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water gas^ all-oil water gas; and with the type of apparatus; and with the 
raw materials. 

In discussing the quantities involved it has been thought more logical to 
express them in gallons per ton of coal carbonized for coal gas and as a per- 
centage of the gas oil used for carbureted water gas. 

In this connection the use of ''C.P.” and ^Vefined’^ indicates that the hydro- 
carbons were washed with acid and soda before valuation. 

Method o£ Recovery — ^The method of recovery in general use involves 
scrubbing or washing the gas with an oil of high boiling point (low vapor 
tension) until it has absorbed from 2.5 to 3.0 per cent of the light hydro- 
carbons. The so-called benzolizcd oil is then heated to 240° to 280° F. and 
distilled with live steam, thus liberating the low-boiling benzol homologs. The 
debenzolized wash oil is then cooled by heat e.vchangers and water coolers and 
is returned to the c 3 "clc. 

It is evident that given a wash oil of low vapor tension, the extraction will 
depend upon the relative amount of low-boiling vapors present, the saturation 
of the benzolizcd wash oil, i.c., the volume of wash oil per unit volume of gas, 
and the temperature. As the temperature increases, the volume of w%ash oil 
must be increased to decrease the percentage of saturation to obtain equal ef- 
ficiency of extraction. The highest commercial efficiency of extraction is be- 
tween 92 to 95 per cent, while average working will probably not exceed 90 
per cent. The wash oil used is generally^ a high-boiling petroleum oil known 
as “absorbent” or “straw oil.” 

Operation — The rccovcrj’' apparatus is usuall}' installed in coal-gas plants 
after the ammonia washers where the gas has already been cooled and the 
temperature for the highest extraction is rarely' allowed to exceed 75° F. In 
water-gas plants it is usually installed after the purifiers. 

While the main features of the recovery apparatus is the same in nearly 
all the modern systems there are a number of minor points of difference, prin- 
cipally in design. 

Here the gas is brought into contact with the wash oil in tw'o tall towers 
filled with lay'crs of boards on edge or ceramic forms in order to break up the 
gas stream and to expose the maximum surface of oil to the gas. The oil is 
sprayed down the towers against tlie rising stream of gas. Separators simi- 
lar to steam separators in the gas outlet pipes prevent the loss of wash oil 
in the form of the mist or spray while the bottom of the towers and external 
separators remove any’^ water that is deposited out from the gas. The wash 
oil now contains from 2.5 to 3.0 per cent of cnide benzol and is at a tem- 
perature of, say, 75^ F. 

It then passes to a vapor to oil heat exchanger where it is heated to 150° F. 
by' the latent heat of the vapors from the debenzolizing still, then through an 
oil-to-oil heat exchanger where it is heated to 220° F. by the hot wash oil 
from the bottom of the still, thence to the steam preheater w’here high-pressure 
steam is used to bring the temperatures up to 270° to 290° F. 

Distillation, It is essential that the oil be brought to a high temperature 
before it enters the still. The hot oil now passes down the column of the 
debenzolizing still. This is composed of cast-iron sections of the same general 
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principle as that shown in detail in Figure 30 but having somewhat larger 
run-back passages. 

Usually there are 8 or 10 sections at the top of the column, of a smaller 
sectional area than the 14 to IS sections at the bottom, through which the 
oil flows. At the base of the column is a spray through which live steam 
is introduced equal in amount to 70 to 100 per cent of the volume of crude 
benzols distilled out. 

As the steam rises through the current of descending hot oil the low-boiling 
vapors are liberated and rise through the column, thus thoroughly scrubbing 
the incoming oil and depositing the considerable quantity of the wash oil that 
is carried forward mechanically in the upper sections. A certain amount of 
the wash oil, however, comes over with the crude benzols and may run as high 
as 20 per cent by volume, although good working condition will reduce this 
to from 3 to 8 per cent. 

The vapors then pass to the vapor-oil heat exchanger, where they give up 
most of their latent heat to the incoming benzolized wash oil, then to con- 
densers, and finally to a separator to remove the condensed steam and to the 
storage tanks. 

The debenzolized wash oil leaves the base of the column at about 240° F. 
and passes through the oil-to-oil heat exchanger, thus heating the incoming 
benzolized wash oil and cooling to about 170° F.; from here it passes to the 
coolers which are usually of the ammonia type where it is cooled to 75° F., 
and then passes to the debenzolized wash oil tank and is ready to commence 
the cycle again. 

In order to secure maximum recovery of the light oil, vacuum stills have 
been used. 

In other systems the tower scrubbers are replaced with mechanical scrub- 
bers, or in one system with a column similar to that used in the debenzolizing 
still. In the operation of recovery apparatus the quantity of recoverable 
hydrocarbons present, the gas temperature, and the efficiency of recovery de- 
sired are determining factors. 

Efficiency of Recovery — In coke-oven plants where complete recovery is 
the goal, the temperatures are usually held below 75° F., and sufficient wash 
oil is used to yield saturation of the benzolized oil of not over 2% per cent, 
i.e., at 2.0 gals, of light oil per ton of coal and 10,800 cu. ft. per ton, this 
would mean 7.22 gals, of wash oil per 1000 cu. ft. With higher temperatures 
and greater quantities of light oils present, the wash oil used may run up to 
14 to 16 gals, per 1000 cu. ft. 

The practically complete elimination of the light oil from the benzolized 
oil is important in securing high recovery efficiencies. To a great extent this 
is secured by a uniformly high temperature of the oil entering the debenzolizing 
column. It is difficult to secure complete elimination of light oil with a tem- 
perature less than 220° F., and this will require considerably more live steam 
than where the oil is from 240° to 280° F., at which temperatures the recov- 
ery is complete and the whole operation is much more smooth and uniform 
The live steam required varies from 70 to 100 per cent by volume of the light 
oil produced. ^ 



MANUFACTURED CITY GAS 


647 


Products from Sulfur — ^Normally the presence of shavings in the spent 
oxide, together with tar, prevents its use for the manufacture of sulfuric acid. 
Some experiments have been made, however, using blast furnace slag as the 
distending agent. If this is used and Cottrell precipitators, or other efficient 
forms of tar-removing apparatus are employed, it has been claimed that some 
plants have been able to sell their spent oxide for acid manufacture. 

The use of liquid purification processes for hydrogen sulfide removal have 
resulted in several new by-products. In the Thylox system the finely divided 
sulfur that is recovered has found a certain use as a fungicide and in the prep- 
aration of sprays for agricultural purposes. It has also been melted and cast 
into bricks and burned in the manufacture of sulfuric acid. Sodium thiosulfide 
and thiocyanate have been separated by fractional crystallization. 

In some cases ammonia has been used instead of sodium in the Thylox 
process and this gives rise to a rather valuable by-product in the form of 
ammonium thiocyanate which has a number of chemical uses. It can, for ex- 
ample, be transfoimed into thiourea by heating under proper conditions. 


CHAPTER 16 


COAL TAR AND ITS DISTILLATION PRODUCTS 

F, E. Dodge 

Chemical Engineer, West Frankfort, III. 

SOURCES OF TAR 

Tar is the black, foul-smclling, oily mixture which separates from the gases 
formed in the destructive distillation of coal. The raw tar is composed of light 
oils, pyridine bases, phenols, naphthalene, anthracene, heavy oils, pitch, complex 
organic compounds insoluble in benzene, known os free carbon, xvater, ammonia, 
and dissolved constituents of the gas. It is the raw material from which benzene, 
toluene, xylene, solvent naphthas, phenol, cresols, naphthalene, anthracene, pyri- 
dine bases and numerous other compounds are obtained. As there is little 
prospect that the principal object of the destructive distillation of coal xvill be 
the production of tar, there has been little research upon the conditions necessai^^ 
to produce tar of the most desirable properties. It varies greatly in composition 
and may be divided into retort gas tar and oven gas tar, etc., according to its 
method of production. 

Retort Gas Tar — This tar is obtained ns a condensation product in the 
hydraulic mains, scrubbers, or condensers, in the manufacture of coal gas for 
illuminating purposes. It is less fluid and contains less of the lighter hydro- 
carbons, more naphthalene, anthracene and their accompanjing oils, and more 
free carbon than tars from some other sources. The composition varies with 
the heats and coals employed. The lower the carbonization temperature of any 
coal, the more fluid the tar and the lower the free carbon content. 

The specific gravity of the dry (water-free) tar varies from 1.10 to 1.25 or 
even somewhat higher. 

It contains from IS to 40 per cent of free carbon and yields on distillation 
from 1 to 5 per cent of light oil to about 200^ C., 30 to 50 per cent heavy" oil, 
including naphthalene, anthracene, phenols, and accompanying oils, from 200 C, 
to the coking temperature, and from 45 to 65 per cent coke; or if distilled to 
pitch, the yield would be light oil 1 to 5 per cent, heavy oil 25 to 40 per cent, 
and pitch 50 to 75 per cent. 

Oven Gas Tar — This material is obtained as a by"-product in the distillation 
of coal in retort coke ovens. It is similar to retort gas tar, except that it is more 
fluid. It contains more of the }iy"clrocarbons, and considerably Jess free carbon, 
which latter usually runs from 5 to 20 per cent. , 

The composition of course changes with the coal, with type of oven, and wit 
the coking temperature. 


618 
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Low Temperature Tar— It seems to be certain that marketable quantities 
of tar from low temperature carbonization of coal will be produced in the near 
future. These tars are usually distinguished by a specific gravity but slightly 
greater than water, low free carbon content and a much higher percentage of 
oils than the other varieties of coal tar. The oils are of low specific gravity and 
largely parafinoid compounds instead of those of the aromatic series. They also 
contain large percentages of tar acids similar to those of blast furnace tar. 

Producer Gas Tar — Owing to the method of production this usually consists 
of large percentages of water and free carbon together with a very small amount 
of oils, and yields, when distilled, a very friable pitch entirely unsuitable for 
the purposes for which pitch is made and therefore of no commercial importance. 

Blast Furnace Tar — ^This is essentially a low heat tar, being produced in 
blast furnaces fed with coal instead of coke. It usually has a specific gravity 
between 0.94 and 1.000 and contains more phenoloid and basic substances than 
ordinary coal tar. These phenoloid substances resemble those obtained from 
the destructive distillation of w^ood and lignite and amount to from 5 to 10 
per cent of the tar, while 1 to 2 per cent is the usual amount in ordinary coal 
tar. 

It also contains from 2 to 5 per cent of basic bodies and about 16 per cent 
of paraffin oils which solidify in cooling. These tars are entirely different from 
the ordinary coal tar and not suited for the same purposes. 

Water Gas Tar — From the manufacture of carburetted water gas for illumi- 
nating purposes, the tar obtained differs mainly from the others in the entire 
absence of tar acids (the phenol group), ammoniacal liquor, and in the small 
amount of free carbon present, which is usually less than 2 per cent in these tars. 

The specific gravity varies from 1.005 to 1.15, but is usually between 1.03 and 
1.12 in tars from the larger and more carefully supervised works. 

Dry water gas tar, when distilled, yields from 5 to 15 per cent of light oil 
to 200° C., 30 to 50 per cent of heavy oil from 200° C. to pitch, and 35 to 60 
per cent of pitch. 


EFFECT OF CARBONIZmON TEMPERATURE ON TAR COMPOSITION 

The effect of variations in the carbonizing temperature upon a coking coal 
in ordinary gas retorts is shown by the typical data in Table 1. 


Cubic feet of gas per ton of 

coal 6,600 

Specific gravity of the tar . . 1.086 

Composition of the tar per- 
centage by weight: 

Ammonia liquor 1.20 

Crude naphtha 9.17 

Light oil 10.50 

Creosote oil 26.45 

Anthracene oil 20.32 

Pitch 28.89 

Total 96.53 


6B0° C. 

700° C. 

760° C. 

800° C. 

7,200 

8,900 

10,162 

11,700 

1.120 

1.140 

1.154 

1.206 

1.03 

1.04 

1.05 

0.383 

9.65 

3.73 

3.45 

0.995 

7.46 

4.47 

2.59 

0.567 

25.83 

27.29 

27.33 

19.440 

15.57 

18.13 

13.77 

12.280 

36.80 

41.80 

47.67 

64,080 

96.34 

96.46 

95.86 

97.745 


TABLE 1 — EFFECTS OF VARIATIONS IN CARBONIZING TEMPERATURE 

600° C, 
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These data show not only the increased yield of gas but also the loss of the 
valuable light constituents of the tar and the increase in bitumens with the in- 
crease in temperature. 

As these studies? were conducted in ordinary horizontal gas works retorts, 
the primal*}^ products of the carbonization of the coal were in contact '^ith the 
hot walls of the retort for an appreciable time and therefore were cracked more 
than would be expected by the temperature. 

Tl\^ 'if tlia ft'iwu iXvt GQd*’ C. diose'iy 

to that from verticAl retorts; those from 650'" C. and 700° C. are quite similar 
to coke oven tars; that from 800° C. to tar obtained in modem horizontal retort 
operation. 

Tars from the carbonization of coal at low temperatures, or where the volatile 
products are removed, without being subjected to a cracking process by passing 
through a hot zone, are quite dilTerent from the usual coal tnr. They are usually 
lower in specific gravity, and consist of paraffin oils instead of those of the benzol 
series. 

Physical Properties of Different Tars — Table 2 shov^ the variations of the 
physical properties of coal tar due to the kind of apparatus used to carbonize 
the coal. 

TABLE 2 — rnysrcAL rnoPERTiss of coal tars 


Retort Gob Tar Oven Gas Tar 

Horizontol Vertieol Slot Sole Flue 

Retort Retort Oven Oven 

Specific gravity at C. 124-UO L13-L16 LlO-125 1.085-1.110 

Visrohity (Englor) lOO c.c. at Sec. Sec. Sec. 

100° C. . . lGO-640 40-45 40-95 

Free rarbon or insoluble in 

benzol-toluol . * 20-40% 2-6% 4-15% 2-67c 

Unsulphonatcd residue . 0-5% 0-59^ — 

Light oil to 210° C., per cent 

by volume 1-3.5 2-10 0.5-4 6.7-15 

IMiddle oil, heavy oil nnd an- 
thracene oil. 210° r.-355° C., 

per (’cnt by volumr 25-30 40-45 30-55 55-62 

Total oil to pitch. 140° F.- 

M.P., per cent hv volume 13-20 26-29 15-39 (about) 50 

Total oil to 200° F.-MF. pitch, 

per cent by volume lS-23 (about) 37 29-40 50-60 


USKS OF TAR 

Tar, like petroleum, is a very complicated substance and contains literally 
thousands of difTerept compounds, main’' of them valuable in various other chem- 
ical industries. As a matter of fact early organic chemical industries, particular} 
synthetic dyes, depended nImo.?t entirely on coal tar for raw materials.' How- 
ever, only a small pi oportion of the tar is ordinarily used to recover the chemica s 
used for solvents or .wnthesis because the supply far exceeds the demand in t is 
field. This is largely due to the advent of an increasing number of by-product 
coke ovens for manufactured gas. Hence, it is a very inexpensive source o raw 
materials. 

' Soe Chapter 27, Tabte 7, and Chapter 28. 
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The distribution of uses of tar depends to a great extent upon economic 
conditions, but ordinarily it is plentiful and inexpensive enough in the United 
States to be used as fuel. Ordinarily, a large amount goes for this purpose. 
Outside of its application as fuel, tar is little used in the crude state, but is refined 
by removing the water and more or less oil by distillation. In this condition it 
is used to saturate roofing felt, to coat roofs laid with plain tarred felt, as a cheap 
paint, and to coat wood which is to be buried in the ground. With more oil 
removed it is used as a binder in asphalt pavements and tar-macadam roads. 
With an admixture of water, it is used to sprinkle Telford and macadam roads 
to prevent dust. 

The materials recovered by the refining processes have a variety of uses which 
will be pointed out in the discussion on methods of recovery. 

Distribution of Uses — The distribution of uses in recent decades is shown 
in Table 3. 


TABLE 3 — PRODUCTION OF TARS IN UNITED STATES IN GALLONS 


1900 1920 1927 1939 

Coal tar 21,680,000 411,929,080 599,052,000 554,406,280 

Water-gas tar 82,186,314 116,073,907 82,528,822 141,440,000 

Coal tar burned None 189,163,718 139,634,166 157,024,124 

Coal tar sold 22,064,600 22,765,362 459,417,834 344,534,382 


Most of the coal tar burned is used with producer gas to heat open hearth 
furnaces for the production of steel. The incandescent carbon of the burning 
tar facilitates the regulation of the flame and increases the rapidity of the melt- 
ing process. 

The average price per gallon of the coal tar sold has increased steadily from 
2.5^ in 1900 to 1910 to 5.2(^ in 1927 and 4.9(^ in 1939. 

Exports and Imports — ^There has been a considerable increase in the ex- 
ports of tar and in the imports as reported by the U. S. Department of Commerce 
and shown in Table 4. 


TABLE 4 — tr. S. EXPORTS AND IMPORTS OF TAR 


mo mo im 1939 

Coal tar exports, barrels 110,523 88,350 673,419 177,454 

Goal tar imports, barrels 35,658 11,901 12,951 79,630 


From the above statistics it will be seen that there has been a very large 
expansion in the industry in the last 40 years. 


PURIFICATION OF TARS 

Tars are separated into their valuable constituents by simple distillation. The ' 
stills, Figures 1 and 2, may be either horizontal or vertical cjdinders set in brick 
work and heated by direct fire similar to steam boilers. They vary in size and 
in design. Those with a capacity of 10,000 gallons are not uncommon, but most 
stills have less than half this capacity. The European practice is to use vertical 
stills with convex top and concave bottoms. 

The top and sides are constructed of half-inch boiler plate, while the bottoms 
are frequently from I to 1% ins. in thickness and are protected from the direct 
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liGcit of the fire by a brick nreh. The hot gases from the fire are Jed around 
the lower half of the still in flues. 

The American practice is to use horizontal stills heated on slightly less than 
half of their cylindrical surface and protected by an arch directly over the fire 
and so designed that the portion of the shell heated may be readily replaced 
when damaged. The still is equipped with the usual worm, to act as a condenser 
which may be made of cither cast- or wroiight-iron pipe, with receivers, and with 
a pitch cooler. The objections to cast-iron worms are their numerous joints 
and great weight. Since the development of electric welding, wrought-iron worms 
may be made of any desired length with no joints to give trouble. Where high- 



carbon tars arc worked, stills must be provided with suitable means of agitating 
to prevent the carbon becoming caked upon the heated part of the shell. Drag 
chains were formerly employed for this purpose, but compressed air or super- 
heated steam are now more often used, ns they serv'e to keep the still clean and 
to assist in removing the high-boiling oils. 

Continuous stills to which is fed a constant stream of tar and from which 
the separated fractions and pitch flow in steady streams have been tried in 
numerous designs, but their cost and supemsion have held back their use. 


TABLE 5 — COMPAinPONS OP FRACTIONATIONS IN AMERICAN AND EUROPEAN PRACTICE 


American Practice 
Light oil, or 1 Till oil sinks in 

Crude naptha J water, about 200® C. 

Heavy oil, j 

Dead oil, or //200® C. to pitch 
Creosote oil J 

Ditch . . Residuum 


European Practice 

jTo 110“ G. 


First light oil, or 
First runnings 
Light oil, or 
Second light oil 
Carbolic oil .... 
Creosote oil . . . 
Anthracene oil , 
Pitch 


I no® to 200® C. 
;; 200® to 240® C. 
240° to 270® G. 
270° C. to pitch 
. . Residuum 


Character of . Fractionations— Since the stills are operated batdn'x^j 
the different fractions in the cycle are markedly different. The operation o 



COAL TAR AND ITS DISTILLATION PRODUCTS 653 

tar stiUs varies considerably at different works. The lecdvers ate changed at 

different temperatures and therefore the products are not uniform. 

it is the more common practice to take the first fraction as light oil until the 



distillate commences to sink in water, and as heavy oil or creosote oil from that 
point to pitch. Yery little, if any, anthracene is made in this country, as most 
of the tar is run only to soft pitch with a melting-point between 60 and 80® C. 

The European practice is different. From four to six fractions are taken 
before the pitch and a very large percentage of the tar is run to hard pitch. 
Table 5 shows the most common fractions and the temperatures of ’the "cuts.^ 
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In the American refineries during the last few years there has been more oi 
less tendency to divide the creosote oil fraction into carbolic oil and heavy oil by 
a cut at about 240® C. in order to recover the tar acids. 

General Operation of Stills— The tar is usually charged into the still uiik 
it is still hot from a previous run. The fire is lighted when the charging is about 
half completed. It must be carefully regulated until the rumbling or crackling 
noise in tlie still ceases, which denotes that the water has all been driven over. 
The firing can now be pushed so that the distillate nins at the rate of 200 to 400 
gallons per hour. When the desired grade of pitch has been obtained, the fire 
is dravTi and the pitch is run or drawn into the pitch cooler, a closed tank \\\\h 
a manhole having a loose-fitting, free-opening lid which, while it acts as a safety 
valve, prevents free access of air. Tlie pitch, when sufficiently cooled, is filled 
directly into barrels for shipment or storage. 

The fraction to 200'* C. contains water, ammonia cal liquor, crude benzob, 
pyridine bases and a part of the iiaphtlialene, heavy oil and phenols. The second 
fraction from 200° C. to soft pitch (about 270° C.) consists of phenols, naphtha- 
lene, heavy oil and some anthracene, though the greater part of the anthracene 
comes over above 270° C. If the distillation is continued to hard pitch, a cut 
could profitably be made at about 270° C., above which point most of the anthra- 
cene and anthracene oil would be obtained. The treatment of the fractions as 
obtained by American practice only ^rill be considered, with incidental allusions 
to the foreign methods. 

Treatment of Light Oil — ^Tlic light oil fraction is allowed to settle and the 
ammoniacal liquor or water is drawn off. The pyridine ^ bases are not as a rule 
recovered in this country, but are allowed to remain in the hea^o’ oil with the 
phenols. If it is desired to separate tlicni, tlie light oil is agitated vith dilute 
sulfuric acid in a lead-lined cone-bottomed tank, fitted with a lead-covered 
propeller, usually supported entirely outside the tank, which mixes the contents. 
After the pyridine bases have been removed the oil is transferred to a sim’ilaT 
iron tank, in which, in order to remove the phenols, it is treated vnth. caustic 
soda solution of about 1.116 specific gravity*, converting the phenol to sodium 
phenol ate. After tlie phcnolates have been dravm off, the oil is charged in a still 
of 2000 to 3000 gallons capacity, similar to a tar still, but having in addition 
a column and condenser for the rectification of the vapors coming from the still. 
(Sec Figures 3 and 4.) It is operated as a batch still and the following fractions 
are usually taken: 

Crude 00 per cent benzol, to 95° C. 

Crude toluol, 05° to 125° C. 

Crude solvent naphtha, 125° to 170° C. 

Heavy naphtha, 170° to 200° C. 

Residue, 


The residue consists of naphthalene, heavy oil, and phenols if not preriousy 
ex'tracted. It should bo added to the second fraction from the tar still. 

In some works only three fractions are made in the light-oil still, tlie ts 
Q being combined and this fraction being subjected, before ^Yasbing, to anot ei 


U\ 


) being 

2 See Compound 476, Cliapter 27. 
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Fig. 3. Benzol Distilling System. 
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Fig. 4. Detail of Distilling Column, 
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distillation in a steam-heated column still. The fraction, consisting of benzene, 
toluene, xylene, and their impurities, would be cut as follows: 


Crude 90 per cent benzene 

Intermediate fraction (which is rerun) 

Crude toluene 

Crude solvent naphtha added to that fraction. 


up to 99° C. 
95° to 105° C. 
105° to 120° C. 
120° to 125° C. 


It was early discovered at the Paris Gas Company that the coal gas contained 
much more aromatic hydrocarbons than the tar. It was variously estimated at 
from 15 to 23 times as much but the gas was not seriously considered as a source 
of benzol while only illuminating gas was manufactured from coaL 


LIGHT OIL RECOVERY FROM GAS ^ 

When by-product coke ovens became common in Europe, processes were 
devised to scrub the gas and recover the light oil by continuous distillation. 
Figure 5 is a diagram of the usual apparatus employed. 

The gas is cooled either by direct contact 'with water or in tubular coolers to 
about 70° F. or even less. It is then passed through the series of scrubbers 
(usually three), where it comes in intimate contact with the cooled wash oil 
which is about the temperature of the gas entering the system, but should not 
be more than 2° to 4° F. higher. 

The scrubbers may be of almost any design suitable for washing gas. The 
usual form is shown in Figure 5. These are tall steel tanks or towers filled with 
wooden grids to present large surfaces for the contact of the oil and gas. 

The wash oil used in the United States is a fluid paraffin oil, specific gravity 
not more than 0.875 at 18° C., not thickening above 4° C., containing as little 
olefins as possible, not more than 10 per cent. Not more than 1 per cent shall be 
driven over by steam distillation while collecting a volume of condensed steam 
equal to the volume of the oil taken for the test, and it should separate readily 
from intimate mixtures with water. The average molecular weight of the wash 
oil is usually about 240. 

After leaving the first gas scrubber the oil is passed through a heat exchanger, 
where it is heated by the vapors leaving the still to about 90° C., then through 
a second heat exchanger, where it is further heated by the debenzolized wash 
oil, leaving the still at about 110° C. 

It is then passed through the preheater and further heated by steam to 130° 
to 150° C. After this it passes to the still proper, which is of the continuous type, 
where the light oil is driven out by steam distillation, leaving the debenzolized oil, 
which leaves the base of the still, passes through the oil to oil heat exchanger, 
the wash oil coolers, and is then ready to be pumped to the scrubbers for re- 
saturation with light oil from the gas. The light oil vapor mixed with steam 
after passing through the vapor to oil heat exchanger is condensed and flows 
to the light oil tank after being separated from the condensed steam or water 
in the decanter. 

The yield of light oil from coke oven gas is from to 4 gallons per ton of dry 

® See also Chapter 15. 
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coal carbonized, var^dng with the volatile content of the coal and much influ- 
enced by the type of oven and the heats employed. The relation of the amounts 
of benzol and toluol produced are also influenced by the heats employed, low 
heats increasing the production of toluol and X3dol. The recovery of light oil 
from coke oven gas has become general in American by-product coking practice. 


The principal constituents of 
the light oil vapors are benzol (B.P. 
79.6" C.), toluol (B.P. 110.8" C.) 
and xylenes (B.P.^s 138.5, 138.8 and 
144" C.). Only a small amount of 
the wash oil is carried over in the 
vapors, but the small amount of 
high boiling fraction contains a 
large number of heavy compounds. 

Purification o£ Light Oil — 
Light oil is usually fractioned in a 
steam-heated column in order to 
yield crude benzol distilling 90 per 
cent to 100" C., crude toluol distill- 
ing about 5 per cent to 100" C. and 
90 per cent to 120" C., crude sol- 
vent naphtha containing the xylenes 
distilling about 5 per cent to 130" C. 
and 90 per cent to 160" C., crude 
heavy solvent naphtha distilling 
about 5 per cent to 160° C. and 90 
per cent to 200" C. The residue 
consists of wash oil and crude 
naphthalene. It is transferred to 
pans and allowed to become cold, 
when the naphthalene crystallizes. 
The wash oil is drained off and re- 
turned to the wash oil circulating 
tank to be used over again. 

The crude fractions are washed 
and refined in the same manner as 
similar fractions of the light oil 



from tar. 

The purification of these frac- 


Fig. 6. Benzol Agitator. 


tions consists in the pobunerization of the unsaturated compounds and the re- 
moval of the dissolved pobnnerized hydrocarbons by distillation. The oil is 
first treated with successive small portions of sulfuric acid, 1.835 sp. gr., in an 
agitator tank (Figure 6) similar to the one used for pyridine extraction. The 
agitator for washing with strong acid can be lined with lead. A better con- 
struction IS of cast iron with leaded joints of the bell-and-spigot type, similar 
to those used on water pipes, with a conical bottom to permit of complete separa- 
tion of the acid and the oil. Since the advent of electric welding agitators can be 
made of steel with all joints welded. 
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The several small portions of acid are agitated with the oil, allowed to eettle 
for a few minutes and then the acid tar composed of spent acid and pol>Tneri2ed 
hydrocarbons is drawn off. Care must be taken to remove the tar completely 
after the final application of acid. The acid necessary for a satisfactory purifica- 
tion of the oil should be detennined by a laboratory test after each addition 
of acid. If too little acjd is used, the tarry' products are apt to separate and clog 
the drawoff, and if too much is used the spent acid will be very thin and fluid. 
A good wash is usually obtained when a total of between % and % of a pound of 
acid is used per U. S. gallon and applied in four to six successive portions. In 
this way a better wash and a larger yield will result, together with a gaining 
of acid. The oil is finally treated with sufRcient 10 per cent caustic soda solution 
to remove all traces of acid. The washed oil is sometimes distilled in a steam- 
heated simple still, but this is not necessary with the fractions of light oil recov- 
ered from coal gas, which leave behind, as a viscous mass, the polymerization 
products that were dissolved in the oil. This residue is reported to have some 
application in waterproofing paper. 

The final fractioning of the refined oils is conducted in steam-heated bubble 
cap column of 20 to 30 plates. (See Figure 3.) 

Benzol — The crude benzols from light oil arc colorless when freshly distiDed, 
but they soon become a pale straw color and continue to darken for some time. 
They are known in the trade as crude or “straw-color” benzols of the various 
grades. 

TABLE G — CRUDE BENZOL GRADES 

Specific 6-10 00 Flash- 

Gravity Per Cent Per Cent Dry point 

0.S60-0.SS5 SO^C. 100^ C. 120° C. below O’C. 

0.8C0-0.S75 100° a 120° C. 140° C. belowO'C, 

0B70-0.8S5 130° G, 1C0° C. 190° C. 22-26° C. 

0.025-0.940 100° C. 210° C. 220° C. 43-45° C. 

These crude oils arc chieily' usetl as solvents where their odors are not objec- 
tionable. Crude solvent naplitha and heavy naphtha arc also used as thinners 
in certain cheap paints. Benzol is also used as motor fuel and in numerous 
chemical syntheses. 

Of the refined oils three are separated in a pure state, C.P. benzol, C,P. toluol, 
and xydol. The first two distill entirely' within 2“ C., while the last is a mixture 
of the three xylenes and distills from 135 to 145° C- 

C.P. benzol or benzene has sp. gr. 0.875 to 0.8S4. Freezing point 4 
point 79.0° C. It should distill completely within 2° C., be colorless and Imve 
the characteristic odor. It should not be colored on shaking with one-tmr i s 
volume of C.P. sulfuric acid, 1.84 sp. gr. (96 per cent H 2 SO 4 ), and the 
bo only slightly colored after standing for one-quarter of an hour. It sliou J 
free from thiophens, contain only traces of carbon disulfide and from 1 to 
cent of inert paraffins. _ . 

Toluol — C.P. toluol or toluene has sp. gr. 0.865 to 0.8/6, boiling point • 
C. It should be colorless and have the characteristic aromatic odor, t siou 
not be colored by shaking with one-third its volume of C.P. sulfuric aci , sp* g 


Fraction 

Stnnv-color benzol 
Crude 90 per cent benzol 
Straw-color toluol 
Crude toluol 

Crude solvent naphtha . . . . 
Hca^T naphtha 
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1.84, and the acid layer should not be colored deeper than a pale straw after 
standing for one-quarter hour. In other respects it should answer the specifica- 

tions for C.P. benzol, • • m 

The constants of the refined commercial fractions are given in Table 7. 

TABLE 7 — GRADES OF REFINED BENZOLS AND NAPHTHAS 



Specific 

Temperatures Noted 

in 

Flash- 

Fractions 

Gravity 

’Distillation 

80° C.-90° C. 100° C. 

120° C. 

point 

100% benzol 

0.875-0.885 

5-10%-90-95% 

dry 


below 0° C. 

90% benzol 

0.865-0.880 

0% 

100° C. 

90-92% 
120° G. 

dry 

135° C. 

below 0° C. 

50% benzol 

0 862-0.880 

50-52% 

90-92% 

dry 

below 0° C. 

Commercial toluol . 
Solvent or 160° 

0.86541.875 

0-5% 

130° G. 

90-95% 
160° C. 

dry 

185° C. 

below 0° C. 

naphtha 

0.860-0.870 

0-5% 

160° C. 

90-92% 
200° C. 

dry 

215° C. 

22-26° C. 

200° naphtha 

0.879-0.882 

0-10% 

90-92% 

dry 

42-45° C. 


Creosote or Heavy Oil— The fraction from the tar still between 200 and 
270'' C., and sometimes even higher, contains most of the phenols, naphthalene, 
anthracene, and the accompanying oils. Anthracene vnll be found in large 
quantities only when the distillation of the tar is carried to hard pitch. 

If it is desired to remove the tar acids (phenols) the oil is agitated at a tem- 
perature of 50 to 70'' G. with sufficient caustic soda solution, sp. gr. 1.116, to 
combine ^vith them. The alkaline liquor is allowed to settle and is drawn off, after 
which the oil is run into shallow tanks or pans, where a large part of the naphtha- 
lene separates out as a mass of crystals when the oil cools. It is possible to treat 
the oil udth successive portions of the caustic soda solution to obtain, first an 
alkaline solution in which sodium phenolate preponderates; second an equally 
pure sodium cresylate; and third an unsaturated solution of caustic soda and 
sodium cresylate which is used as the first portion on the succeeding charge. 

The portion containing principally sodium phenolate is boiled by direct steam, 
and air is passed through the boiling liquid to remove naphthalene, h^'^drocarbon 
oils, and pyridine bases. In some works the distillate from the boiling carbolate 
is collected and worked for pyridine and naphtha, in which case the boiling is 
done by fire-heated still instead of by direct steam. 

The distillate is collected until the purification is nearly complete, when the 
manhole is opened and direct steam and air blown through the liquor. After 
this treatment the sodium phenolate should be soluble in water without turbidity. 
The purified phenolate solution is allowed to become cold and is saturated with 
carbon dioxide, usually obtained from the flue gases from the steam boilers. 
Finally, after the sodium carbonate solution formed has been drawn off, the 
decomposition is completed, in a lead-lined tank, by a little dilute sulfuric acid, 
which also aids the separation of the phenol from the aqueous solution. The 
sodium sulfate solution is carefully and completely dranm off. The crude phenol 
thus obtained contains from 20 to 25 per cent water and tar. These are removed 
by distillation in a still similar to a tar still, although much smaller. The dry, 
crude phenol is fractionated in column stills heated by direct fire or superheated 
steam, but otherwise the stills are similar to those used for benzols. These yield. 
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first, a crj^stallizable phenol, second, a fraction not sufficiently rich in phenol to 
crystallize, and a third fraction containing principally cresols. (Vacuum, distilla- 
tion is used at some works to separate phenol from its crude.) By this process, 
owing to the low temperature of the distillation, a larger yield of phenol is ob- 
tained. 

The crystallizable fraction is further purified by repeated crystallization vnth 
the aid of refrigeration and with the addition of water in the last crystallization, 
to dilute the cresols present. Finally, these purified crystals are redistilled, con- 
densed in block- tin worms and collected in tin receivers so arranged that they 
can be heated to melt the phenol in order that it may run in a liquid state into 
containers. 

The second portion of the alkaline liquor from the treatment containing 
largel}’’ sodium cresylate is saturated with carbon dioxide and sulfuric acid in the 
same maimer as is the portion rich in phenol. It is not customary to boil 
the sodium cresylate to remove the oils and pyridine bases unless it is desired 
to make pure cresol. The crude cresol is freed from tar and water by distillation 
and is then marketable as 95 to 100 per cent cresylic acid. 

PROPERTIUS OF THE PRODUCTS FROM THE LIGHT OIL FRACTION 

Phenol,** CoHnOH, when pure, is a white, crystalline mass, with sp. gr. 1.084 
at 0° C., melting at 42® C., boiling at 182® C., having a characteristic odor and, 
when very’^ dilute, a sweetish taste. 

It is soluble in all portions in alcohol, ether, chloroform, glacial acetic acid, and 
glycerine. It liquefies on the addition of 14 to 15 per cent of water, and thus 
becomes the No. 4 carbolic acid of commerce. It dissolves in about 20 parts of 
water at 25'' C. It is a corrosive and irritant poison. Undiluted alcohol is one 
of the best washes for phenol burns. Carbolic acid is largely used in medicine 
and surgery as an antiseptic and disinfectant and in the arts in the manufacture 
of dy^es.® It is employed in the manufacture of picric acid, trinitrophenol,® 
which finds a large use in the manufacture of high explosives and is also used as a 
yellow dye. 

Cresol," cresydic acid, hy^droxy toluene, CflH4CH.30H, is a mixture of three 
isomers, has a sp. gr. of 1.032 to 1.03S at 25® C., and distills between 190® and 
205° C. It is used as an antiseptic and disinfectant and is much less corrosive 
t*>an phenol and is a more efficient antiseptic. 

r*\^e three isomers composing cresol have the following properties: 

OnN^^cresol, orthocresylic acid, ortho-oxy-toluene, orthomethylphenol, 
C 6 H 2 OHVCH 3 ), ^rith the CHa and OH groups in the (1—2) position, is a white 
crystalline substance melting at 28 to 30° C. into a colorless liquid and boiling 
at 187 to I 89 V C. It is soluble in thirty parts of \vater, in alcohol, ether, chloro- 
form, and the\caustic alkalies. 

Met acres oV metacresydic acid, meta-oxy-toluene, metamethylphenol, has the 
CH.3 and OH Vroups jilaced in the (l‘“3) position, and is a colorless liquid, 
sp. gr. 1.0498 to 1.05 at 0® C. It boils at 202® C., is soluble in alcohol, ether, 
chloroform, caus\ic alkalies, and slightly in water. 

■*See Compoii^ 291, Chapter 27. *^Seo Chapter 32. 

Chapter ’^See Compound 208, Chapter 27. 
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Paracresol, paracresylic acid, para-oxy-toluene, paramethylphenol, with the 
CHa and OH groups placed in the (1-4) position, is a white crystalline mass, 
melting at 36° C., and boiling at 198° C. It is soluble in alcohol, ether, chloro- 
form, caustic alkalies, and slightly in water. 

Xylenol,® di-methyl-phenol, hydroxy-xylene. The six possible isomers are 
probably present in the fraction of crude cresylic acid boiling between 210° and 
230° C. and which has a sp. gr. between 1,02 and 1.03 at 15° C. They are on 
the whole considerably more soluble in water and less corrosive than the cresols. 
They are used in disinfectants of the '^creolin^^ type, as a solvent, and in organic 
synthesis, particularly of dyes. They are not generally separated from the crysilic 
acid except when pure cresols are made. 

OTHER TAR PRODUCTS 

Recovery of Naphthalene — ^The heavy oil fraction, if the removal of the 
naphthalene is desired, is run into shallow tanks or pans, either from the still 
or after the tar acids have been extracted, and allowed to become cold, when 
the larger part of the naphthalene crystallizes. The oil is drawn off and the 
cr3^stals are either shoveled into piles to drain or are passed through a centrifugal 
which leaves the crystals nearly dry and in condition for market as '^drained 
creosote salts” or crude naphthalene. 

Refining naphthalene consists in freeing it from adhering heavy oil and from 
unsaturated, easily oxidized compounds. The crude material should be in a 
coarse crystalline condition to allow of the proper extraction of the oil. If it is 
in a slimy state it should be recrystallized* The crj^stals are either washed with 
hot water in centrifugals, which removes the larger part of the adhering oil, or 
the}" are hot pressed in hydraulic presses. The latter process is more expensive 
and less efficient than the former. After this operation the naphthalene should 
have a melting point of not less than 76° C., and will still contain from 4 to 6 
per cent of oils. The partly purified naphthalene is now distilled, to remove the 
tarry bodies that have been carried forward from the original tar. This process 
is conducted in plain, externally fired iron stills, similar to tar stills, but with lead 
worm condensers. The distillate is kept in a melted state and run into lead-lined 
agitators similar to those used for benzols, and washed with sulfuric acid, 1.835 
sp. gr., several waters, and finally with caustic soda solution, of about 1.116 sp. gr. 
Great care must be taken to remove as much as possible of the acid before the 
first w^ater is added so as to prevent the tarry polymerization products from 
being redissolved by the naphthalene. The soda solution is drawn off completely, 
as small amounts of soda will cause the bottom of the still to be rapidly burned 
out. It is necessary to reject the first portion “heads,” and the last portion, 
“tails,” of the distillate from the final distillation of refined naphthalene, as the 
“heads” are discolored by the washings of the condenser and with water contain- 
ing dissolved bases, metallic salts, etc., while the oils are concentrated in the 
“tails.” The sum of the rejected portions should not exceed % to 1 per cent 
of the distillate. 

The water-white refined naphthalene is run into shallow pans to cool, when it 

®See Compound 334, Chapter 27. 
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can be broken up and sold as lump, or is run into copper tanks heated by 
from which it is available for casting into balls, etc., or for use in the suPliming 
pans. Subliming pans, Figure 7, are large shallow iron tanks heated by steam and 
connected by an iron hood with a smoothly sheathed room in which the sublimed 
Vapors condense in transparent plates, ^^flake naphthalene.” About 150“ C. 
seems to be the most satisfactory temperature in the subliming pans. A higher 
temperature can be economically employed in winter and a somewhat lower one 
in summer. 

Naphthalene,^ CizHs, is a solid hydrocarbon at ordinary temperatures, melt- 
ing at 79-80“ C., and boiling at 218“ C. Its specific gravity in the solid state 
is 1.151 at 15“ C. and in the liquid state it is 0.9778 at 80“ C. It volaxilizes at 
ordinary temperatures and very readily on the steam bath. It crystallizes in 


■ 






Fig. 7. Naphthalene Subliming Plant. 


transparent rhombic plates, which are slightly soluble in hot water but insoluble 
in cold water. It is very soluble in cliloroform, benzene, ether, alcohol, methyl 
alcohol and paraffin. 

Naphthalene is used as the starting-point of several classes of colors, including 
nearly all of the azo-colors and for artificial indigo, in candles, celluloid, as a 
substitute for camphor to prevent moths in woolens, in the manufacture of 
phthalic anhydride for plastics, and to some small extent as a gas enricher in 
lights of the albo-carbon type. It readily nitrates directly to mono-nitro naphtha- 
lene, which crystallizes in yellow needles, with sp. gr. 1.331 at 4'' C., melting at 
56“ C., and boiling at 304“ C. It is easily soluble in alcohol and petroleum oils. 
Its principal uses are the manufacture of dyes and to remove the fluorescence from 
petroleum oils, for which latter purpose from 2 to 3 per cent is used. 

Anthracene Oil — ^This oil is the portion of the distillate from coal tar which 
vaporizes above 270“ C. At this temperature a cut should be made if the distil- 
lation is carried to hard pitch. This oil boils between 250 and 400“ C., and has 
a specific gravity of nearly 1.1. Its color is yellowish-green when first made, but 
it darkens to almost black. Besides anthracene, it contains naphthalene, methyl- 
naphthalene, pyrene, acridene, jaenanthracene, fluorene, etc., all of which are 
solids, except methylnaphthalene| and a mixture of oil of which we know very 
little. I 

The anthracene fraction is ru\ into shallow tanks and the solid compounds 
separate out on cooling. This proc^ess requires from one to two weeks. 

Refrigeration has been tried to shorten the time, but it makes the oils more 
viscous and the separated crude anthracene much more impure. The semi-solid 
mass is transferred to bag filters or to a filter press and as much as possible of 

®See Compound 360. Chapter 27. 
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the oil driven out by compressed air. The nearly dry cakes from the bags or 
filter press, containing about 10 to 15 per cent anthracene, are subjected to a 
pressure of from 50,000 to 70,000 lbs. in hydraulic presses so arranged that they 
may be kept hot by steam coils or steam-heated plates. This treatment brings 
the anthracene content to 25 to 35 per cent. These press-cakes are ground and 
purified by washing in a (dosed agitator with hot solvent naphtha from the light 
oil. 

Lower boiling benzols have been used for this purpose, but they dissolve 
the anthracene itself. The whole charge, when thoroughly mixecf, which may 
re(^uire several hours, is run into a closed filter and the solvent removed by com- 
pressed air. Pyridine bases are said to be a better solvent for the anthracene 
impurities than solvent naphtha and are said to yield 80 per cent anthracene, 
while 70 to 75 per cent is the limit with solvent naphtha. 

A somewhat purer anthracene is produced by the sublimation of the washed 
material. The subliming pans are similar to those used for naphthalene except 
that they are heated by fire and have jets of superheated steam impinging upon 
the surface of the melted anthracene. The vapors are condensed by water jets. 
The oil from the crystallization of the crude anthracene is distilled in a clean still 
until crystals appear upon cooling the distillate, when the residue containing the 
anthracene is run into pans and treated the same as the original fraction. 

When the oil will yield no more anthracene it is used to soften, “cut back,” 
pitch, as “Carbolineum Avenarius,” for the treatment of timber, or mixed with 
the creosote oil. 

Anthracene,^® C 14 H 10 ; was discovered by Dumas and Laurent in 1832 and 
recognized as a characteristic constituent of coal tar by Fritzsche in 1867. It 
boils at SGS'" C., melts at 213° C., and has a specific gravity of 1.147 at 15° C. 
It crystallizes, when pure, in white or yellow rhombic plates with a blue fluores- 
cence. It is soluble in benzene, ether, chloroform, carbon bisulfide, and in hot 
alcohol, but only sparingly soluble in cold alcohol. 

It is slowly converted by sunlight into paranthracene. It is of great impor- 
tance commercially as the starting-point for the synthetic alizarines 


FUTURE OF COAL TAR PRODUCTS 

The items which have just been discussed cover only a few of the more impor- 
tant materials which can be recovered from coal tar. Like petroleum, coal tar 
can serve as a source of an almost limitless nmnber of organic compounds. In the 
case of tar, the compounds are for the most part the aromatics while petroleum 
is commonly a source of aliphatics. The future of the coal tar industry is un- 
doubtedly tied up with the extent to which its products can be used as chemical 
raw materials for further syntheses. 

When synthetic dyes first came into manufacture, it was a great boon to 
the coal tar industry, but as the production of by-product tar increased the 
chemical^ demand never kept up with the supply so that coal tar is now a very 
inexpensive commodity and the chemical uses by no means take care of all 
of it. If, as is happening in petroleum, new uses and outlets in the making of a 

i®See Compound 431, Chapter 27. 

See Chapter 28. 
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large number of new compounds, such as plastics, can be found for coal tar, then 
it is quite lihel}’' that it will become an increasingly important source of raw 
material for the chemical industrj\ It is by no means certain but it is quite 
possible that this will be the trend that it will take. 
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WOOD DISTILLATION INDUSTRY 
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In the hardwood distillation industry, hardwood is heated to produce such 
products as charcoal, wood alcohol and acetic acid. 

Whenever a complicated organic material such as wood is heated out of the 
presence of oxygen, thermal decomposition (pyrolysis) occurs and a great many 
new products are formed which often bear but little chemical resemblance to 
the parent material. In general, however, it may be said that the products of 
the thermal decomposition of wood are compounds of lower molecular weight 
than the original material. Moreover, the compounds which are of sufficiently 
low molecular weight to be vaporized at the operating temperature contain a 
much smaller proportion of carbon, by weight, than the original wood. Hence, 
carbon atoms are left behind in the form of charcoal. The destructive distilla- 
tion ^ of wood, then, yields four types of products: (1) non-condensable gases, 
usually inflammable, (2) condensable vapors which are given the catch-all name 
of pyroligneous acid, (3) charcoal, and (4) tar. 

In the early days of wood distillation, charcoal was the only product and no 
attempt was made to recover the volatile materials. But while chemical industry 
was still a mere struggling infant, the recovery and refining of the pyroligneous 
acid and tar became an important item. The by-product liquid of hardwood 
distillation now yields principally wood alcohol (methanol), acetic acid and 
acetone. A multitude of other materials is present in pyroligneous acid and tar, 
but only in small proportion. Their recovery is of only minor importance. 


THE ECONOMIC PICTURE BEHIND THE WOOD DISTILLATION INDUSTRY 

Wood distillation plants were originally built to supply a large charcoal mar- 
ket. However, with the advent of coke for use in blast furnaces and the develop- 
ment of superior domestic heating methods, the industry found that the char- 
coal market was rapidly shrinking. Dwindling business meant dwindling profits 
and it became necessary to make a more complete recovery of wood distillation 
products. Aside from charcoal, methanol, methylacetone, acetate of lime, and 
tar were recovered by the hardwood distillers. This recovery of by-products 
revived the industry to a very large extent. 

Beginning with the 1920's the industry was beset with another difficulty 

the competition of synthetic chemicals. Chemical competition developed rapidly 

o general principles of thermal decomposition see Chapter 

3, The Unit Processes. 
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to the point where the synthetic chemical industries were able to compete, par- 
ticularly in the production of methanol and acetic acid, and finally to the point 
of controlling the market for these products. 

Confronted by a shrinking charcoal market and unable to overcome the com- 
petition of synthetic chemicals, the hardwood distillation industry, except for a 
few fluctuations in the earl}'^ IQOO^s, has steadily declined. Table 1 illustrates 
this decline in the hardwood field and the trend is the same for the wood distilla- 
tion industry in general. Charcoal remains the essence of the industry. So long 
as the distillers can sell their charcoal the industry is able to operate success- 
fully. The demand for charcoal has apparently become fairly well stabilized, 
although it is now greatly reduced compared to original consumption. Figures 
for the year 1935 indicate that the decline has leveled out at a point where 
the value of the products of the hardwood distillation industry approximates 
$7,500,000 yearly. 


TABLE 1 — SALIENT 

STATISTICS OF 

THE HAnnWOOD 

DISTILLATION 

INDUSTRY OF THE 


Establish^ 


Wood 

Value oj 


ments 

Wage 

Used 

Products 

Year 

Active 

Earners 

(Cords) 

Sold 

1909 

116 

2200 

1,150,000 

S 9,500,000 

1914 

82 

2300 

970,000 

9,400,000 

1919 

87 

3500 

1,186 000 

27,000.000 

1921 

72 

1521 

433.000 

8,278,000 

1923 

76 

2923 

1,030,000 

24,262,000 

1925 

67 

2866 

911,000 

16,871,000 

1927 

67 

2898 

822.000 

17,414.000 

1929 

53 

2838 

812,000 

19,478,000 

1931 

42. 

1800 

440,000 

7,400,000 

1935 

60^. 

3808 


7,700,000 


♦ Data from McBride, R. gr^^hem. (fe Met. Eng, 39, 534 (1932), and “Commodity 
Markets in Chemical Consuming^diistrics/^ ibid. 44^ 579 (1937), 

More complete recovery of dif^tillation products by fractionation of the tars 
and recovery of turpentine, pintJ oil, rosin, and other wood products from soft- 
wood distillation has great Ij^ aided the industry. For example in the j^ear 1935 
the value of hardwood distillation products was about $7,500,000, but the value 
of the turpentine, pine oil, an d rosin recovered from pine wood raised the total 
to almost $16,000,000. That there is at least a minor upswing in the industry 
over the low points of 1931 'is indicated by the fact tliat by 1935 there were 60 


wood distillation plants in fthc country demanding the services of some 3800 
workers. Continual activitiy towards complete product recovery plus a certain 
permanent demand for chffrcoal seems to be the formula for future successful 
operations in the industry. 

This story of the econo mic difficulties of the wood distillation industry is a 
good example of the compet ition between natural and synthetic products discussed 
in Chapter 1, The Econoim c Pattern. 




HARDWOOD DISTILLATION 


The location of plants^Ssing hardwood for destructive distillation is dependent 
upon a number of factc/^s such as nearness to the supply of wood, the cheapness' 
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of the raw material and the ultimate use of the products which are to be made. 

At the present time, plants are located in Northern New York and Penn- 
sylvania, Michigan and Wisconsin and in Tennessee and Arkansas where hard- 
wood abounds. Because of severe competition from other processes, the expan- 
sion of the hardwood industry is not likely. Within the last ten years over 
one-half of the then existing plants have closed down permanently. Of the remain- 
ing plants, the prospects are that they will be able to maintain themselves be- 
cause of local conditions which are favorable for more successful operation. 

There seems to be sufficient raw material to supply all existing plants for a 
long period of time. Where the supply of wood seems to be scarce, conservation 
methods are being employed which will tend to increase the life of the plants. 
The actual amount of wood distilled per year is not great, relative to annual 
growth of the forests. 

Considerable quantities of wood are brought in by farmers and truckers 
during their idle time. The cost of such wood is approximately five dollars per 



Fig. 1 . Charcoal Pit. 


cord delivered, for sticks 48" to 52" in length. The diameter is 4" maximum, 
although at one plant a 6' stick is allowed and a diameter of 6" maximum. 

If continuous processes are to be employed, it is necessary to chip the wood. 
Sawmill waste is usually cut up into blocks, no sawdust or bark being used. 

Equipment — Charcoal Pits. In the early days, when charcoal alone was to 
be made, pits (Figure 1) and kilns were used. These were fired from the bottom, 
and just enough air admitted to burn enough wood to furnish the heat to distill 
the remainder. The air originally in the kiln had to be forced out at a low tem- 
perature in order to avoid explosions. Such equipment is now obsolete as far as 
the general industrial picture is concerned. 

Cylindrical Retorts. The simplest form of apparatus for carrying out the 
operation when distillation products are to be recovered consists of an enclosed 
vessel, called a retort, which is surrounded by a suitable furnace. The retort 
is supplied with a vapor line which connects with a condenser. The condensed 
product is then collected in a suitable storage tank. Since acid is liberated by 
the distillation, it is necessary to use acid-resistant materials of construction. 
Steel retorts, a copper condenser and vapor lines, and copper-lined or wooden 
receiving tanks are commonly employed. 

first, batteries of small retorts were used. These were about 9 ft. long by 
50" m diameter and held nearly a cord of wood each. They were connected with 
a condenser for cooling the vapors. They were charged and emptied by hand. 
An iron box mounted on wheels was used to hold the hot charcoal, and when it 
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was full, it was covered with a sheet iron cover and the edges luted with sand or 
clay. Some of these retorts are still in use. See Figure 2. 

Oven Retorts. The oven type of retort is shown in Figures 3 and 4. These 
are the most universally used. They are rectangular in shape, flat on the bottom 
and slightly arched on the top. They are about 6 ft. wide and 7 to 8 ft, high 
and of various lengths to hold two, three or four cars each. The bottom is sup- 
plied with rails upon which the cars of wood are rolled. In the sides or back are 
one or more openings for the exit of the vapors to be condensed. The wood is 

loaded on steel cars holding about 
2 to 2% cords each and rolled into 
the retort. They are also supplied 
'with a storm door in front and a 
hood and stack to take vapors 
away when the doors are opened 
for withdrawing the hot charcoal. 
Two coolers are used with each 
of these ovens, of similar shape to 
the ovens but made of lighter ma- 
terial, into which the car of char- 
coal is dra\vn soon after the end of the distillation. A European suggestion 
added a preheating and drying zone to the ovens to dry the wood before actual 
distillation takes place. A modification of this idea is now in use. It is of partic- 
ular advantage in distilling green wood as it saves weather drying of the wood. 

Retorts for Chipped Wood. For using chipped wood a number of types of 
retorts have been tried. One of these, the Seaman retort, is a rotating cylinder 
36 ft. long and 3 ft. in diameter, sloping downward toward the discharge end at 
the rate of Vx per foot in length. A plunger type of feed is at the upper end 
and as the retort rotates the ma- 
terial works its way to the lower 
end and is discharged as finished 
charcoal. It is possible that new 
developments ma^^ make this op- 
eration satisfactory, but so far 
after repeated trials, it has not 
been so,^®* 

Condensers. The most satis- 
factory condenser seems to be the 
vertical tubular condenser which 
is shown in Figure 2. It consists 
of a vapor pipe leading to an 
expanded chamber at the top followed by the necessary condenser tubes and 
a bottom chamber for collecting the liquid formed on the tubes — these parts 
all made of copper. The whole is contained in a steel shell through which the 
condensing w\ater flow’s. The condenser is furnished with a cap or removable top 
fastened by means of a yoke or bolts so that the tubes can be easily reached and 
cleaned. To the low’er chamber is connected an outlet pipe w’hich is usually 

’’^Haertel, M. H., "Timber Requirements of the Hardwood Distillation Industry,” 
p. 45, Forest Service Bulletin (1938). 




Fig. 2. Cylindrical Retort and Con- 
denser. 
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supplied with a “goose-neck” or U-bend, to hold back the gases, and a top open- 
ing in the bend to permit the gases to escape through a pipe leading to the boiler 
furnace. The bottom of the condenser is made sloping so as to allow the tar to 
drain out. 

Worm condensers could be used and also tubes set one above another, ^vlth 
removable ends, but the tubular condensers are more easily cleaned. 

Operating Methods — Carbonization— To carry out the operation of de- 
structive distillation, no definite rule can be followed. Some operators find that 



Fig 4. Oven Retort. (Courtesy Dr. D. F. Othmer, Brooklyn Polytechnic 
Inst, Brooklyn, N. Y.) 

Showing double doors, rails, condenser outlet and interior of the oven. 

the temperature required varies with the different woods and the time of distilla- 
tion vanes with the temperature. Some woods distill rather easily and others 
with difficulty. The yield of condensed products varies greatly with the firing. 
The charcoal made at a given temperature also varies in composition according 
to the kind of wood used. The proper conditions should always be determined 
by experiment when a new variety of wood is used. 

To operate to the best advantage, the air in the retort must be removed 
before too great heat is applied, as otherwise an explosion may take place. After 
the air is expelled, rather rapid heating can take place, in order to start the flow 
of liquids from the condenser. As overheating causes a loss of volatile liquids, 
it IS better to slow down the heating after this point. There is also a tendency 
for pressure and temperature to increase suddenly due to exothermic reactions. 
After reaching a certain temperature, which can be ascertained by suitable 
pyrometers, the heating can be increased quite rapidly in order to drive out 
the heavy tars. 

The first distillate begins to come over at about 320 deg. F. (pyrometer in 
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retort and not in vapor line) and consists of furfural, water and a very little 
acid. The watery distillate is knovui as pyroligneous acid. The percentage of 
acid increases with the increase in temperature and quantity of distillate, until 
the tar begins to distill, then it begins to drop off slightly. Meanwhile, non- 
condensable gases are formed and these are piped to the furnace and burned. 
Sometimes these gases are scrubbed with water before being burned. During 



Fig. 5. Ground Plan of Oven. 


the earher stages of the distillation, the color of the burning gas is blue, due to 
the carbon monoxide present, while later on the color becomes yellow due to the 
presence of the hea\der hydrocarbons. The end of the distillation is indicated by 
the falling off of the quantity of distillate, by the temperature inside of the retort 
(about 700 to 800 deg. F.) , and by the color of the shell of the retort. The char- 
acter of the distillate also indicates the end of the distillation, the tarry products 
being strongly in evidence. When cars are used, the charcoal is withdravn very 
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Fig. 6. Ground Plan of Refinery. 


quickly, thus sa\dng the heat of the brickwork for the next charge. The condi- 
tions should be regulated so that each retort can be charged once every twenty- 
four hours, allowing two hours for cooling before withdrawing the charcoal. The 
fuel used for filing the retorts is usually oil, natural gas or coal. It requires 
about % of a ton of coal or its equivalent to distill a cord of wood. 

The ground plans of an American hardwood distilling plant are shown in 
Figures 5 and 6. Furnaces uith two ovens each are shown at 1, 1, 1, 1. The 
wood is brought to the turntables 6, in special cars. These cars are pushed into 
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the ovens and the doors of the ovens closed. The doors are tightened by driving 
wedges around the edges. The vapors from the distilling wood are condensed in 
tubular condensers 4, and the condensed liquors collected in tanks 5. The cars 
of charcoal are pulled while hot and taken to a series of coolers 2, 2. The char- 
coal stays in each cooler twenty-four hours. Often a water spray is used in the 
second cooler. The charcoal is then dumped into shed 3, where it is screened and 
bagged. At 7, 8 is the boiler house, containing boilers, engines and pumps. In 
the refinery building at 10 are collecting tanks and settling vats. At 11 are 
shown the acid and tar stills with condensers. The lime-lee stills are shown at 
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Fig. 7. Buggies for Wood and Charcoal Passing from One Charcoal Cooler to 
Another. (Courtesy Dr. D. F. Othmer, Polytechnic Inst., Brooklyn, N. Y.) 


12, the alcohol tanks at 13 and the alcohol stills at 14. An open oven is shown at 
Figure 4 and wood cars with charcoal in Figure 7. 

Yields — From an average cord of seasoned hardwood there is obtained 200 
to 250 gal. of pyroligneous acid, containing fatty acids, chiefly acetic acid, vary- 
ing from 4% to 7 per cent acid with about 4 to 5 per cent of methanol. There 
is also some acetone, light oil, metacetone and other ketones, aldehydes and 
tarry products. 

The yields from one of the older oven plants based upon a yearns operation 
were 11.32 gal. of 82 per cent methanol, 173 lb. of acetate of lime and 54 bushels 
of charcoal per cord of wood. In general, the yields show 8.5 gal. of refined 
methanol, 200 lb. of acetate of lime (equivalent to 114 lb. of acetic acid) and 48 
bu. of charcoal. A new plant claims a consistent yield of 10 gal. of refined 
methanol and over 125 lb. of glacial acetic acid per cord. 

A departure from the older techniques and equipment is found in the Iron 
Mountain, Michigan, wood distillation plant of the Ford Motor Company » 
which went into operation in August, 1924. The raw material of the plant is 

2 Nelson, W. G., Ind. Eng. Chem. 22 , 312 (1930). 



674 


INDUSTRIAL CHEMISTRY 


wood scrap and is about 70 per cent maple, 25 per cent birch and 5 per cent ash 
elm and oak. The reported jdelds per ton of dry wood are given m Table 2. 


TABLE 2 — AATRAGE YIELD OF VARIOUS PRODUCTS AT THE IRON MOUNTAIN PLANT, 
FORD MOTOR COMPANY, PFilR TON OF DRY WOOD 


ChnrcoTl 

600 lb. 

Nonconden«5able gases (290 B t.u. per cu. ft ) 

5000 cu. 

C. P, methanol 

3 118 gal. 

Methyl acetone 

0 653 gal. 

Alb’I alcohol 

0 048 gal. 

Ketones 

0.226 gal. 

Methyl acetate 

0 945 gal. 

Soluble tar 

22 0 gal. 

Pitch 

66 0 lb 

Creosote oil 

325 gal. 

Ethyl acetate 

14 65 gal. 

Ethyl formate 

. . 127 gal 


The reported composition of the noncondensable gas is given in Table 3. 


TABLE 3 — AAFRAOE COMPOSITION OF NONCONDENSADLE GAS FROM RETORTS 
AT IRON MOUNTAIN PLANT, FORD MOTOR COMPANY 

Per Cent by VolumCj 
Constituent Dry Gns 


H« 

22 

CIU 

16 8 

Cnllon 

12 

CO 

23 4 

COo 

37.9 

02 

24 

No 

160 


REFINING OF PRODUCTS 

To obtain the various products, different methods are used according to the 
degree of refinement required Some of the products \Ahich vere formerly made 
by the destructive distillation of wood arc being discontinued owing to improved 
synthetic processes of manufacture. Houever, some of the main products still 
made by this distillation are acetic acid, methyl acetone, methanol, and sometimes 
gray acetate of lime. 

Acetic Acid — Acetic acid made from hardwood distillation amounts to about 
10 per cent of the total acetic acid used. It has to be sold where a weak acid can 
be employed since it occurs in dilute solution. If it is concentrated, it must come 
in direct competition with synthetic acid. 

Acetic acid is used in the manufacture of acetates, particularly cellulose 
acetate, for wliich there is an increasing demand. Other uses are for neutraliz- 
ing and acidifying and in th^ naking of esters. It is also a solvent for volatile 
oils and a vehicle for carrjdng C^it other reactions. 

Acetic acid is a natural product of the distillation. However, its manufacture 
involves the separation iSf the acid from water, methanol and similar products, 
and dissolved tars. Above all a chea'p method of water removal is necessary 
The following methods show the various ways of accomplishing this result. 
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The Suida Process?- * This process is based upon the solvent action of a 
special heavy tar oil distillate upon acetic acid vapors. The vapors from a still 
enter the base of a scrubbing column and the solvent tar oil enters near the top 
and comes out at the bottom. The tar oil absorbs the acetic acid and condenses 
some water, while the methanol, acetone, aldehydes and the remaining water 
vapor pass out at the top to a condenser. 

The tar oil, acetic acid and water drop through a dehydrating tower, from 
which the water vapor and a little acid are returned to the scrubbing colunm. 


QUANTITIES BASED ON 
ONE CORD AIR DRIED 
hardwood. 

C=CONOENSER 
G » GALLONS 
H* TUBULAR 
HEATER 

S= STEAM INLET 
T= OUTLET TO 
STEAM TRAP 
W= COOLING WATER 
VENT 
X= VALVE 

r? UQUID 
lil ’ METER 


TOOOLBS o 
CHARCOAL 

z 

«3, 


10 G TA R OUT 



Flow Sheet Direct Acetic Acid from Pyroligneous. 

Fig. 8. Othmer Process for Acetic Acid Production. (Courtesy D. F. Othmer) 


The remaining acetic acid and tar oil is pumped to the top of a stripping column 
where the acetic acid and water are separated from the tar oil. They then pass 
to a rectifying colunm where the acetic acid and water are partly separated. 
The strong acid (92 per cent) is bled off from an intermediate plate while the 
water and some acetic acid pass to a condenser to make a liquor containing about 
15 per cent of acetic acid which can be rerun with the pyroligneous acid. The 
tar oil from the stripping column is cooled and made ready for use again. The 
process can be used at any hardwood plant starting at the point in the process 
where the pyroligneous acid is distilled. 

Other processes for dehydrating weak acetic liquors depend upon the use of 
azeotropic mixtures where water is entrained. The auxiliary product should not 
form a constant-boiling mixture with anhydrous acetic acid and be only sparingly 
soluble m water, if at all. There are a number of such withdrawing agents, such 


Partridge, E. P., Ind. Eng. Chem. eS 482 (1931) 
Poste, E. P,, Ind. Eng. Chem. 24, 722 (1932) 
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as ethyl and methyl acetates, ethylene dichloride, isopropyl ether and butyl 
acetate. 

Othmer Process^ In this process the weak acid vapors coming from the distill- 
ing of the pyroligneous acid are led into a column still, with enough withdrawing 
agent to form a complete constant-boiling mixture with the water. The vapors 
are condensed and the water separated by decantation. The withdrawing agent 
floats on the w^ater. 

A specially designed column (practically a chamber column) is used for re- 
moving (1) a mixture of methyl acetone and methanol at the top (2) wood oils 



Fig. 9. Dehydrating Still — Othmer Acetic Acid Process Pre-evajiorator — low^er 
right-hand corner. (Courtesy Dr. D, F, Othmer, Polytechnic Inst., Brooklyn, 

through the side at an intennediate chamber, (3) dealcoholized liquor near the 
bottom and (4) tar, at the bottom. 

The dealcoholized liquor is pumped to a pre-evaporator in definite quantity 
in order to remove the residual tar and to supply w^ater and acetic acid ^'^apors 
to the second column. See Figures 8 and 9. The withdrawing agent, w^hich is 
butyl acetate, enters as a reflux at the side near the top of the column. The top 
chambers of the dehydrating column are wider than tliose of the bottom, to give 

5 Othmer, D. F , Trans. Am. Inst. Chem. Eng. 80, 299 (1933-34) ; Ind. Eng. Chem, 
27, 250 (1935); Chem, and Met. Eng. J,0, 631 (1933), 4 /, 81 (1934); IT. S. Patents 
1,804,745 and 1.917,391. 
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the butyl acetate room to mix better with the vapors. The vapors passing 
through represent the constant-boiling mixture of butyl acetate and water and 
they are condensed and separated by decantation, the butyl acetate flowing back 
into the top of the column and the water passing out at the bottom. The^ butyl 
acetate is slightly soluble in water so the water is passed through a stripping 
column to distill out the butyl acetate with a little water, leaving the remaining 
water to discharge from the bottom, practically free from the withdrawing agent. 
The vapors from the above are condensed and enter the separator from the col- 
umn condenser, to be separated with the regular liquor flow. 

The anhydrous acid still contains some tarry products, so it is redistilled in a 
batch apparatus with a rectifying column, to make glacial acetic acid. The 
residue in the still is composed mostly of propionic and butyric acids. If all 
empyreumatic substances are to be removed, the acid is distilled with sodium 
bichromate. In making glacial acetic acid, silver tubes are used in the condenser. 

A diagram flow sheet of this process is shown in Figure 8. This does not show 
the wood oil outlet at the side of the first column. An addition to the process 
would be column stills for rectifying the crude methanol separated by the 
methanol column. 

Brewster Process,^ Another type of process for separating acetic acid from 
water employs liquid-liquid extraction. The solvent has a greater attraction for 
acetic acid than does water and is also insoluble in water. Isopropyl ether is 
passed into the bottom of a stripping tower while weak acid is falling from 
above. The droplets of ether pass upward through the water and take the acetic 
acid to the top of the tower where it overflows. The water passes off at the bot- 
tom and contains but a small amount of ether, which can be distilled out. In 
the same way the ether is distilled from the acetic acid leaving the acid water-free. 

This process is more suitable for dehydrating weak refined acid. 

Improvements are being made in column stills. It has been found that en- 
trainment does not hinder the separation of components in a column as much 
as higher velocity improves it. For this reason columns are being made with 
special baffles following each chamber, to separate the entrainment, thus speeding 
up the rate of flow through the column. The use of a spiral, rotating at a high 
speed, has been suggested as a means for providing a long counter-current path 
for vapor and liquid.*^ 

For a discussion of the principles and types of equipment used in the opera- 
tions of extraction and distillation discussed above, see Chapter 2, The Unit 
Operations. 

Methanol — ^The production of methanol from wood has dropped off consid- 
erably owing to the competition of synthetic products. The total production of 
methanol from all sources increased rapidly after the price dropped and new uses 
were found, but the amount made by wood distilling plants has decreased one- 
third, whereas the number of plants has dropped over one-half. 

As stated before, the pyroligneous acid contains the methanol. It can be 
removed by distillation, either before or after neutralizing the acetic acid. With 
direct acetic acid processes, it is removed as the first fraction from the distilla- 
tion in a separate column with special plates to take care of tar formation in 


0 Brewster, British Patent 187,603 (1922). 
^ Chem. Ind. 43 , 507 (1938). 
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the column. Above the feed inlet, bubble caps can be used. A strong alcohol 
of about 82 per cent can be made, if a bleeder is used on the side of the column to 
remove the wood oils. AVhen a simple still is used to remove the dissolved tar 
the acid is distilled and all the vapors collected together after condensation are 
settled. The hea'v'^^ oil settles to the bottom and the light oils float on top. These 
separated oils and the oils obtained after a further distillation of the middle 
portion are collected, mixed and sold, alcohol-free, as hardwood flotation oils. 
They consist of creosote, guaiacol, methyl-ethyl ketones and other wood oils. 

After neutralizing the clear liquor from the simple still or evaporator, and 
after settling, this liquor can be redistilled in a column still to make 82 per cent 
methanol. 

To further refine the methanol, a product of 92 to 95 per cent can be obtained 
easily by distilling the 82 per cent liquor in a batch column still, by separating the 
distillate into fractions. Usually these fractions contain different amounts of ace- 
tone. The constant-boiling mixture of methanol and acetone is found in the first 
fraction, as it has the lowest boiling point. The middle portion has a small 
amount of acetone and the third fraction the all}^ alcohols and wood oils. 

The first runnings of the distillate arc more or less colored, but the middle 
fraclion is practically colorless and contains upwards of 92 per cent methanol. 
After the middle portion distills the methanol begins to contain oil and it becomes 
non-miscible nith water. Subsequently the distillate becomes turbid and finally 
a mixture of oil and water comes over which separates in two layers. There are 
methods of rcmo\ing the last traces of acetone, but these are not much used on a 
commercial scale. 

The refining of methanol in a continuous still presents quite a problem. It 
is necessary to divide the distillation into three parts. The weak alcohol is freed 
from heads and oils in one still, the weak alcohol residues passing continuously 
to another still of similar tj^pe. The oils are bled off the side. In the second 
still, the methanol, and any heads and oils still present are distilled from the 
water, the water going to the sewer. The oils accumulate at the bottom of the 
column above the still proper, the methanol is bled off near the top and the 
heads pass out to the condenser. In the third still, the heads and methyl acetone 
are distilled from the alcohol, the heads pass to the condenser, the methyl acetone 
being bled off near the top of the column. The methyl acetone is a mixture of 
constant boiling point containing approximately 15 per cent methanol and 85 
per cent acetone, and it is sold as such. 

Some of the sections of the last two columns are arranged so that the liquor 
and vapors in them can be treated successively with sulfuric acid and caustic 
soda,® 

Hardwood Tar — ^I'he tar from hardwoods is steamed to recover its content 
of acetic acid and methanol, and the residue usually burned as fuel. It can be 
given special treatment if desired. Where the Suida process for direct recovery 
of acetic acid is used, a heavy^ distilled fraction of the tar is used as a withdraw- 
ing agent for the acetic acid vapor. 

To make tar oils, distillation is resorted to and variations can be made in the 
cuts to suit the properties desired in the fractions taken. Tar is distilled in a 

8 Robinson, C. S. and Gilliland, E. R,, “Elements of Fractional Distillation,” p. 238 
et seq., McGraw-Hill (1939). 
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steel still, sometimes provided with a stirrer, which is set in a brick furnace. 
The still could also be a horizontal cylinder. Heat is applied slowly and the 
distillate collected until the specific gravity of the tar oil reaches about 0.98, at 
which time the receiver is changed. Some of the oils present in the tar distill 
unchanged, while the heavier products are broken up to a greater or less degree, 
forming pitch, coke, and gas. Following the light oils, a heavier yellowish green 
oil comes over, having a sp. gr. of upwards of 1.01. The distillation can be car- 
ried on until nothing but coke is left in the still, but it is usually better to stop 
with the production of pitch which can be dra^vn off hot from the still. The 
condensate is sometimes divided according to the temperature of distillation; 
the light oils being collected up to 240 deg. C. and the heavy oils between 240 
and 290 deg. C. 

If it is desired to make wood creosote, these oils are again redistilled and 
the heavy oil fractions combined. The heavy oil contains most of the creosote, 
which is extracted from the heavy oil by means of caustic soda lye of about 1.2 
sp. gr. The hydrocarbons are boiled out and the creosote separated by neutraliz- 
ing with sulfuric acid. The treatment is repeated and the final creosote re- 
distilled, the product coming over between 200 and 220 deg. C. being called 
commercial wood creosote. To further purify it, it is oxidized with a mixture of 
potassium dichromate and sulfuric acid and again distilled. 

Charcoal — ^As the charcoal comes from the ovens, it is in lumps, but as it 
breaks quite easily a great deal of fine material is produced. For domestic use, 
the charcoal is broken up and screened and placed in small paper bags. In spite 
of the cheapness and convenience of coal and oil, a surprising amount of charcoal 
is used as a domestic fuel. Charcoal burns with a hot, clean flame and is especially 
valuable for camping purposes. It has also been used under certain kind of stills 
because it makes no smoke for detection by a revenue officer. It is now used 
chiefly in the manufacture of alloy steels. 

Activated charcoal is a different product from ordinary’’ charcoal, as it has 
improved adsorbent properties. It is usually made by treating ordinary charcoal 
at a high temperature in the presence of superheated steam. This more com- 
pletely removes the tarry product thus making it more porous. 

Calcium Acetate — Acetate of lime was formerly one of the important prod- 
ucts, but is now made chiefly by a few small plants, the larger ones being converted 
into direct process plants. 

To make acetate of lime, the pyroligneous acid is distilled in a copper still 
before neutralizing and it is thus partly freed from tar. The residual tar amounts 
to about 5 per cent of the pyroligneous acid. It is pumped to a tar still where the 
remaining acid is removed by distillation, using heat from a steam coil and also 
live steam. The settled tar which separates out before the distilling of the 
pyroligneous acid is usually mixed with the other tar before distilling. The 
residual tar is known as 'foiled tar” and is used for fuel and also for special 
distilled products. In the Suida process, this tar is distilled and a high-boiling 
fraction which is obtained is used for scrubbing out' acetic acid from the pyrolig- 
neous acid vapors. 

The condensate of alcohol and acid from both stills is neutralized with lime 
and settled. Formerly in large plants the custom was to run the neutralized 
liquor through a continuous column still, heated by a steam coil. The condensed 
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vapors from the condensers were collected in a tank. At smaller plants, the tar- 
free liquor is distilled in an intermittent steel still called a ^'lime-lee*^ sometimes 
supplied with a small fractionating element. In this still the methanol is sepa- 
rated from the acetate liquor, the distillate containing about 8 to 10 per cent of 
methanol. 

The residual liquor from both the column or the *^lime-lee” stills contains the 
acetate of lime solution, which is allowed to settle in tanks. The clear solution 
is evaporated to remove the water. At some large plants the water is removed 
in multiple-effect evaporators, followed by evaporation to a paste in open steam 
pans. At small plants the liquor passes directlj'^ to the steam pan. The paste is 
removed to the acetate floor on top of the retorts, where the heat of the oven 
furnace finishes the dr>ang. 

At one American hardwood plant, the tar is settled out and the clear liquor 
is evaporated in multiple effect evaporators and the soluble tar continuously 
removed. The evaporated liquor is neutralized in batches with milk of lime and 
settled. The sludge thrown dowm is filter-pressed. The clear solution is distilled 
in steam-heated column stills. These stills are capable of giving a distillate of 
upwards of 90 per cent refined methanol. The liquor coming from the bottom 
of the still is a solution of neutral acetate of lime. This solution is evaporated 
in multiple effect evaporators to a thick solution. It is then dried to a mud on 
an atmospheric drum dryer. This could continue to dryness but on account of 
the dust, the final drying is done on a belt dryer such as a Hull lard, wliich keeps 
the acetate in a granular form. 

When gray acetate of lime is dry, it is a gray powder containing 2 or 3 per 
cent of moisture and about S3 to S4 per cent of real acetate of lime. 

Acetate of lime was at one time the chief source of acetic acid but direct 
processes making acetic acid from pyroligneous acid and processes producing it 
from other materials have cut down almost entirely the use for this purpose. It 
is still used for other purposes in smaller quantities. 

Sodium Acetate — At the present time acetate of soda is made from weak 
solutions of rectified acetic acid containing about 15 per cent of acid. It is not 
made at the distillation plant, but could be in connection with direct acetic acid 
processes. Any copper which is present is precipitated by the addition of a little 
sodium carbonate, in excess of that required to neutralize the acetic acid. After 
filtering, the acetate liquor is evaporated in tin-lined vessels heated by steam, A 
little acetic acid is added to the solution to remove carbonates and the solution 
crystallized in the regular manner. These crystals arc drained and dried b}*” 
centrifuging or storing in a drying room. 

Other Products — There are a number of different products that can be 
made in small quantities. These are derived from the tars and alcohol residues 
(see Table 2). The gas, representing 20 per cent of the weight of the wood, is 
burned under the boiler or retort furnace. 

It has beei. suggested that the carbon monoxide, hydrogen and carbon dioxide 
of the gas (see Table 2) could be utilized as the raw material for synthesis of 
methanol and organic acids. This has not been seriously attempted yet, and the 
economic feasibility is somewhat uncertain. 

Pine Wood Distillation — In many respects the raw material for pine wood 
distillation is different from that for hardwood distillation. Although green wood 
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could be used to advantage, for instance, fat butts of trees or slabs, it is usually 
the dead down timber and stumps that furnish the raw material for this distilla- 
tion. The dead wood represents sound wood left after logging operations. It is 
also known as top wood and ''light wood” in contrast to stump wood. Only 
special grades are adaptable, those pieces known as "fat” wood being the proper 
kind for distillation. The fatter the wood the heavier it is, and the greater quan- 
tity of products that are obtainable. This wood is cut up into four foot lengths 
or shorter and is split to a maximum of six inches in diameter. 

There is a considerable quantity of fat wood in the Pacific States and some 
in Michigan and other pine and fir districts. However, this material does not 
contain enough resinous material to justify distilling in competition with the 
resinous wood of the South. 

This southern wood generally comes from long leaf pine, Cuban pine and 
sometimes a few stumps of loblolly and shortleaf. The supply is not a perma- 
nent one. The only renewal comes from the cutting of virgin forests as second 
growth material is rarely acceptable, but it will take many years to deplete it. 
The area in which it is found stretches from North Carolina to Texas, ranging 
mostly one hundred miles to two hundred and fifty miles from the coast. 

The value of the raw product is comparatively little. It is sold in the woods 
by the ton, ranging from 12%^ on private property to 30^ per ton on Govern- 
ment property. 

The stump wood is often blown out of the ground with dynamite, but recently 
caterpillar tractors and push-dozers are being used very extensively. The 
average tractor wood is not as good as the dynamited wood for two reasons, (1) 
because the small stumps are less resinous and (2) because the blasting of the 
stump scatters the decayed parts so that they are not picked up. The prepared 
wood is brought to the factory in trucks or boxcars and commands a price of 
$2.50 per ton and upwards unloaded at the plant. Top wood having a denser 
structure is more suitable for charcoal making than stump wood. The chief 
commercial products obtained by the distillation of pine wood are pine tar, pine 
tar oil, wood creosote pine oil, turpentine, dipentine and akrol (or pinapp as it 
is called), and a residue of charcoal. 

The yield of pyroligneous acid is less than from hardwoods and contains a 
lower percentage of acetic acid and methanol. On this account, the pyroligneous 
acid obtained is not usually saved. 

Equipment and Operating Methods— The distillation of pine wood as car- 
ried out at the various plants, requires retorts varying in size and shape with the 
methods of operating and the products sought. 

There are several methods of treating resinous woods. The valuable part 
being the oils and tars, the operation should be carried on with the object of 
recovering as much of these as possible, at the least cost. The turpentine is 
present in the wood as such. Some undecomposed rosin is found in the tar and 
tar oils. 

The destructive distillation of resinous wood is carried on in a very similar 
manner to the treatment of hardwood. So far, both horizontal and vertical 
retorts have been used varying in cubic capacity from % to 10 cords. Various- 
shaped retorts have been used, and points of advantage claimed for each one. In 
addition to the regular steel retorts, concrete retorts heated on the inside by 
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means of cast iron flues have been tried; some holding from ten to eleven cords 
were successfully operated for a number of years. 

There is still a diversity of opinion as to the best way to destructively distill 
resinous wood. Some prefer a reasonably small retort heated slowly so tliat the 
resin will melt and run out of the bottom, anj^ oil vapor coming off at the same 
time being passed through a condenser. The condensers are similar to those used 
in the hardwood industry'. In such outfits, the ratio ()f oils and tars varias 


A A, Retorts; 

BB, Condensers; 

CC. Pipe for condensed products; 

DD, Receiving tank, ciucle liquors; 

E. Oil tank; 

FF. Acid and lime lee stills; 

G. Neutralizing tank and filter press; 

////. Steam pans for acetate; 

1. Finishing pan for acetate; 

JJ. Rcctifring still for alcohol; 

K. Crude oil and tar still; 

L. Washer for crude oil; 

M . ColuiTLii still to rehne tarpentlue irora ccvide WQQd oil. 



Fig. 10. Plan of Complete Plant for Distillation of Resinous Wood. 
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a color as possible. The cost of fuel must also be considered. The action of the 
hot furnace gases on the shell of the retort is very destructive so consideration 
must also be given to this fact. In addition it must be remembered that wood is 
a poor conductor of heat and it is practically impossible to distill it in blocks 
so that all parts will be distilling the same products at one time. Because of all 
these items, it is advisable to know in advance of construction what particular 
results are desired before selecting the type of retort to be used. 

There are reasons for these various practices based partly on selling require- 
ments and partly on operating conditions. Some of the reasons given by those 
who use the % cord retort are that it is more easily heated within a given time 
than a larger one, consequently the retort wear is not as great. Also, the char- 
coal is supposed to contain less brands, because of less area of the retort being 
exposed to the air. On the other hand, those who use a larger retort (twice as 
large) state that the retorts and furnaces cost less per cord to construct, so that 
the wear and tear is no greater than for the smaller retorts. The labor cost of 
handling is enough lower, to offset any possible extra cost for depreciation as 
compared with smaller retorts. 

Those who use the very large retorts with auxiliary equipment, claim a saving 
in the cost of both fuel and labor. 

The use of internal flues is principally to prevent the action of the furnace 
gases on the retort shell. There is also a saving in furnace construction. Because 
of the smaller heating surface, the temperature in the flue must be higher than 
that in the flue of the other type of construction when the retort is heated from 
the outside of the shell. It is possible that flue expense and delaj^s may prove as 
great as the expense attached for this reason to the other type of retort. 

The considerations for using a vertical retort seem to be the possibilities of 
making better quality products ^vith less expense. If the tar comes out at 
the bottom as is usually the case, it does not have to come into contact with the 
hot retort shell. When using vertical retorts, the custom is to draw off the tar 
from the bottom and to fractionate the vapors by making cuts at the tail pipe of 
the condenser. 

Kiln tar made in pits seems to have a readier sale at a higher price than retort 
or distilled tar. The small retort heated slowly makes a tar that approaches kiln 
tar in color and other properties and it is for this reason that some prefer this 
equipment. 

The small iron retort heated by internal flues has proved to be a failure, 
partly from poor construction and partly from lack of heating surface. These 
are the so-called ^'portable retorts.” 

As there are successful companies using different types of retorts, it is evident 
that business considerations are more responsible for success than types of process. 
It is not surprising that with such diversity of operation, there is nothing standard 
in the industry. 

It is obvious from this brief discussion of requirements, that operation in this 
field is still very much of an art rather than a carefully controlled and completelj^ 
understood method of manufacture. 

Products of the Distillation — With all types of equipment, the distillation 
is accompanied by phenomena similar to those occurring with hardwood distil- 
lation. Upon the application of heat, the water, accompanied by some of the 
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turpentine and other oils present in the wood, distills off. As the temperature 
increases, some rosin distills over with the oils, particularly if steam is still pres- 
ent. After most of the water has been expelled, the wood fiber begins to break 
down, similar to the action with hardwood, similar products being produced. 
Pyroligneous acid is found in the distillate, with oil and rosin solution floating on 
the top. As the distillation continues, gas is formed and the rosin begins to break 
doum. The oils collected up to this point are sometimes called “sweet crude” and 
collected separately. The remainder of the distillate is called “destructive crude.” 
This contains the remainder of the p3Toligneous acid and wood oils from the dis- 
tillation of the wood as well as the oils from the distillation of the rosin. 

If the tar is not drawn off at the bottom, the rosin, creosote and oils con- 
tained therein, distill and the tar becomes darker and darker until it becomes 
pitch. If the pitch is not drawn off, the distillation continues and the pitch is 
converted into coke. The residue from the distillation remains in the retort as 
charcoal and tar coke. Gas is fonned as in the distillation of hardwood. Over- 
heating causes more gas to form, with corresponding loss of oils. The gas, after 
passing the condenser, often contains a light oil which is sometimes sc nibbed 
out. In large plants, the gas is piped to the boilers or retorts and used for fuel, 
whereas in the small plants it is often allowed to escape to the air. 

The condensed oils and acid have similar specific gravities. When warm, it 
is usually possible to separate b}'' gravity. Upon long standing the oils will come 
to the top. Separation is then readilj'^ effected. When emulsions are formed 
separation is difficult. In those cases where the tar is drawn off at the bottom 
of the retort during distillation, the tar usually contains a large amount of acid 
water. This acid water often separates in part by gravitj’’, but its complete 
removal is verj’' difficult. By steaming slowly to avoid too much frothing, the 
water can be entirely removed. All these operations should be carried on in 
wooden, copper, or cement-lined vessels when acid is present. 

Refining the Products — The refined products of the distillation of resinous 
"woods are light oils, turpentine, dipentine, heavj’’ turpentine, pine oil, tar oil, and 
pine tar. Charcoal is the residue. 

The refining of destructive oils is a variable operation because of the diversity 
of methods of production. At those plants where tar and oil are all distilled and 
collected together, the resulting crude oils usually float on the surface of the 
pyroligneous acid. This crude can be sold as such for flotation purposes and has 
proved to be a very satisfactory product for the purpose. It has been called by 
various names, but, at present, the tendenc}'’ is to call it “cnide oil of pine 
wood, or total crude” and pine tar oil. 

This crude oil contains light oils from the wood and rosin, the turpentine 
and pine oils, t^ie creosote and tar oils and the rosin oils and tar. It is customary 
to remove the (light oils, turpentine and pine oils by a rough separation in a steam- 
heated still, a live steam jet being used in conjunction with a coil. The light oils 
are collected separately. The residue left is called “crude tar oil.” This is re- 
moved to a still heated by direct fire and the creosote and refined tar oils removed. 
The tar remaining in the still is known to the trade as “retort tar.” The whole 
separation is sometimes done in a fire still. 

The light oils are redistilled once and the distilled oil sold as solvent oil under 
yarious trade names, \ The crude turpentine and pine oil fraction is treated in a 
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mixer with small quantities of concentrated sulfuric acid, then removed to a 
steam still and distilled over caustic soda solution. Tractions are taken off and 
collected separately. The turpentine and also the pine oil are distilled a second 
time over caustic soda solution and the refined oil collected within the limits of 
purity desired. 

The residues from the stills are often neutralized ivith pyroligneous acid and 
the soda creosote which is recovered is sold as a flotation oil. 

Most of the steam stills are supplied with some form of fractionating column 
which makes it possible to make a closer separation than in a simple still. 

Where the distillate from the retort is divided into '*sweet crude” and '*de- 
structive crude,” the destructive crude is treated as above, whereas, the ^^sweet 
crude” does not need the treatment ivith acid. 

Light Oils, The light oils are known by various trade names such as 
akrol, X oil, solventine, solvent oil. Sometimes they are redistilled several times. 
They are then known as XX or XXX oil according to the number of distillations. 

Destructively Distilled Turpentine, This is a turpentine whose properties 
in the main resemble those of gum turpentine or steam-distilled turpentine. 

Tar Oils, There are a number of oils that go by the name of tar oil and 
pina^tar oil. Genuine tar oil is a redistilled product, not often made. The total 
crude coming from the condensers is often called tar oil. Sometimes, the name 
is applied to a fraction of this distillate. Then a mixture of pine tar and lighter 
oils is sometimes called tar oil. Probably, a product intermediate between the 
light oils and pine tar should be called tar oil. 

Retort Tar, Pine tar made in retorts is called retort tar. If drawn off the 
bottom of the retort, it is sometimes called a heavy tar. The tar which is dis- 
tilled over from the retorts is mixed with the lighter oils. If these lighter oils 
are distilled from the mixture, the residue is pine tar. If the distillation is 
continued, the tar can be distilled down to pitch or coke, depending upon the 
amount of oil removed. 

TABLE 4 — GENERAL SUMMARY OF REFINED PRODUCTS 

Distilling 


Product 

Specific 

Gravity 

Range 

“C. 

Refractive 

Index 

Viscosity 

Total crude 

1.019 

70-345 

1.525 

2.9 

Crude pine oil 

.911 

70-232 

1.489 

1.1 

Refined pine oil 

.910 

180-220 


Crude wood turpentine . . . 

.887 

65-217 

1.456 

.9 

Refined wood turpentine . . 

.865-7 

140-180 


Heavy pine-tar oil 

1.063 

165-350 

1.557 


Commercial pine-tar oil . . 

1.04 

180-360 


Light solvent oils 

.862 

60-190 



Refined tar oil 




Refined wood creosote oil . 

*965 

105-275 

1.5096 

1.7 

Soda creosote oil 

1.025 

190-360 

1.4977 

2.9 

Retort pine tar 

1.065 

207-360 


NAVAL STORES 

Naval Stores was the term used to designate the supplies used by the Navy 
in the days of wooden ships. They were used in painting, caulking and other 
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repairing. In addition, pine tar was used for making rope of which large quanti- 
ties were then used. The term has been defined by the Federal Naval Stores Act 
as to comprise the four types of turpentine, namely, gum turpentine, steam-dis- 
tilled turpentine, destructively distilled turpentine and sulfate turpentine; also 
gum and wood. 

The nomenclature which has grown up around these products is sometimes 
rather confusing. It reflects the genius of an art rather than a science. In 
general, however, it can be said that *'gum” refers to the turpentine or rosin, ob- 
tained from the liquid which exudes from incisions in trees such as the long-leaf or 
slash pine, whereas “wood'^ refers to these same products obtained from the 
destructive or steam distillation of wood. 



Fig. 11. Steam and Solvent Wood Rosin Plant. 


The raw material for the manufacture of wood naval stores is the same as 
for pine wood distillation. 

The wood is handled in practically the same manner to prepare for loading 
on trucks, except that pieces IS" in diameter and up to 6' long are used. The 
delivered price for the wood is graded from $2.50 per ton upwards. 

The Extraction Process — This process is usually called the Steam and 
Solvent Process. Much ingenuity has been used to devise suitable mechanical 
arrangements for carrying it on successfully. The requirements are a wood 
cliipping and elevating system that deliver the ground wood to the extractors, 
an easy method of discharge for the wood from the extractors, and the proper 
discharge system to remove the discharged chips to the boilers or fuel house. 

Of all the proposed methods for producing valuable products from resinous 
wood, the extraction processes seem to promise the best utilization of raw 
material. The oleo-resins containeil in resinous pine and fir wood seem to 
consist of light oils, hea\y oils and resins. The light oils correspond closely 
with turpentine, the heavier oils or pine oils seem to be oxidation products, 
chiefly terpineol, and the resin mostly colophony. The presence of small quanti- 
ties of other products has a marked efifect upon the phj^sical properties of the 
chief ingredients, particularly the odor. At the present time the oleo-resins seem 
to be the most valuable products of the extremely resinous woods, although pulp 
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and paper are being made from the less resinous wood, and fiber board ^ from 
the Tesidual chips. The operation of a steam and solvent plant consists in grind- 
ing the wood by means of a hog and shredder until it is in a fine granular condi- 
tion. The comminuted wood is conveyed to a series of pressure extractors. In 
these it is first steamed under pressure to remove the turpentine and part of the 
pine oil. Pressure is necessary in order that the live steam and heat may pene- 
trate the mass of the wood. Some plants use as high as 60 lb. per square inch, 
gauge pressure. The introduction of a lighter boiling solvent than hitherto used, 
which can be separated from turpentine by fractionation, has made it possible 
to omit the first step, that of steaming for turpentine from the wood. This sol- 
vent is admitted to the extractor containing the ground wood, extracting all three 
products together. 

After removing the oils and reducing the pressure sometimes below at- 
mospheric, solvent is pumped into the extractors to dissolve the rosin and 
remove the remaining pine oil. The solvent solution is strengthened in rosin 
content by sending it in series through a number of extractors. In this system 
the nearly exhausted wood is brought into contact with fresh solvent, which 
extracts a large part of the remaining rosin. 

The rosin solution from the extractor containing the strongest solution is 
pumped to the washers. The weakest solution is pumped from one extractor to 
the next. The washed wood is allowed to drain and the drainings pumped out. 

Rosin and Solvent Recovery — ^To recover the solvent from the wood, an 
operation similar to that for turpentine is required — that of heating and steam- 
ing with live steam. At first, but little steam is required owing to the large quan- 
tity of light solvent remaining in the wood. To remove the heavier portion, 
pressure and prolonged steaming are required, to prevent excessive loss of solvent 
by its remaining in the wood. This last operation is sometimes performed in 
rotating horizontal cylinders. By this means, the steam is prevented from fol- 
lo^ving channels in the wood chips, as might happen with upright extractors. 
All the solvent is not recovered, the loss being one of the chief items of expense 
attending the operation. Several processes have been developed to extract 
the rosin, varying from one another in some details, but all based on the 
solvent power of some alkali or volatile oil. The alkali process consists in dis- 
solving the resin in soda solution and neutralizing the solution with acid to 
regain the rosin. This was tried on a semi-commercial scale but abandoned in 
favor of the volatile solvent process. When solutions of alkali are used a sub- 
stance called ‘"humus” is extracted with the resin. It is only recently that a 
method has been found of separating this from the rosin. The suggested 
improvement in the alkali process is the use of ammonia as a solvent. The 
rosin is dissolved from the wood as with other alkali, in the form of resinate. 
It is claimed that by simple heating without the use of acids, the ammonia 
is distilled, leaving the rosin and “humus” behind. The rosin is dissolved in 
gasoline, in which the humus is insoluble. It is further claimed that there is no 
loss of gasoline. Rosin of good quality can also be steam-distilled direct from 
the wood when the heat is properly controlled. The method of extracting 
with volatile solvents has been known for a long time, but the low price of rosin 

® See Chapter 37, Paper. 
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prevented its successful application. Then for a few years the price of rosin 
was so high tliat the successful development of the process became a commercial 
fact, but a slump in value of the rosin and turpentine caused most, if not all, 
of the plants to close down, .With the increase in value of these products most 
of these plants have resumed operations. 



Fig. 12. Diagram of Extractor and Condenser Steam-solvent Plant. 

Equipment Used in Processing Operations — diagram of the equipment 
used in steam-solvent plants is shown in Figure 12. 

In the washers, the rosin solution is cooled by a water spray jetted into the 
oil. This cools the solution and there is thus precipitated an impurity that 
would make the rosin of poor quality if it remained. This impurity is spoken of 
as ‘^nigre.” It darkens the rosin and also causes fine black streaks. The rosin 
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solution is passed through several of these washers and finally settled before 
entering the evaporators. 

The equipment for the recovery of the solvent and rosin varies with the 
emplacement of the evaporators. In some of the plants a horizontal evaporator 
is used, while in others, the tubes of the evaporator are set in a vertical or in- 
clined position. 

These evaporators are sometimes divided into as many as three sections. In 
one section the solvent is taken off and condensed; in the middle section, the 



Fig. 13. Two Stage Rosin Solution Evaporator. Modified Swenson Type. 
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hardness in a still The residuum from the evaporator is left soft and the final 
oils removed by distilling until the rosin is of the particular hardness desired. 
This is probably the surer way to make a rosin of uniform melting point, but it 
increases the possibilities of darkening the rosin and also its tendency to 
crj'stallize. 

Refining the Oils— When crude turpentine is made by steaming the wood 
chips, it is colorless when the first portions are condensed, but the latter portions 
are quite yellow. The yellow' color is due to the presence of crude pine oils and 
a little resin wdiich distills over wdth the turpentine. The stills can be w'orked 
w'ith live steam without a vacuum, but the present practice seems to favor dis- 
tilling under a vacuum without steam until the turpentine and dipentine are 
removed. This is determined by the specific gravity of the distillate. The residue 
in the still is then dropped into a collecting tank from w’hich it is pumped into 
another still to refine the pine oil. 

When the turpentine contains solvent, the solvent distills first and is collected 
by itself, then an intermediate fraction is collected containing solvent and light 
turpentine, after w'hich the turpentine and pine oil remaining are separated. 

At some plants dipentine is made. This is a common terpene, but has a 
peculiarity of having a relatively high boiling point and low' gravity. While 
the turpentine is distilling in a column still under a vacuum, toward the end 
of the turpentine range the condensate rather suddenly begins to become lighter 
in granty. This is the dipentine fraction. This is not pure but is mixed with 
some turpentine and pine oil fractions. This oil is redistilled to make a fraction 
conforming to definite specifications. 

At one large plant using a light naphtha solvent, the heavier oils coming 
from the evaporators arc distilled under a vacuum and the following cuts made. 

S]h Gr. 

0.733 to 0.7G5 Naphtha 

0.765 to 0.854 Middlings 

0.854 to 0.851 Turpentine 

0.851 to 0.863 Dipentine 

0.863 to 0.940 . , , . Light pine oil 

0.940 to Finish Heavy pine oil 

Residue “Foots.^^ 

The naphtha is returned to the system for re-use. The middling cut is redis- 
tilled to separate more naphtha and turpentine. The turpentine fraction is sold 
as such , or specially refined with alkali and redistilled. The pine oil fractions 
are distilled over caustic soda and cut so that the w'ater wiiite fractions will have 
the reqiiired gravity. These fractions are dehydrated by lieating, to distill the 
w'ater. Some oil comes over with the w'ater and is saved. The winter is easily 
removed uf a vacuum is used. The residue of “foots” is placed in steam-heated 
tanks or drums and if not sold, it is used for fuel. 

^ REFINED PRODUCTS 

Steam-Distilled Wood Turpentine — Turpentine produced by the above 
process closely resembles gum turpentine, except for the odor. The odor of 
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gum turpentine is supposed to be due to an aldehyde which has no commercial 
value. The odor of steam-distilled wood turpentine is due to the different oils 
contained therein. 

Steam-distilled turpentine contains pinene, both alpha and beta, also in much 
smaller quantities, limonene, dipentine and some terpinene. Most of these can 
be produced from pinene. 

Dipentine — It has been stated that this oil is found in the intermediate 
fraction between pinene and pine oil. The oil is redistilled and the light and 
heavy ends cut out and the middle fraction used as dipentine. 

Pine Oil — ^This is a valuable oil that was discovered as one of the products 
of the distillation of pine wood with steam. At first no use was found for it, but 
gradually its intrinsic value became knouoi and it has found many uses. 

Soluble pine oil is a solution of pine oil in a special soap solution. Using 
freshly distilled pine oil and a recently made solution, the phenol coefficient 
(action on typhoid bacilli as compared with phenol) is around 5. It quickly 
loses this value, however, and becomes less effective. 

Pine oil containing as it does an alcohol (terpineol and other terpene alcohols) 
has a tendency to neutralize the effect of carbolic acid on the skin. 

Steam-distilled pine oil is considered the best flotation agent in the recovery 
of some metals from their low-grade ores. It is used for making terpin hydrate 
by treatment with 5 per cent sulfuric acid. It is much used as a solvent. Large 
quantities are used in the soluble form for making disinfectants and for cleaning 
oil from cotton yarn and cloth. 

There are several grades made depending upon the gravity and color. The 
standard grade has a specific gravity ranging from 0.933 to 0.938. The color 
ranges from water white to almost red. The two grades usually sold are the water 
white and light amber. The water white is made from the amber by redistilling 
with or without caustic soda. The special grades are made by varying the 
gravity. 

The crude pine oil from the turpentine still is collected until enough has 
been accumulated to make a charge for the pine oil still. This still is the same 
size as the turpentine still and is operated in a similar manner under a vacuum. 
Live steam is used and the oil is distilled until the color becomes too dark to be 
merchantable and the residue is drawn off as “foots.'' This is a semisolid substance 
of a sticky nature comprised of resene, a little pine oil and usually a small amount 
of rosin. 

The collected pine oil is wet, that is, it is capable of absorbing about five 
per cent of water, which is difficult, if not impossible to settle out. By heating the 
oil in a simple still, preferably under a vacuum, the water and some oil distills, 
leaving the remaining oil free from water. 

For standards and methods of testing these various materials see the standard 
methods of the American Society of Testing Materials. 

Wood Rosin— Although wood rosin closely resembles gum rosin, it has dif- 
ferent characteristics. 

Ordinary FF wood rosin when powdered has a yellowish cast, whereas, gum 
rosin of any grade shows white under similar conditions. The purer the ’wood 
rosin the less this yellow shows. 
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Most grades of wood rosin have a larger percentage of resene, as the non 
saponifiable matter is called. The amount of this varies w’ith the hardness of 
the wood rosin. If the rosin is steamed long enough, when finishing, a consider- 
able quantity of this unsaponifiable material is removed. 

Wood rosin seems to have a tendency to form crj^stals which make it opaque. 
This may be due to a less soluble form of abietic acid or because too much solvent 
has been removed. As this kind of rosin has a higher melting point than the 
clear rosin, the lack of solvent may account for the crystallization. A trace of 
water vdll sometimes cause this, probably by starting crystallization from a super 
saturated solution. It may be due, also, to the formation of isometric crystalliz- 
able bodies such as d-pimaric acid. 

By the capillary method, the melting point or softening point of wood rosin 
ranges from 53 to 55 deg. C., whereas gum rosin varies from 50 to 70 deg. C. A 
strongl 5 ''-crj’stallized wood rosin showed a melting point of 75 deg. C. 

In addition to softening point, color, acid number and saponification number 
are important quantities in determining rosin quality. 

It is claimed that rosin which is highlj' dextrorotary is less apt to crystallize, 
so the optical rotation is often determined. 

Wood rosin, although an amorphous solid, w'ill dissolve linoxylin when melted 
with it. For this reason it is much used in the manufacture of linoleum. Even 
when it is in solution in oils it will dissolve substances which are not soluble in 
the oils alone. 

On account of its physical and chemical properties, rosin is used^° in such 
industries as soap making, paper making, scaling wax, varnishes and the like. 

IlEFINING OF ROSIN 

There are a great many patented processes for the removal of the dark color 
from rosin. Very few of them actually decolorize to any great extent \rithout 
the use of excessive amounts of outside material and with a poor yield of refined 
rosin. The production of a high grade rosin from FF wood rosin is not so simple 
an operation as it might seem. The color is not due to a small quantity of a 
color body having a high tinctorial value, but to a relatively large amount of 
a color body of low tinctorial value. This means that the removal of the color 
bodies causes a large loss in weight of the original rosin. This amounts to as 
much as twenty-two to twenty-five per cent in the manufacture of pale grades. 

Wood rosin can be decolorized in various ways. By dissolving the rosin in 
certain solvents some of the coloring matter remains undissolved. By this 
method the color can be much improved, but only with the use of solvents 
difficult to handle on account of extreme volatility. Another method is to filter 
the rosin in solution through fuller’s earth or activated carbon and a third method 
is to treat the rosin in solution with another solvent which is partially or wholly 
immiscible with the first and also has a selective action on the color body. By this 
method, the color bodies leave the rosin solution and are taken up by the added 

A complete list of the uses of turpentine and rosin can be found in Gamble, T., 
'Tnternational Naval Stores Year Book for 1940-41,” pp. 81 et seq. For further dis- 
cussion of such uses see Chapter 37, Chapter 43 and Chapter 25. 
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solvent. By distilling off the first solvent containing the decolorized rosin, the 
refined rosin will be left as a residue and by distilling off the second solvent, the 
coloring matter is left as a residue. 

Rosin being such a cheap commodity, the use of more expensive agents to 
clarify it makes it necessary to recover these agents at low cost or the operation 
fails financially. At the present time, only two methods are in actual use. One 
is based on the adsorptive action of clays such as fuller's earth and the other is a 
dual solvent process using petroleum naphtha and furfural. 

The Clay Process — ^This process is carried out as follows: The rosin solution 
from the extractors is washed and evaporated in the usual manner to make FF 
rosin with less than 1 per cent of pine oil remaining. The FF rosin is mixed with 
hot naphtha and the solution is cooled in washers. The cooled washer solution is 
pumped through towers or vessels containing fuller's earth or magnesium silicate. 
These are arranged in a series; preferably of three adsorbing, three washing and 
three reclaiming and repairing. AH equipment is made of a material that wU 
not discolor rosin, such as aluminum or stainless steel. 

The head tower contains reclaimed fuller's earth or a fresh supply; the third 
tower is being filled with the raw solution and pushing ahead into the second 
tower and finally into No. 1, containing the fresh earth. The liquor coming out 
of No. 1 can be made of any grade, depending upon the relative amount of rosin 
solution passed through as compared to the amount of fresh clay. When the cla}^ 
in the back tank is sufficiently saturated with adsorbed material, the whole system 
is advanced one tower and the back tank cut out for reclaiming and revivifying 
the fuller's earth. 

The reclaiming is done by displacing the raw liquor left in the tower by cold 
naphtha. The coloring matter is only slightly soluble in cold naphtha. To 
remove the naphtha, it is displaced in turn with hot alcohol, usually mixed with 
some naphtha. In spito of the presence of the naphtha, the alcohol dissolves the 
coloring matter. The alcohol and pigment solution is washed out in a series of 
towers, by means of hot naphtha. When the alcohol has been washed out, the 
tower contains the naphtha which can then be replaced \vith raw rosin solution 
and the cycle repeated. Or preferably it is made the head tower in the adsorbing 
series and decolorizes the partially decolorized solution coming from the preceding 
tower. 

The clarified solution is sent to an evaporator to remove the naphtha until the 
solution is concentrated, when the remaining oil is removed in a pot still for 
finishing to the desired hardness. The alcohol pigment solution is distilled in 
fractionating stills to separate as much as possible the alcohol from the naphtha. 
The mixed alcohol and naphtha solution condensed, which does not separate into 
layers, is used to extract the coloring matter from the clay. 

The above system requires the use of a number of intermediate tanks in order 
to take care of the fluctuations in the operations. 

Although certain details of this process have been covered by a number of 
patents, the basic principle of the clarification of rosin solutions by means of 
fuller's earth and activated carbons has been known for a long time. 

Selective Solvent Processes— Although the use of a great many substances 
for clarifying rosin solutions in admixtures of other solutions has been patented, 



INDUSTRIAL CHEMISTRY 


694 

only a few of them have properties required for refining rosin economically. A 
process of this kind now in operation uses furfural as the selective agent. 

If a mixture of petroleum naphtha, rosin and furfural be heated together in 
definite proportions, the result will be a homogeneous mixture which upon cooling 
will separate in two layers. The upper layer will contain most of the rosin and 
naphtha with a little furfural and the lower layer will contain most of the coloring 



Fig. 14, Counter Current Extraction Tower for Rosin Purification. (Designed 
by D. A. Lister, U. S. Pat. WO 2,054,432) 

A — Refining substance 
B — Used refining substances 
C — Unrefined rosin solution 
D — Refined rosin solution 
E — Close-meshed wire screen 


Y^attler, some rosin and the remaining furfural, which will contain some naphtha 
in it. 

these facts a liquid-liquid extraction system was devised by means of 
wh}i fdhe furfural and rosin solution in petroleum naphtha are brought together 
in a cAitinuous manner. 

Usi^»s made of a column with perforated plates, similar to a beer still, but 
with vtWoPinute perforations. The rosin-naphtha solution being lighter is intro- 
ktipi . , . . ‘j 

Foi) lurther discussion of the principles of the unit operation of liquid-liquid 
extraction, see Chapter 2, The Unit Operations. 
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duced in a chamber near the bottom, high enough to allow the incoming naph- 
tha to separate from the descending furfural. The furfural goes in at the 
top and descends to each chamber through overflow pipes, while the naphtha 
solution rises through the perforations in the plate to mix vuth the descending 
furfural. The rosin naphtha solution flows out at the top and is collected, while 
the furfural and color bodies are removed from the bottom. The colder the 
solution the better the separation of naphtha and furfural. A diagram of the type 
of column used is shown in Figure 14. 

By distilling the clarified rosin solution either in an evaporator or still or a 
combination of both, the refined rosin is recovered. A similar procedure with 
the furfural solution leaves the color bodies and some rosin as a residue. This 
residue is sold under the name of “B Wood Rosin.'’ The margin of profit in the 
operation is decided by the financial returns from the sale of this grade of rosin. 

Hydrogenated Rosin — Processes for the hydrogenating of rosin acids have 
been patented by a number of different men. All of them seem to be based upon 
the catalytic action of hydrogen and a base metal upon the rosin in solution or 
in a melted condition. 

The only one in use is that of Humphrey and the resulting product is sold 
as ^Rtaybelite.” 

Early patents showed the possibility of hydrogenating rosin acids by means 
of base metal catalysts. There has not been an extensive demand for hydro- 
genated rosin so the development of the process has been slow. 

The Humphrey process is similar to the earlier processes, except higher pres- 
sures are used in order to obtain a greater yield. Of the thirty-one claims in the 
patent, the essential distinction is that the previously prepared rosin is to be 
treated with hydrogen under a pressure of 200 to 15,000 lbs. per sq. inch and at a 
temperature of 275 deg. C. to 325 deg. C. in the presence of an active base metal 
catalyst for a period of time (0.2 to about 3 hours) until the rosin is at least 
50 per cent saturated with hydrogen. 

A plant constructed for manufacturing hydrogenated rosin is now producing 
this product on a commercial scale. 


GUM NAVAL STORES 

The distinction between wood naval stores and gum naval stores lies in the 
fact that the gum naval stores products, turpentine and rosin, use the gum which 
exudes from a wuunded pine tree as a source of raw material for the distilling 
operation. Those trees are selected w^hich will yield enough gum when tapped 
to justify operations. Such trees are the long-leafed species and the Cuban pine 
often called slash pine. 

At one time, vast forests covered the South, ranging in expanse from North 
Carolina to Texas. The operations started in North Carolina and moved steadily 
wesUvard as the supply of trees became reduced. While the supplies in the west- 
ern section were being utilized, the Georgia and Florida trees reproduced. The 
Uand of trees m the western area of the South is so limited that the main opera- 
tions are now in the areas that have reproduced. It is possible, that ^vithin the 

12 Humphrey, I. W., U. S. Patent No. 2,113,808. 
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Georgia-Florida area, proper conservation methods will assure a perpetual stand 
of trees great enough to supply the domestic needs for naval stores for all time. 

Methods of Obtaining the Gum— The methods of operating are very simple 
and have been practiced without material change since their beginning. But very 
recently, improved methods have been introduced which are proving of benefit 
to the producers and to the sellers. 

A summary of all improvements tends to show that the best method of ob- 
taining turpentine and rosin from the live tree consists in the use of the cup and 
gutter system, light chipping and regulated distillation. 

To start a tree to producing, the bark is removed about ten or twelve inches 
from the ground and a space about 12 to 16 inches wide is made by cutting away 
a little of the wood. An angular cut (V) is made on this surface in which is 
inserted a metal gutter or apron. Under the gutter and close up to it is fastened 
a cup made of clay or metal and this is fastened to the tree by a zinc nail or 
wooden peg. 

Two gutters are used on each face, sloping towards each other. The upper and 
shorter gutter is separated at its lower end about 1 incli or so from the lower 
gutter and empties into it. The bottom end of the lower gutter extends beyond 
the end of the bottom of the upper gutter a couple of inches and the gum from 
both gutters flows into the pot or galvanized box beneath. 

The wounding of the tree causes it to exude the resin or gum and this flows on 
the surface to the gutter and Anally into the cup. The gum is higlily viscous and 
soon stops flowing, A fresh incision is made each week forming a V-shaped 
face. This is called ^^chipping.'* Formerly, this streak as it is called was made 
quite wide and deep, but it has been found that a streak not over two-thirds of 
an inch wide and not very deep is siifAcient. By the end of the season consider- 
able face has been exposed and the gum has to travel over the surface of the 
wood to reach the gutter. Much turpentine is thus evaporated and the gum 
takes up coloring matter from the wxod. Sometimes a streak is jumped leaving a 
ridge of wood for the gum to flow over. This gives a straight drop to the gutter 
W’ithout touching the surface of the face below. Because of the \dscous nature 
of the gum and the effects of the \Yind, this de\nce is not wholly successful. It 
is better to move up the cups. 

At the beginning of a new season, the cups and gutters are moved up the tree, 
so that the gum will not have to flow over the face produced by the operations 
of the preceding year. 

The gum is dipped out of the cup (called "dipping’^) into a small bucket and 
then put into a barrel in which it is hauled to a still. At the end of the season, 
the material covering the face (called "scrape”) is removed in bulk. This con- 
tains pine needles, dust and trash which it has collected from the air during the 
season. 

Distillation of the Gum — ^I'he distillation is carried out in a copper still con- 
nected by a cap and arm to a condensing worm or coil in a tank containing water. 
Some of these stills have two openings, one for the admission of the gum and the 
other for the exit of the turpentine vapors. Others have only one, in which case 
the vapor cap is removed to admit the gum and replaced when distillation begins. 

The chief improvement in distilling methods has been the use of the ther- 
mometer to regulate the firing, thus doing away with the "sound” method by Jiff' 
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tening to the variation of the sound at the end of the vapor pipe. Another im- 
provement is the use of the “nursing bottle” with which to catch samples from 
•which the amount of water to be used can be determined. 



After the gum has been sufficiently heated, some of the chips and stra^Y float- 
ing on the top are skimmed off and the opening closed. By avoiding too rapid 
heating at the start and also by adding water soon enough, both of which con- 
ations can be determined by the thermometer, overheating and carbonization 
are prevented and a better grade of rosin is produced. 
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The hot water coming from the top of the condenser is allowed to flow into the 
still. This reduces the distilling temperature. The water distills over with the 
turpentine and both are condensed and collected in a barrel or tank. A barrel is 
usually used for a separator. This is shown in Figure 15. The oil overflows at the 
top and the water through a goose neck pipe from below. Sometimes, the oil is 
passed through another barrel containing dry salt which removes the traces of 
water that remained in the oil. This is called a “dehydrator.^' 

When most of the turpentine has been distilled, the flow of hot water from 
the condenser is stopped and the remaining water in the still boiled out and the 
fire pulled. When the boiling has subsided, the rosin valve or gate at the bottom 
of the still is opened and the hot rosin allowed to flow out. This rosin is passed 
through strainers, setting above a wooden vat. These strainers are made flat and 
consist of fine copper or brass wire above which is placed a la3^er of cotton bat- 
ting. This batting retains the chips and fine bark that was present in the gum. 
The hot rosin drops through the strainer into the vat and when it is cool enough, 
it is dipped into barrels, drums or bags. 

The original ^^rgin gum when distilled should yield, if not exposed to the air 
too long, about 20 per cent of turpentine, 66% per cent of rosin, 4% per cent of 
chips and other extraneous matter, and about 9 per cent of water. A unit is 
considered to be 1 cask of turpentine (50 gals.) and 3% bbls. of rosin (500 lbs.). 
The scrape gives about one-half as much turpentine as the gum. 

There have been many changes in the foregoing operation. The gum as it is 
brought to the stills contains water, chips, pine straw and dirt. The presence of 
these impurities has a tendency to darken the rosin. At some stills the gum is 
placed in a separate vessel and heated above a screen, in which case the clear gum 
filters through the screen to the bottom, from which it is pumped to the still. At 
one place the gum is heated over brine and the dirt and chips settle to the bottom 
while the clear gum is decanted. In another case the clear gum is dissolved in 
turpentine to make it of a thinner consistency, so that the dirt and chips will 
fall to the bottom. A filter press is also recommended for filtering the hot 
gum or diluted gum. 

Usually w’hen the gum is cleaned before distilling, it is finished in a steam- 
heated still. Such a still has been designed by the Forest Service engineers and 
consists of a copper still, similar in shape to the fire still. It has a convex bottom 
and is supplied with a steam coil and a sparge for heating and distilling the tur- 
pentine. Vacuum* stills have been tried as in foreign practice. 

All such additions mean more original plant cost. A steam still requires a 
very much larger boiler than a fire still. A more recent innovation is the use of 
a special oil burner in the furnace of a fire still. Tliis is further expense for 
equipment, but the equipment manufacturers claim that the savings justify the 
expenditures. 

Gum turpentine is usuallj'’ sold in wooden casks holding about 50 to 54 
gallons. To keep them tight a coating of glue is placed on the inside. By rolling 
a cask about, containing 5 gals, of hot glue, and withdrawing the excess glue a 
coating of glue is left on the inside. After the coat dries a second coat is put on 
in a similar manner and w’hen dry it is ready for use. As there is a little winter 
left in the turpentine, unless this is removed by dehydration or complete settling. 
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the glue is softened and the cask leaks. Because of this galvanized drums are 
being used in quantity. 

Gum rosin was formerly placed in wooden barrels put together at the still. 
They were quite slack so it was necessary to lute the seams ^vith cla 3 ^ A shiplap 
barrel is now made which is much better. The tendency now is to use light gal- 
vanized steel drums. These store better and, being lighter, the freight per package 
is less. 

The gum naval stores industry is now being subsidized by the Government. 
As a consequence of this, changes are being made in the selling practices that 
have held heretofore. Some of these changes are as follows: 

Instead of bidding on an entire line consisting of all grades of rosin, each 
grade is purchased by itself on its own merits. 

Rosin has been quoted on a basis of 280 lbs. gross in wood barrels and 230 lbs. 
net in steel barrels. Now it is bought by the 100 lbs. net weight, allowing 17 per 
cent tare for the wood barrels and actual weight of the drum as the tare for drums. 

Turpentine has been quoted by the gallon in barrels. It is now quoted by the 
gallon in bulk. Formerly a gauge gallon was delivered at the temperature pre- 
vailing at the time of delivery. It is now sold by weight using 7.2 lbs. as the 
average weight per gallon. If sold on a seven-pound basis, allowance must be 
made in the price quoted. 

A great deal of work has been done for the gum naval stores industry by the 
various agencies of the Government and complete information can be obtained 
concerning proper methods of manufacture and marketing from the proper 
agency, e.g., The Naval Stores Investigations Bureau of Chemistry and Soils, 
U. S. Department of Agriculture. 

This brief treatise on Wood Distillation has shown that this industry has had 
a long history. It wns important and prosperous during the earlier days before 
the bulk of our modern chemical industry was even visualized. Then it began to 
suffer serious reverses, first the loss of the major market for charcoal, then the 
competition of new materials, particularly synthetic methanol and acetic acid. 
Although it may never rise again to its one time prominence it now show^s new' 
life, as evidenced by the application of modern equipment and scientific methods. 
Particular emphasis is being placed on more efficient processing and more com- 
plete utilization of by-products. This adaptability gives assurance that wood 
distillation wall remain a vigorous industry. 


HARDWOOD 
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CHAPTER 18 


INDUSTRIAL CARBON, BLACKS, AND CHARS 

C. L. Mantell 

Consulting Chemical Engineer, New York 


DESCRIPTION OF THE MATERIALS 

Carbon in its elemental and allotropic forms, other than in its use as a fuel, 
is an essential of our modern civilization. Its value to industry is shown by the 
annual production of carbon and its related products to the extent of more than 
one hundred million dollars. 

The various forms of carbon, such as industrial diamonds, graphite both 
natural and artificial, gas adsorbent chars, decolorizing carbon, metal adsorbent 
products, pharmaceutical chars, bone black, carbon pigments such as lampblack 
and carbon black as well as the miscellaneous black paint and ink pigments, 
manufactured carbon products such as electric furnace electrodes, electrical ma- 
chinery brushes, specialties such as disks and telephone carbon, arc light elec- 
trodes, lead pencils, resistor carbon, refractories, carburizers for case hardening, 
crucibles, foundry facings, and other portions of the technology of carbon in 
industry, will be discussed in this chapter. 

DIAMONDS 

Diamonds are the hardest and most imperishable of minerals. The hardness 
of the diamond makes it indispensable for many abrasive purposes. Numerous 
efforts have been made to produce diamonds artificially but thus far without 
commercial success. 

Physically the diamond has been the subject of much study. Its base, carbon, 
is chemically identical with graphite or charcoal, into which it can be resolved 
by the action of heat or electricity. 

There are three well-defined varieties of diamonds, all finding industrial 
applications. They are the crystallized or gem variety; bort, also known as bortz, 
boort, boart, or bowr, a round form with radiate or confused crystalline structure; 
and carbonado, also known as black diamond carbon or carbonate, an impure 
aggregate of small diamond crystals which forms a rock, granular in texture, 
compact, and without cleavage. The definitions of gem and carbonado are 
followed by the trade, but the term bort is extended to all impure diamonds 
and even to fragments and powder of gem diamonds which, because of impurities 
or small size, are valueless as gems. A special variety of bort is known as ballas. 
It is round in form, light in color, and consists of crystals radiating from a 
common center* It is used as a test stone for determining the hardness of dia- 
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monds. Balias is relatively rare, probably only a dozen or so of the bigger sizes 
being found per month on the average. 

Fluctuations in the prices of gem and industrial diamonds are independent 
of each other. The value of carbonado is determined by the size and quality of 
the stone, the value per carat of a half-carat stone being about one half that 
of the carat stone and about one third that of a three-carat stone. The price 
of the material should increase, as the demand is increasing and no new carbonado 
areas are being found. 

Carbonado — Carbonado is found in important quantities only in the states 
of Bahia and Alinas Geraes, Brazil. Carbonado is opaque. It may be of black, 
dark green, brown, red, or gray color, generally, however, with a lustrous black 
surface. The stones range in size from a quarter of a carat to several hundred 
carats each. The large stones must be split by pressure into marketable shapes 
and sizes. Carbonado splitting requires expert skill. 

The inner faces of freshly broken carbonado are light gray in color and re- 
semble close-grained steel. When exposed, the broken surface gradually oxidizes 
and finally assumes a dark ash gray color. Carbonado, being a confused aggre- 
gate of very small crystals, has no planes of cleavage and is, therefore, less liable 
to fracture. It is stated that the best stones are those greenish black in color 
which show surfaces like fractured steel when split, and the greenish and reddish 
stones which show very small crj^stals. The reddish coloration is due to iron 
oxides. 

Bort — ^Bort occurs in the Brazilian and British Guiana alluvial deposits and 
in the South African pipe and alluvial mines. The best grades arc the Brazilian 
ballas, equal in value to the better grade of carbonado. They are very hard, 
globular stones found in small quantities, the yearW production being only a few 
hundred carats. Bort is distinguished by the diamond merchants as Cape Round 
borts, Cape ballas, Brazilian bort, and qualities bearing the names of mines pro- 
ducing tlicm. Many of these borts are impure white, brovm, black, or yellow 
diamonds that have less value for polishing than for industrial purposes. About 
one half of the South African pipe mine production is suitable only for industrial 
purposes, the alluvial mines producing relatively less poor material. 

Diamonds, cut into various shapes, are set in lathe tools employed for a large 
number of purposes. Carbonado is most suited for this use, as it is less likely to 
fracture and is readil}^ shaped. Bort, however, finds its largest use in this field 
because of its relative cheapness. Tlie diamond-set tool is finding increased use 
in the truing of abrasive wheels. 'Eighty-five per cent of the stones employed for 
this purpose are bort vith a small proportion of ballas, the rest being carbonado. 
Diamond-set tools are also used for cutting various hard substances such as hard 
rubber, ivory, electric light carbons, \’iilcanitc, and to shape felt rolls in paper mills. 

Diamond Dust — Diamond dust is a superior abrasive due to the rapidity 
with which it does its work. As its grain size is not rapidly reduced, it does even, 
dependable work, better than that of carborundum or other cheap abrasive. 
Probably the largest use of diamond dust is in the polishing of diamonds and 
gem stones. 

Industrial Uses of Diamonds — Dies for wire drawing constitute one of the 
principal uses for industrial diamonds. The stones used are cleavage plates or 
thin crystals and ballas weighing from one half to ten carats. A hole, tapered at 
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either end, is started in a thin fragment of diamond by a diamond point and 
finished by a steel drill fed with diamond dust. The drilled diamond plate is then 
mounted on a non-ferrous metal disk. When the aperture of a die has enlarged 
through use, it is redrilled to draw the next largest size of wire. The sizes of 
wire drawn vary in diameter from 0.114 inch (2.9 mm.) to 0.0008 inch (0.02 mm.), 
although holes as small as 0.0004 inch (0.01 mm.) have been used. In the draw- 
ing of fine wire, successively smaller dies are used, the usual practice employing 
diamond dies only in the final drawing. Tantalum, tungsten, and osmium fila- 
ments for electric lamps are drawn through diamond dies. Three hundred to four 
hundred tons of copper wire can be drawn through a single die without variation 
in gauge. 

Diamond drilling is one of the important uses of carbonado. Some diamond 
dealers estimate that in boom mining times 7500 to 10,000 carats are used 
annually. The carbonado to be used in diamond drilling is broken up into frag- 
ments usually weighing up to three carats, although in certain cases weights as 
high as twenty carats may be used. The stones are then mounted in metallic 
drill heads. Carbonado to the value of $25,000 has been used in drilling single 
holes. 

Diamonds, frequently of gem quality, varying in size from one eightieth to one 
fourth of a carat, are largely used in glass cutting. The diamond is set in a 
fusible metal at the end of the handle, and reset when the edges are dulled. 
Angular diamond crystals will cut the glass so that it breaks along the groove 
so produced. The edges and ends of rolled plate glass after it comes from the 
annealing kiln are trimmed with diamonds. 

Diamond points set in drills find wide application in boring holes in watch 
jewels, optical instruments, and in drilling very hard substances with extreme 
accuracy of gauge. They are also used for making etching marks or engraving 
on scientific equipment, and in making intaglios. 

GRAPHITE 

Natural Graphite — Natural graphite was used in the Middle Ages as a 
drawing medium, and evidences of even earlier usage for decorative purposes 
have been found in prehistoric burial grounds in Europe. Its nature and identity 
as elemental carbon, however, were not established until the latter part of the 
eighteenth century, when Scheele, igniting it in a current of oxygen, demonstrated 
its carbon content. 

Graphite is a black, lustrous mineral crystallizing in the hexagonal system with 
rhombohedral symmetry. The crystals have tabular form and are six sided, the 
faces commonly striated. They are seldom very distinct because of the softness 
of the material. Graphite is softer than talc, which is 1 on the Von Moh hard- 
ness scale, on which the diamond is 10. 

The streak of graphite is black and lustrous. The mineral is easily sectile, 
flerible, but not elastic. Because of its softness it marks other substances readily 
and is greasy to the touch. It is a good conductor of heat and electricity. The 
flakes have a perfect basal cleavage and are opaque even in the thinnest scales. 
Graphite is highly resistant to weathering influences and to attack by most 
chemical reagents. 
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The natural graphites are divided into three classes, according to the character 
of the mineral. These comprise disseminated flake, amorphous or black lead, 
and crystalline or plumbago. 

Flake Graphite — Flake graphite is a scaly or lamellar form commonly found 
in metamorphic rocks such as crystalline limestones, gneisses, and schists. In 
such cases, each flake is a separate individual and has crystallized as such in the 
rock. The extraction of flake graphite from its ores and its preparation for 
market have always presented difficulties from both the technical and the eco- 
nomic side. Fresh, unaltered flake ores, which are fmmd in many Canadian 
deposits, range from 10 to 30 per cent graphite. Soft decomposed ores, such as 
from the Passau, Bavaria, mines, nin from 30 to 50 per cent graphite. The 
minerals associated with flake form 75 to 95 per cent of the ore and possess 
specific properties varying little from those of graphite itself. Mica, of somewhat 
the same form, hardness, and toughness, behaves in much the same fashion as 
does graphite at all the stages of the mechanical treatment. It is one of the most 
difflcult minerals to eliminate. Its presence in crucible graphite becomes highly 
objectionable, oving to its low fusion point. 

The crucible trade, which uses about three quarters of the world^s output 
of graphite, demands the best quality, pa 3 's the highest prices, and specifies 
No. 1 flake. This material must contain 90 per cent carbon or better, and be of 
such a screen size that all of it passes through a 20-mesh but is retained on a 
90-mesh screen. Processes have been devised which have proved more or less 
satisfactory as far as carbon content and size of flake are concerned. These 
results, however, have alwaj’s been achieved at the expense of recover}’', and 
frequently b}^ some system of retreatment that rendered operations unprofitable. 

Graphite ores vary so widely in their character, proportion of large-size flake, 
nature of the associated minerals, hardness, and graphite content that it is quite 
impossible to outline any mill method that will even appro^mately suit a ma- 
jority of ores. 

Amorphous Graphite — ^Amorphous graphite is commonly found in the form 
of minute particles distributed more or less uniformly in feebly metamorphic 
rocks such as slates or shales, or in beds consisting almost entirely of graphite. 
The latter usuallj^ represent metamorphosed coal seams, carr>dng as high as 
80 to 85 per cent graphitic carbon, while the former, being altered carbonaceous 
sediments, generally range from 25 to 60 per cent. The graphite content of such 
amorphous deposits depends upon the amount of carbon originally present in 
the sediments. 

Due to the great variation in the carbon content and ph 3 ’'sical character of 
amorphous graphites, the treatment to be undergone is determined largely by 
the use to which the material can be put. Mexican graphite is of exceptionally 
high grade, being 86 per cent carbon. For this reason and because of its extreme 
softness, it is well adapted for pencils and lubricants. Rhode Island graphite is 
impure and somewhat hard. It is used almost exclusive^ for foundry facings. 
Other impure amorphous graphites \rith 35 to 50 per cent carbon can be utilized 
in paints, stove polishes, and for similar purposes. This ore is generally prepared 
b}’' hand picking and grinding. For many purposes a high carbon content is not 
essential, and the presence of a considerable proportion of claye}*' matter is not 
objectionable. 
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Crystalline Graphites— The crystalline graphites are the purest of the natural 
graphites. As a result of their vein occurrence, the amount of mineral impurities, 
generally calcite and quartz, is small. The crude ore runs 60 to 70 per cent 
graphite. At the Ceylon mines where practically all the world^s supply of plum- 
bago is produced, the ore is first roughly picked over, the attached gangue 
reduced to 5 to 10 per cent, then shipped to the curing or dressing compounds 
on the coast. Here the larger pieces are picked out and the remainder sized by 
means of stationary inclined screens. The large pieces are broken up by hatchets 
and the impurities removed as far as possible by picking. The cleaned graphite 
is similarly sized. The larger pieces are placed on strips of wet sacking, again 
picked over, rubbed up by hand, and polished on a fine mesh screen placed flat 
on the ground. These larger sizes, which measure up to 1 inch across, are graded 
as '^ordinary lump” and '^medium lump.” They command the highest prices. 
The graphite which passes through the screens is graded into "chip” and "dust,” 
according to size. 

The lower grade material is pulverized with wooden mauls or beaters, placed 
on sacking and sorted by hand. In some cases cleaning is done by washing in 
saucer-shaped baskets moved by hand, ^vith a panning motion through water. 
The graphite is thrown off into the water, particles of gangue remaining in the 
basket. The cleaned graphite is shoveled up, dried by sun heat on drjdng floors, 
then winnowed into "dust” and "flying dust.” The main grades — ^lump, chip, and 
dust — are further subdivided into several qualities, each one of which is a blending 
of the products of various mines. 

Graphite or plumbago crucibles, made of a mixture of clay and graphite, 
are largely used in the melting of metals. The graphite contributes toward the 
refractoriness and heat conductivity of the mass, prevents oxidation, and produces 
a smooth surface for pouring. The function of the clay is that of a bonding 
material, which makes possible the forming of the crucible and the cementing 
of the graphite flakes. At the same time it covers them and prevents their 
oxidation. 

Preparation of Graphite — ^The graphite is ground in burrstone mills or dis- 
integrators and sized by screens. The sized material is proportioned with dry’ 
ground clay and mixed in a kneading machine. The mixed material is made 
just softly plastic by the addition of water, kneaded to a uniform consistency, 
and then set aside in a clay cellar to "age.” Aged material is shaped by means 
of the potter's jolly in cloth-lined metal or plaster molds, then set aside to dry 
on the drying floor. Dried crucibles are fired in muffle kilns to a temperature 
a little above the dehydration point of the clay, i.e., 600° to 700° C. Graphite 
crucibles, like all other materials containing clay, are hydroscopic and should be 
freed from moisture by gently heating before being put into use. Disregard of 
this precaution causes the loss of thousands of crucibles annually. 

Characteristics of Graphite Crucibles — ^The refractory quality of a crucible 
is much misunderstood. It is not so difficult to provide for refractory quality 
alone as for the other requisites of a good crucible. The range of refractoriness 
IS very great. The crucible giving good service at the temperature of nickel fusion 
IS not well adapted for service in spelter castings. The mixture must be varied 
according to the service required. 

The graphite in the wall of the crucible begins to oxidize at about 600° C 
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The rate of oxidation increases with the temperature and varies with the com- 
position of the furnace gases. The life of a crucible depends largely on the non- 
oxidation of the graphite. The glaze on the outer surface delays this oxidation, 
but the glaze is dependent on the refractoriness of the crucible mixture. Hence 
if the material be too infusible, the life of the crucible is very much shortened; 
but if it be too fusible, it softens and fails to protect the graphite. Some users 
coat the outside of the crucible with a mixture more fusible than the crucible 
wall itself. If the first heat to which a crucible is subjected be high enough to 
produce this protective glaze, its life at lower subsequent heats is much prolonged. 

The various kinds of work in which graphite crucibles are used as the melting 
vessel include malleable castings, small iron castings, crucible cast steel, all kinds 
of copper and zinc aIlo3^s, spelter castings, file tempering, and precious metal 
melting and refining. Oblong, square, and round shapes are used in liquid brazing 
and as calcining tra\'s or boxes for material requiring careful even heating without 
exposure, such as pencil leads, incandescent carbon filaments, and so forth. 

Other graphite refractory products used in foundry' work and in metal 
smelting are made from mixtures of graphite and rcfractoiv’’ clays. These articles 
include crucible covers, stopper heads for open-hearth steel ladles, pouring nozzles, 
stirrers, rings, jackets, skimmers, dippers, phosphorizers, crucible extension tops, 
pjTometer shields, and miscellaneous furnace articles. 

Manj" special forms of crucibles arc used in industry. The tempering crucibles 
for files and tool steel are usually cylinders, the manufacture of w’hich is conducted 
in the same manner as that of graphite cnicibles. The tempering crucibles are 
filled with either molten lead or hardening salts. The heated steel from the forge 
is immersed in these tempering baths so as to effect a gradual cooling. 

Brazing crucibles are of many different forms and shapes, usually having 
straight sides sloping in a shape tow’ard the bottom. Extension tops or 
funnels are used on top of crucibles to allow the addition of a larger charge 
of turnings or chips of metal. This reduces the necessitj’^ of frequent additions 
of small quantities. 

Pyrometer shields are iisualh” closed end cj'linders made entirely of graphite 
without a clay bond. These scive as protections for the wdres of thermo-electric 
pyrometers. Graphite crucibles used in pyrometer calibration are ordinarily 
cut or machined out of solid pieces of artificial graphite. Pyrometer shields are 
usually made in the same manner, also from artificial graphite. 

Lubricating graphite becomes possible because the verj" low coefficient of fric- 
tion of graphite is retained under practicall}'' all working conditions. It is soft 
and readilj' adheres to metallic surfaces even under light pressures. Its property 
of filling the pores of a metal makes it verj’’ valuable for lubricating w’ork. The 
surfaces of beanWs lubricated with graphite become covered with a veneer of 
the material, wiiiph reduces the bearing coefficient of friction to practically that of 
graphite itself.^ Graphite is remarkably resistant to most chemical action. The 
veneer it forms on bearing surfaces tends to protect them from the action of corro- 
sive solutions or vapors. This is particularly true in the case of cjiinder lubrica- 
tion where high-pressure steam, oil, or gas is used. Oil and grease lubricants 
under these conditions tend to lose body or to char or vaporize under the action 
of the heat and gases to wdiich they are exposed. In heavj^ bearings, oils and 
greases show a tendency to squeeze out from between surfaces. The metal parts 
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then come in contact, with resultant wear. Graphite, forming a coating on both 
metal surfaces, allows a graphite instead of a metal contact to be secured. 

For ordinary lubrication in open bearings, slides, gears, and similar places, 
the graphite is usually mixed with oil or grease. A great variety of such com- 
pounds is found on the market, each claiming unusual and specific properties. 
Many of them are designed for work under special conditions such as exposure 
to salt water, acids, or alkalies, in dredges, winches, and mining machinery, or 
at different temperatures where varying degrees of viscosity are required. 

Miscellaneous Uses — Foundry facings in general are the sands which form a 
layer about an inch thick around a pattern. In the specific sense of the term, 
they refer to those materials used to give the insides of the molds a smooth finish, 
so that the castings part freely and cleanly on cooling. Graphite is the most 
important material for this purpose. The consumption in foundry facings is 
greater than in any other field, with the exception of crucible manufacture. The 
low-grade dust graphite from the refining mills, running about 40 to 70 per cent 
carbon, finds practically its only outlet in these facings. Many foundry facings on 
the market run 60 to 70 per cent carbon, but a considerable percentage of this is 
non-graphitic. 

Graphite itself possesses no adhesive properties. Refractory clays are there- 
fore added as bonding agents. The binder absorbs a certain amount of moisture 
from the mold, thus holding the facing in place. When the clay is calcined by the 
molten metal, the facing is rendered somewhat porous, thus allowing moisture 
and occluded gases to escape. Proper proportion of the graphite and the binder 
is important, since if there be too much of the latter, stripping becomes difficult, 
and if too little, the graphite runs before the metal or floats on it. 

There are a number of miscellaneous uses of graphite of importance, although 
they consume small tonnages. Among them we find its employment in electro- 
typing, stove polishes, boiler graphite, powder manufacture, and in various indus- 
trial applications. 

Very finely powdered graphite is used for two purposes in electrotyping. 
The forms, completely made up, are dusted over with graphite, placed in the 
machine, and highly polished. This allows clean, sharp stripping of the type from 
the wax mold. In its second use, the wax mold, bearing the impression of the 
original, is dusted with graphite which spreads freely over the whole surface and 
into the fine crevices of the mold. The wax form is then polished and is ready 
for immersion in the electroplating bath. 

Amorphous natural graphites are generally used in stove polishes. They are 
worked up into the form of a paste, a cream, a powder, cake, or liquid with the 
addition of a clay, resin, asphaltum, or soap binder in the case of the solid polishes, 
and of a gasoline or water vehicle for the liquid varieties. 

The use of graphite for the prevention of scale in boilers has often been 
advocated. Its action is purely mechanical. It is not affected in any degree by 
the alkalinity or acidity of the boiler feed water, or by the temperature. Small 
particles of graphite work their way through the cracks in old scale, penetrating 
between the scale and the metal. The former is thus loosened so that it may 
be easily removed. If the use of graphite be adopted when a boiler is first put 
into operation, any great accumulation of hard scale may be effectively prevented 
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The particles become incorporated with the scale as it forms, making it soft 
and friable. 

Graphite is used in engine packing, hard rubber compositions, cord and twine 
manufacture, hat polishing, and in the manufacture of cordage, ropes, and cables. 
It also finds application in various types of washers and packing, particularly for 
piston type machines. Mixed with lead it forms one of the most suitable high- 
pressure corrosion-resistant packings we have. 

Artificial Graphite — ^Artificial graphite is discussed under electrochemical 
industries in Chapter 12, which see. It is ordinarily much purer than the natural 
graphites. Its various special forms such as electrodes, brushes, contacts and 
other shapes are discussed under these specific headings. 

CARBON BLACK 

Carbon black (also known as gas black, natural gas black, ebony black, jet 
black, hydrocarbon black, satin gloss black, and silicate of carbon) is the material 
resulting from the incomplete combustion of a gas, deposited by actual contact 
of a flame on a metallic surface. It was first manufactured from artificial gas. 
The product is very glossy, has an intense color, and makes a high-priced printing 
ink. Carbon black of slightly lower grade made from cheaper natural gas is the 
commercial product on the market toda 3 \ It is a fluffy, velvety black material 
of ver^' great fineness. 

Carbon black is produced by one of the following methods; ( 1 ) formation by 
direct contact of a flame upon a depositing surface, usually of metal; ( 2 ) produc- 
tion by heating carbonaceous vapors or gases to a decomposition temperature by 
external heating with or without air in the forming chamber. The latter method 
is generally termed cracking or thermal decomposition. It produces a soft black 
not unlike lampblack, sometimes grayish and semi-graphitic. 

There are five processes of manufacturing carbon black from natural gas. 
They are the channel system, the small rotating disk, the roller or rotating 
cylinder, and the large plate process. These methods differ chiefly in the size 
and sbaiiQ of the surface upon which tlie black is collected and in the rate of 
travel of tlw n^oving device. Fully 80 per cent of the product manufactured 
today is mad|*j^v the channel process. Classified according to the quantity of 
carbon black JxiMhe the order becomes: ( 1 ) the channel, ( 2 ) the thermatomic, 
(3) the (/raphite bt^ ( 4 ) the large plate, and ( 5 ) the roller process. 

In thetuhite is retained the black is deposited on the smooth undersurface 
of structur^dhercs to metaihy lava tip burners. TJie channel irons are usually 
built in talA pores of a metigtimes 100 feet long. They are given a slow recip- 
rocating nio\earibgs lubricafi the deposited black into hoppers. From here it is 
carried by sdjhioh reduces th^ the packing house where it is bolted and packed. 
The mepbahu^^.. Graphite is r^gheet-iron buildings so that the amount of air may 
be rcgulat cd.*^ on bearing surf hg amount of air, the speed of scraping, and the 
nre^mre of tlL vanors. This 1:*.. *1 
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black leaves the furnace in suspension in the residual gas, which is cooled by 
water sprays. The carbon black is then filtered from this gas through fabric bags, 
> sent on by conveyors to the bagging house, where it is packed. From 6 to 
10 pounds of carbon per thousand cubic feet of natural gas used are recovered. 

In the small rotating disk process, the depositing surface is a cast-iron disk 
from 3 to SYa feet in diameter, the gas being burned through a burner ring 
underneath the disk. The carbon black is scraped off continuously. 

The plate or Cabot process employs stationary plates 24 feet in diameter for 
depositing surfaces. Revolving scrapers and burners are located underneath 
the plates. 

In the roller process the gas burners are located directly underneath the 
rotating cylinder which is the depositing surface. At the present time roller 



Fig. 1. A Louisiana Carbon Black Plant in Operation. 


process black is the highest grade of carbon black. It is used chiefly in making 
lithographic and embossing inks and printing inks for half-tone engravings. 

Uses of Carbon Black — Given in the order of importance, the uses of carbon 
black are in the manufacture of rubber, printing ink, paints and enamels, lacquers, 
stove polishes, other products such as phonograph records, carbon paper, crayons, 
typewriter ribbons, black and gray paper, tarpaulins, black leather, bookbinders’ 
board, marking and stenciling inks, rubber goods, artificial stone and. black tile, 
insulating materials, electric arc carbons, buffing powders, and to a very small 
extent in case hardening. From 200 to 300 million pounds per year are used in 
rubber, 20 to 25 million in printing inks, approximately 10 million pounds in 
paints, about 4 million pounds in stove polishes, and somewhat more than 10 
million pounds for other miscellaneous uses, not including more than a hundred 
million pounds annually exported. 

For certain purposes, such as phonograph records, medical hard rubber, all 
soft rubber goods like footwear, tubing, and heavy truck tires, certain kinds of 
printer s ink and black paint, it is possible to substitute lampblack for carbon 
black. For most purposes, however, these two products are quite dissimilar in 
their physical properties and to date have proved unsuitable for substitution. 
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Carbon black finds its chief use in rubber because its finely divided state 
greatly reduces oxidation and increases the tensile strength of the mixture. It 
is not considered as indispensable in rubber as in printing inks. In times of high 
prices, carbon black has often been supplanted by zinc oxide or graphite. Zinc 
oxide, an important filler, became too costly soon after the outbreak of the First 
World War. It was then shown that carbon black could be successfully used as a 
substitute. 

Carbon black as a rubber filler is now used to the extent of 3 to 55 per cent, 
according to the purpose for which the rubber is required. On a volume basis, 
carbon black with a specific gravity of 1.8 costs only one third of zinc oxide with 
the specific gra\dty of 5.G. In actual practice, however, a greater volume of 
carbon black is used than of zinc oxide, so that the resultant mix contains less 
rubber per unit volume than the zinc oxide mix. 

The use of carbon black in rubber compositions is by no means restricted 
to automobile tires, but has spread to many other articles such as hose, surgical 
and mechanical rubber, floor compositions, and all products in which resistance 
to wear is a prime requisite. 


* LAMPBLACK 

Lampblack is, generally speaking, the smoke from an unobstructed hydro- 
carbon flame, the solid particles being deposited in chambers as the smoke is 
conducted through flues from the furnace. Various oils, fats, and resins have 
been used for centuries to make lampblack, the resins to a greater extent than 
other materials. They were generally heated in an iron pan over a small fire, 
ignited, and the smoke led into tents lined with sheepskin. The sides of the tent 
were beaten at frequent inten^als to knock down the deposit of soot. 

In Continental Europe where natural gas is not available, lampblack is em- 
plojxd for many of the purposes which, in America, are entirely met by carbon 
black. Lampblack is of a very soft, flocculent nature, whereas carbon black is 
hard and brilliant. The ^'tinting strength” of carbon black is many times that 
of lampblack. 

The most primitive method of making a soot pigment like lampblack con- 
sisted in burning materials like resins in a closed room. The material burned 
until stifled by its own smoke through lack of oxygen. No doubt the principle 
of restricted air supply was adopted in ignorance. The method was slow and 
costly, yielding small amounts of a poor material. Much unconsumed material 
such as empyreumatic bodies, oils, and heav}’’ bad-smelling substances remained 
in the black. 

Many changes have been made in the furnaces and chambers for the manu- 
facture of lampblack, but the principle remains the same. A modern plant 
consists of one or more furnaces burning oil with incomplete combustion. The 
proper amount of air is admitted through the regulation of suction and blower 
fans. 

It was not until coal tar oils (or, specifically, those designated in the trade 
as “dead” or creosote oils) were commercially available that there was an> 
distinct improvement in the method of making lampblack. It was not practical 
to melt materials such as resins and naphthalene to make them flow readily 
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through pipes, nor to burn them in pans so that impurities and free oil might 
not be carried over into the black. By the use of tar oils, however, different 
methods were possible. 

The buildings now used for this purpose, both in Europe and in the United 
States, consist of a brick or stone structure with a number of specially con- 
structed furnaces at one end. These furnaces are connected by large pipes or 
openings into a series of condensing chambers communicating one with the other. 
Air is admitted into the furnace through vents in the form of registers which can 
be regulated during the process of burning the oil. 

In the United States both tar oils and petroleum oils are used. The oil 
is conducted through pipes leading into the furnaces, each furnace having a 
separate supply pipe. The oil passing through these pipes drops upon pans or 
plates heated to a temperature sufficient to ignite the oil. The smoke is liberated 
from the flame, passing through the openings into the condensing chamber, 
where the black is deposited. 

Generally speaking, the best grades of lampblack are obtained in furnaces of 
moderate size so built that the black is practically calcined at the time it is 
deposited. It will then carry down little empyreumatic matter. The products 
of combustion are usually carried through a series of chambers where baffles or 
partition walls force the gas streams to deposit lampblack. Proper baffling may 
increase the percentage of decomposition of the raw material being burnt. Poorly 
designed baffles or too great a number will enforce a high rate of gas velocity in 
order to force the products of combustion through the system. In this way 
lampblack particles may be carried along in the gas stream and not deposited. 

There are many grades of lampblack — ^more than of its sister black, carbon 
black. Some of it is shipped in sugar barrels packed full, containing only five 
pounds. The same barrel yn\l hold 100 pounds of another grade. Chemically 
the two materials may be practically the same, but physically they are very 
different. This is due entirel}’' to the amount of occluded gases and the particular 
shape of the particle. Lampblack particles are somewhat like elongated tadpoles. 
They flock together in the manner of floating cobwebs. 

Lampblack has been used for printer’s ink ever since the invention of the 
printing press. After the advent of carbon black in 1864, lampblack was em- 
ployed less and less for ink making. Today it is little used except to impart 
certain properties to an ink already containing carbon black. Lampblack is used 
in the manufacture of inks, lead pencils, electrical machinerj^ brushes, paints, 
metal polishes, stove polish, phonograph records, carbon paper, crayons, and 
black-colored materials as a filler. 

Its specific gravity is less than 2. One pound of the material will occupy 200 
to 230 cubic inches. It ordinarily contains 99 per cent or more of carbon. In 
certain applications, lampblack is considered superior to carbon black as a paint 
pigment in some gray tints, because of the bluish gray tones of lampblack. It 
was formerly known under the name of gloss soot, light soot, flame soot, and 
flame black. ^ 

MISCELLANEOUS BLACKS 

The miscellaneQn3.^1acks, or rather the materials of carboTin. 
which are known/^f^- . "''tde as carbons, such as gas retort 
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graphite, carbon black, wood pulp black, willow charcoal, Frankfort and vine 
blacks, bone black, ivory black, sugar house black, and blacks made from refuse 
materials like the various organic scrap products, do not all possess the same 
flocculent characteristics, strength of color, chemical composition, or physical 
structure. Each black has its own specific uses and as a rule cannot be substi- 
tuted for another. It is difficult to determine which black to use by means of 
ordinary tests, since the properties are sometimes altered in combining with other 
substances. 

There is a characteristic difference between the smoke of a burning product 
and the charcoal or coke of the same product. All carbonaceous materials give 
up their volatile matter when burnt with an insufficient supply of air in a closed 
retort. The residue after distillation is charcoal or coke. 

Acetylene Black — Acetylene black is produced from acetylene gas by therma- 
tomic cracking, with hydrogen as a by-product, as well as by methods similar to 
that employed for natural gas. 

Benzol Black — Benzol black is a soft non-granular black made from benzol 
in a manner similar to that in which carbon black is made from natural gas. It 
will remain in suspension in oil and varnish longer than carbon black. It is, how- 
ever, regarded as a poor drier. 

Drop Black — ^Drop black is a pigment made from bone black which is of no 
further use to the sugar manufacturer in removing the color from his product. 
The '^spent'' bone char is thoroughly washed and ground in burrstone mills to 
reduce the spongy carbonaceous matter to a fine silky powder. The old custom 
was to sell this black in lumps made by dropping the black paste, as it came from 
the grind mill, in little heaps on boards for drying. The production of black in 
peculiarly shaped pieces, according to this prescribed ritual, was a criterion of 
purity. The name '^drop black” as used by the trade also applies to finely pow- 
dered bone black. It contains 10 to 20 per cent carbon and 80 to 90 per cent 
calcium phosphate. 

Ivory Black — ^Ivory black or “extract of ivory black” was formerly made 
from charred ivory chips which had been digested in hydrochloric acid to dissolve 
out their calcium phosphate content. It possesses intense black staining power. 
The present-day ivory blacks are forms of bone black. 

Mineral Black — Mineral black is a black pigment made by grinding to a very 
fine degree a clay shale or slate containing about 30 per cent carbon. When 
properly ground and washed, it is a fine soft powder. It is often used in making 
mixed blacks for plate printing inks, as well as for a cheap paint filler and pigment. 

Special Black — Special blacks, used principally for adding to other materials, 
are made from coke, lignite, and certain by-products. One of them is blood 
black, a very soft material made by charring blood. It has a strong adsorbing 
power for alkaloids and coloring matters. Another is leather black, made from 
waste and scrap leather. The ash, carbon content, and properties of the special 
blacks vary with the raw" material. 

Swedish Black — Swedish black is a pigment which is in effect a modified 
lampblack. It is made by carbonizing the bark of the silver birch tree packed 
in retorts. The resultant material is a mixture of charcoal and lampblack. It 
finds miscellaneous applications as a pigment. 
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Vine Black— -Vine black refers to those pigments produced by the dry distil- 
lation and carbonization of willow wood, ^vine yeast, grape husks, grapevine twigs, 
spent tan bark, shells, fruit pits, sawdust, or in fact any material of vegetable 
origin. The carbonaceous residues from grapevines and similar materials are also 
known as Frankfort black. Many of these products today are made from wood 
pulp black, a paper manufacture by-product. 

PRINTING INKS 

Printing inks from the earliest known times were made from carbonaceous 
material such as lampblack or related forms. The pigments, ground and mixed 
in boiled drying oils such as linseed, perilla, or similar substance, are incorporated 
with driers and various other constituents like varnishes, mineral oils, gums, etc., 
depending upon the specific qualities desired and the use for which the ink is 
intended. 

The three main classes of printing are typographic printing, lithographic 
presswork, and depressed surface, plate or engraving impression. Modem rotary 
presses require a rapidly drying ink, free flowing to permit high speed operation. 
At the same time the ink must have high hiding and covering power, and make 
legible impressions instantaneously. Carbon black satisfies all these requirements. 
Nine pounds of ink containing one pound of carbon black and eight pounds of 
oil and other materials will print ninety copies of a three hundred page octavo 
book. 

The black pigments which are carbon, with the exception of magnetic pigment 
and manganese black, are the most important ink pigments from the viewpoint 
of quantity consumed and breadth of application. They are practically all good, 
different ones being adapted to different classes or processes of printing. Some 
of them are of value as additions to certain inks to improve their working qualities. 

The Various Ink Pigments — ^There are five classes of ink pigments: (1) bone 
black, (2) vine black or vegetable black, (3) carbon black, (4) lampblack, and 
(5) miscellaneous blacks. 

Acid-treated bone black has a deep black color due to its fineness. It is of 
great importance as a toner for slightly off color or weak bone blacks and as a 
forcing black to bring up the color in certain classes of plate work. Its appli- 
cation is entirely restricted to plate printing inks. Vine blacks have a darker 
greenish-black hue than bone black. Their fairly low oil absorption makes* a 
somewhat long ink with moderate flow. They are quite abrasive and do not 
make up into smooth inks. They are used as toners in plate inks. 

Carbon black has great tinting powers and makes excellent typographical ink 
of fine working quality. The different brands and grades show a wide range of 
behavior in application, some producing short tacky inks, others making inks of 
great natural length and decided flow. Some carbon blacks, however, are worth- 
less even for the cheapest news inks. Certain blacks exhibit great differences in 
their behavior toward driers, although the reason for this variation is not known. 
By a proper combination of varnishes and grades of carbon black, almost any 
desired effect in typographical printing ink can be secured. Good grades of 
carbon black have a deep black top hue and a brownish-black under hue. The 
material has a high oil absorption, due to the fineness of the particles. It usually 
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makes a short, poor-flowing ink which is remarkablj^ fast to light and resistant 
to atmospheric influences. Good grades of carbon black show no drying action. 
They are not abrasive and w’ork up to a very smooth ink. Carbon black is the 
most important typographic black, being the basis of practically all black typo- 
graphic inks today. 

Lampblack has a deep black top hue and a brownish-black under hue. Like 
carbon black, it has a high oil absorption but makes a short ink with poor flow. 
Many of its properties are similar to the cheaper carbon blacks which have dis- 
placed it, but it does not give inks of the best consistency and is too gra}*” in color. 

Miscellaneous carbonaceous blacks used in printing are mineral black and 
mixed blacks. They are sometimes used for making very cheap blacks for print- 
ing ink. Mixed blacks have properties which are dependent upon the properties 
of their constituents. In many respects they are analogous to lampblack. 


BLACK PIGMENTS 

Black pigments find extensive use in various branches of the paint industrjL 
The most important black paint pigments, given in the order of volume used, are 
carbon black, lampblack, and graphite. Other blacks such as the Frankfort 
blacks, bone black, ivorj^ black, and mineral black are used to a much smaller 
extent. In the order of their importance, the chief physical properties to be 
looked for are color, tinting strength, fineness, oil absorption, specific gravity. 

The term color refers to the relative blackness of a material ^Yhen mixed vnth 
oil. It is only comparative. 

The tinting strength of a pigment is its most important property from the 
paint manufacturer's standpoint. As applied to blacks, it is a measure of their 
ability to impart a gray hue to a definite weight of a standard white pigment. 

The hiding power of a pigment is inversely proportional to the diameter of 
the particles. The finer the particles of a given pigment are when mixed to form 
a paint, the greater is its covering power. 

Gardner^ has given figures showing the percentage of oil required to grind 
pigments into average paste form: carbon black 82 per cent, lampblack 72 per 
cent, drop (bone) black 60 per cent, bone black 40 per cent, graphite (pure) 40 
per cent. For contrast one may cite white lead (sublimerl) 10 per cent, blanc 
fixe 30 per cent, barytes (natural) 9 per cent, terra alba (gypsum) 22 per cent. 

For tinting and staining purposes either lampblack or carbon black is gen- 
erally used. All blacks do not possess the same strength of color or tinting power. 
Carbon black has a much greater tinting strength than lampblack. Although the 
tinting strengths of various commercial grades of carbon black show great varia- 
tions, approximately five times as much lampblack is required to do the same 
tinting \vork that one part of carbon black will do. Certain of the best grades of 
carbon black may have as high as ten times the tinting strength of mineral blacks. 
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ferred on account of its bluish-gray tones. It is specified in paints for the United 

States Navy. ^ ... u • 

Graphite as a Pigment — The use of graphite in paint is in a class by itself, 

for its action is not ordinarily that of a pigment, but of a protecting medium. It 
is used extensively as the pigment in paints exposed to the corroding action of 
sulfurous gases, acids, alkalies, and the like. It is especially valuable in covering 
all forms of structural steel work as well as for roofs and metal surfaces in atmos- 
pheres of smoke. 

The purer a carbonaceous paint pigment is, the poorer is the paint produced. 
An 80 to 90 per cent carbon graphite mixed with linseed oil forms a porous, fluffy 
film. Coagulation of the graphite particles occurs and a very unsatisfactory 
covering results. If the graphite be diluted with a heavier inert material, its 
weakness becomes its strength and a very good paint is formed. Many of the 
chemical and physical defects of red lead are greatly reduced when it is mixed in 
proportion with graphite. A high grade of graphite used in this way, finely 
ground in linseed oil, acts as a lubricant and slides under the brush. The cover- 
ing power of pure graphite paint is 1000 to 1600 square feet to the gallon. The 
paint film is so exceedingly thin that decomposition takes place in a short period, 
often much more rapidly than in very poor paints. It is essential to incorporate 
a heavier base with the graphite. A mixture of silica and graphite produces very 
good results, although the material has too great a spreading power. Many of 
the natural graphite paints, which are natural mixtures of graphite, silica, and 
other mineral constituents in flake form, are exceedingly satisfactory in applica- 
tion. The flakes tend to assume positions parallel to the painted surface, over- 
lapping each other. Such a paint has a "tooth” as compared to one made of a 
pure graphite with mixtures of silica. The latter, with large amounts of graphite, 
will form a smooth, satin-like paint which is poorly adapted to repainting or 
second coating. A good slow-drying linseed oil paint, when applied over certain 
graphite paints, will often curl up, unable to adhere to the graphite film. On the 
other hand, if certain forms of calcium carbonate, silica, or ferric oxide be added 
to the graphite, a surface is presented which has a tooth to which succeeding films 
adhere very well. 


ACTIVATED CARBON 

Gas-adsorbent charcoal was brought into existence during the First World 
War as a means of defense against toxic gases employed for military purposes.^ 
It is rapidly finding industrial applications, the extent and novelty of which are 
as yet not generally appreciated. 

Because it is the best all-round adsorbent for toxic gases, charcoal is used 
almost universally in most gas masks. The removal of toxic materials must be 
completed to a minute degree. Within the tenth of a second in which the air 
passes through the canister of a gas mask, the adsorbent must be capable of re- 
ducing the toxic gas concentration from approximately 100 parts per million by 
volume to 1 part per million, or less. A good gas-mask charcoal vdll reduce the 
concentration of 7000 parts per million of chlorpicrin in a rapidly moving cur- 
rent of air to 0.5 in less than three-tenths of a second. 

^See Chapter 33. 
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Extensive experimental work showed the most satisfactory materials were nut 
shells or fruit pits, among which the preferred material is cocoanut, babassu, and 
cohune shells. These were carbonized under carefully controlled conditions and 
"activated'' by steam and air at 950° C. In recent years, activated carbons of 
the gas-adsorbent type have been successfully made from coal and various va- 
rieties of hard wood. 

Industrial Uses — Gas-adsorbent carbons, especially those of the nut type, 
have come into wide industrial use for the recovery of gasoline from natural gas, 
as well as the recovery of solvent vapors such as those of petroleum ethers, ben- 
zene, sulfuric ether, ethyl acetate, alcohol, and similar materials from the air. 
Char also finds application in the recovery of products occurring in the waste 
gases from fermentation vats, such as acetone, butanol, and alcohol; in the puri- 
fication of gases by remoring sulfur and related compounds through adsorption, 
as well as in the recovery of benzene and light oils from illuminating gas. A 
number of plants in Continental Europe employ activated carbon to extract 
benzol and toluol from coal gas. In practically all cases the method of plant 
operation is the same and the type of plant construction quite similar. Selective 
adsorption of gas constituents, so that gas mixtures may be fractionated, is pos- 
sible by the use of specific varieties of gas-adsorbent carbon. 

Many industrial processes give off objectionable odors and vapors, such as 
the odors produced in the rendering of slaughterhouse waste for the recovery of 
tallow. Activated carbon is an effective adsorbent for such stenches, particularly 
in connection with large cit>’' garbage and waste disposal plants. Gases or air 
containing the objectionable materials are conveyed to adsorbers of the tjqDe used 
in gasoline recovery. The used carbon is activated by steam, the condensate 
being trapped off to a sewer. Any un condensed vapors and fixed gases distilled 
out of the carbon by the steam are burned, in the firebox of the boiler or other- 
wise, to insure complete combustion. The rewdfied carbon is cooled by passing 
cold air through it or by water in pipes in tlie carbon. 

Adsorbent carbons of the metal treated type are used for special sets of con- 
ditions or as catalysts. In many adsorptive processes the ph}"sical form and shape 
of the carbon is important so that it is w^ell distributed in adsorbers, clogging is 
prevented, and "channeling" is avoided. Commonly the carbons must have satis- 
factory crushing strength and resistance to mechanical break-doum and dusting. 

The Operation of Adsorption — Because of the increasing importance of 
adsorption on solids, it is desirable to describe the essential features of the oper- 
ation, particularly as applied to activated carbon. 

The heart of the operation of adsorption is the variety of solids of an essentially 
porous nature, each vdth a definite affinity and selecti\dty for the adsorption of 
certain vapors, which have been developed for industrial use in the recovery of 
solvents, dehydration of gases, fractionation of mixed gases, deodorization in con- 
nection with manufacturing processes and air conditioning, as well as other appli- 
cations. The commercial materials include a variety of clays, chars, activated 
carbons, gels, alumina, and silicates. Of this group, commercial development and 
engineering adaptation as far as adsorption from gases is concerned have been 
effectively limited to three materials: activated carbon, activated alumina, and 
silica gel. Information herein on activated carbon applies mainly to the "Co- 
lumbia" brand which is marketed by Carbide and Carbon Chemicals Corp. This 
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carbon is a typical example. Activated alumina is the trade-marked product of 
the Aluminum Ore Co. while silica gel is made by the Davison Chemical Corp. 

TABLE 1 — PROPERTIES AND APPLICATIONS OF SOLID ADSORBENTS 


Apparent density 

Specific gravity 

Avg. weight, lb. per cu. ft 

Avg porosity, per cent 

Thermal conductivity, B.t.u. per sq. ft., hr. deg. F. 

and in.. 

Specific heat, B t.u. per lb. and deg. F 

Reactivation temp, range, deg. F. 

Activation method 

Live steam, direct contact 

Preheated gas or air ; 

Waste gas or flue gas from gas or oil 

Embedded electrical^ heaters 

Embedded steam coils 

Specific surface, sq. cm. per g * 

Avg. pore diam., cm 

Hardness, resistance to breakage (U.S.C.W.S.) 

A^orptive capacity, CCI4 from air at 25 deg. C., sat. 

at 0 deg. C., weight per cent 

Retentive capacity, CCI4 retained at 26 deg. C. after 

6 hr. in dry air stream, weight per cent 

Service li^’e (Accel, chlorpicrin test, U.S.C.W.S.), 

minutes 

Heat of wetting with benzene, cal. per g 

Commercial flow rates for complete drying of gases, 

cu. ft. per hr. and lb ^ 

Commercial gas velocities jft. per min 

Effective bed temp., deg. F 

Weight adsorption of water at break point, per cent, 

dry basis 

Weight of water at saturation, per cent, dry basis . . 
Applications 

Drying air 

Drying non-reactive gases 

Drying reactive gases. 

Gas and air conditioning 

Gas concentrating (SO2). 

Petroleum vapor desulfurizing 

Gaseous fuel drying 

Oil vapor adsorption (filtration) 

Solvent recovery 

Gasoline from natural gas 

Benzene from manufactured gas 

Odor, taste removal from CO2 

Fractionation of gases (He from natural gsis) 

Stench abatement 

Odor removal, air conditioning 

H2S adsorption 

Alcohol from fermenter gases 

Commercial sizes, screen mesh 


Pressure drop for 8-14 mesh bed 5 in. thick, in. water 

At 75 f.p.m. lin. vel 

At 50 f.p.m. lin. vel 

At 25 f.p.m. lin. vel 

Important U.S. Patents 


Activated 

Activated 

Silica 

Cordon * 

Alumina f 

Qelt 

0.7-0. 9 

1.6 

0.7 

1.75-2.1 

3.26-3.35 

2. 1-2.3 

28-34 

60 

38-40 

50-55 

61 

50-65 


n.45 (200° F.)l 



11,0 (100°F.)j 


6.2 

0.24 

0.22 

Avg. 220-240 

350-600 

300-360 

Special up to 575 



X 




X 

X 


X 

X 

X 

X 

X 

X 

X 

X 



6 X 10® 



4 X 10^ 

80-98 



50-90 


15-35 

25-40 


2 

40-65 



20-26 




25-50 

25-75 

20-126 

25-100 

25-100 

40-120 

32-80 

40-90 


12-14 

10-20 


20-25 

40 


X 

X 


X 

X 



X 


X 

X 



X 



X 


X 

X 

X 

X 

X 

X 




X 

X 

X 

X 

X 

X 

X 

X 

4-8, 6-8 

4-14, 6-14, 8-14, 
10-24, 14-35 
through 200 


1.497.543 

1.497.544 
1,815,554 


Common adsorbent arrangement 

Vertical columns 

Trays 

Horizontal adsorbers 

Screens 


2-1 in., 1-2, 2-4 ’ 
4-8, 8-14, 14-20 
20-40, 40-80 
through 80 

2.4 

1.1 

0.5 

1,868.869 

2,015,693 

1.985.204 

1.985.205 


Various, 

also 

through 20c 


♦Typical analysis: H2O. 0 5-2^; ^h, 0.5-4.0 per cent; balance C. 
t Typical analysis: AI 2 O 3 , 92; Na20 <7; SiOz <0.1; FeoOi <0 
t 99.5+ per cent SiOz. . 2^3 u. 


1; TiOz < 0.01 per ( 


These products are more or less granular in form, although in recent yearn 
extruded and preformed blocks or rods of activated carbon, first used in Euro- 
pean practice, have found favor in the United States. 

The adsorption system must be designed to a ^eater or lesser extent afound 
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the physical and chemical properties of the adsorbent. It may be said of each 
of the commercial materials that they show from the engineering viewpoint the 
highest effective adsorptive capacity under conditions of use, they are readily 
activated, and easy release of the adsorbate is accomplished. From the viewpoint 
of power consumption, when gases are moved through a system, all of the com- 
mercial adsorbents show low resistance to air or gas passage, vnth an optimum 
shape and size of particles for the particular apparatus, a long life in service due 
to high resistance to breakage and deterioration during use, which in turn is 
backed by uniform quality of material assured by close manufacturing control. 
The properties and applications of the solid adsorbents are given in Table 1, 
where the adsorbents are those of the manufacturing companies mentioned above. 

The more or less granular solid adsorbents are supported in beds or columns 
of suitable thickness through which the gas from which the vapor is to be ad- 
sorbed may be passed. Commercially, 
activated alumina and silica gel, being 
highly selective to water adsorption* 
are employed for dehydration of air 
and gases as well as dehumidiheation 
and air conditioning. Activated carbon 
finds its major application in solvent 
recovery, odor and taste removal, and 
related applications. It is, therefore, 
evident that activated carbon does not 
compete with activated alumina or 
silica gel. The solid adsorbents are 
ordinarily chemically stable, inert in 
character, and non-corrosive, although 
design precautions must often be taken 
to protect against galvanic and elec- 
trolytic corrosion. 

Efficiency of Adsorption— Ad- 
sorptive efficiency is often determined in terms of vapor pressure obtained by 
dynamic methods of measurement. It is apparent that the adsorbate is taken 
up initially at the gas entrance end of the bed of solid adsorbent and that the 
adsorbent in this section reaches its saturation point before adsorbate reaches 
the gas exit end of the bed. As flow continues, more of the adsorbent bed be- 
comes saturated. Eventually, in the vicinity of the exit end, the capacity for 
adsorption is no longer effective at substantially 100 per cent efficiency. A vari- 
able degree of saturation exists between the entrance and exit ends. Vapor 
pressures may be expressed on the basis of the average percentage of adsorbate 
throughout the bed and the vapor pressure of the adsorbate in the exit gas. 
Figure 2 is a curve for water adsorption by activated alumina. 

As adsorbate is taken up by the adsorbent, heat is liberated. This may be 
removed by various cooling methods so that the adsorbent reaches a normal 
equilibrium point or %reak.^^ Adsorption continues, however, but at decreasing 
efficiency until saturation is reached. If the heat of adsorption be not removed, 
a hot zone forms at tlie area of maximum adsorption. This hot zone follows 
layer by layer the course of Adsorption from the entrance to the exit end of the 
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Fig. 2. Equilibriiun in Adsorption of 
AVater Vapor by Activated Alumina. 
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apparatus. The quantity of heat liberated is dependent upon the concentration 
of the adsorbate, the heat content of the gas, the rate of flow, frictional effects, 
and other factors. The heat liberated during adsorption, from a practical view- 
point, may be considered as about equal to the thermal requirements necessary 
to vaporize an equal amount of adsorbate during activation. 

For the same adsorbate, the total weight taken up at 100 per cent efficiency 
in a given apparatus is nearly independent of the initial concentration of ad- 
sorbate in the gas. In the case of activated carbon, however, the specific capacity 
was found by Lamb and Coolidge ^ for a number of gases and vapors to be very 
nearly proportional to the inverse ratio of their molecular volumes. Generaliza- 
tions are difficult and misleading, as adsorption is quite specific, being a function 
of the nature of the gas, temperature, pressure, the exact characteristics of the 
adsorbent, its activity, origin, mode of preparation, previous history, as well as 
the operating conditions in the particular plant and the stability or lack of sta- 
bility of such operating conditions. 

In the case of activated carbon for gas masks, the “service life against chlor- 
picrin” is determined on a volume basis and is a measure of the ability of the 
carbon to protect against substantially all organic vapors which are not cata- 
lytically decomposed. The high density of the carbons enables them to give 
maximum protection per unit of volume. The “heat of wetting'^ is believed by 
military authorities to measure the specific adsorptive power of the carbon and 
therefore to measure the ability of the carbon to adsorb efficientl}^ and retain or- 
ganic vapors even when these vapors are present in extremely low concentration 
and where water vapor is present. The “hardness” of the carbons is a measure of 
their resistance to breakage or dusting in transportation and use. 

TABLE 2 — WEIGHT ADSORPTION OF VAPORS BY VARIOUS ACTIVATED CARBONS 

Adsorpdonj Reteniiviiy^ 

Weight Per Cent Weight Per Cent 


Benzene 45-55 . 5.9* 

Carbon tetrachloride 80-110 27-30* 

Methyl alcohol 50 1.2 (1 hr. at 150° C.) 

Ethyl alcohol 50 1.05 (ditto) 

Isopropyl alcohol 50 1 ,15 (ditto) 

Ethyl acetate 57.5 4.87 (ditto) 

Acetone 51 3.0 (ditto) 

Acetic acid 70 2.5 (ditto) 


* 1 hr. in saturated steam. 

Apparatus— Activated carbons are used in relatively thick beds through 
which the vapor-laden air is passed. The larger particle sizes are preferred in 
order to keep the resistance to a minimum. The adsorptive capacity data given 
in the tabulation measure the ability of the carbons to adsorb relatively concen- 
trated vapors, whereas the retentive capacity data (Table 2) measure the specific 
adsorptive power or ability of the carbons to adsorb and retain, at normal temper- 
atures, vapors present in low concentration and in the presence of water vapor. 
Both characteristics must be considered in determining the effective adsorptive 

^ J. Am. Chem. Soc. 4^, 146 (1920). 
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capacity of carbons under specific recovery conditions. The adsorbed vapors 
which are retained by the carbon at normal temperatures are readily released 
when low-pressure steam is introduced, approximately 3 pounds of steam being 
usually required to remove 1 pound of adsorbed solvent. Relatively high ^'ap- 
parent density^' is important because it affects the size of carbon containers and 
the water adsorbing ability of the carbon. The hardness is important because 
it means greater resistance to breakage during use, and consequent long life. 




Bed Density, Lb, per Sq. Ft. Bed Area 

Fig. 3. Resistance of Beds of Acti- 
vated Carbon to Gas Flow. 
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Bed Density, Lb. per Sq. Ft. Bed Area 

Fig. 4. Resistance of Beds of Acti- 
vated Alumina to Gas Flow. 


In commercial plants employing adsorption processes vdth solid adsorbents, 
the depth of bed required may vary from a few inches to several feet which, of 
course, affects the power consumption of the system. The charts of Figure 3 
give the pressure drop at different linear velocities and different bed densities in 
pounds per square foot of bed area for activated carbons of different meshes. Bed 
thicknesses may be calculated by dividing the bed densities which are in pounds 
per square foot by the weight per cubic foot of the adsorbent. Figure 4 gives 
similar data for aetivated alumina. 

Temperature ControL The effect of the adsorbent on the adsorbate is to 
accomplish condensation at a temperature above that of saturation. The latent 
heat of the solvent vapor is given up to the adsorbent and to the unadsorbed gas 
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or air. It may be necessary to cool the gas. Both the capacity and eflSiciency of 
adsorption fall off with rising temperature of the bed. Carbon does not selectively 
adsorb water vapor, so that little latent heat is released through such action. 
With a moist gas, less heating of both the exit gas and adsorbent bed occurs. 
When steam is used for regeneration, the moisture remaining in the adsorbent is 
evaporated owing to its selective displacement by solvent vapor when adsorption 
IS resumed. The cooling effect often makes a precooling period unnecessary. 

Recovery — ^Recovery is, of course, not completed with, adsorption. To re- 
lease the adsorbate, the adsorbent must be regenerated by the methods given in 
Table 1. Volatized adsorbate is condensed in a surface or other type of con- 


denser and the gas returned to the 
adsorbers for the stripping of any un- 
condensed adsorbate. The regenerated 
adsorber is cooled, if necessary, and re- 
turned to cycle. In some instances it is 
practicable to accomplish regeneration 
at lower temperatures by application of 
a vacuum. The volatihzed solvent can 
then be condensed in vacuo. 

Three types of arrangement of ad- 
sorbent units are in use. Two units 
generally suffice for continuous opera- 
tion. Commonly a single bed or series 
of beds of adsorbent is capable of trap- 
ping all of the adsorbate. One unit is 
operated while the other is being regen- 
erated. In discontinuous operations 
where there is a shutdown period of 


FIRST 



sufficient duration to accomplish regen- Fjg. 5 , Diagram of Steps of Adsorp- 
eration, a single unit may be sufficient tion and Recovery, 
provided that its capacity is adequate 


to recover all adsorbate. For continuous operation where a second-stage ad- 
sorber is needed to remove adsorbate completely, the three-step cycle is used. 
This consists of a group of three interconnected adsorbers, two of which are 
operated on the recovery line in series, while the third is being regenerated. 


Figure 5 suggests diagrammaticaUy the connections used in such a setup, show- 
ing how the connections are altered for the three steps of the cycle. In any one 
step the first adsorber in the line (marked 1 ) is the partially charged unit which 
was second in the line in the preceding step, while the second adsorber (marked 2 ) 
is the unit which was being regenerated in the preceding step. Meanwhile the 
third adsorber (marked R) is undergoing regeneration (and cooling, if necessary). 
By this method each unit is rotated in turn through the three steps of regenera- 
tion, second stage and first stage adsorption. Since the exit gas from the final 
adsorber should be practically free of adsorbate, it can be permitted to go to 
waste. The use of two adsorption stages permits utilizing the ultimate adsorption 
capacity of each unit, since as the first unit on the line approaches capacity and 
rises in temperature, any adsorbate escaping will be caught by the second stage 
adsorber. . 
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MISCELLANEOUS USES OP ADSORPTIVE CARBONS 

Decolorizing Chars — ^Decolorizing chars may be divided into two classes: 
animal and vegetable. The former class has been in use since 1812, when Derosne 
introduced bone black as a decolorizing agent in the refining of sugar.® Since 
that time it has held a place of prime importance in the purifying and decolorizing 
of juices, syrups, molasses, oils, and many other products, most of which are used 
as foods. Most of the vegetable chars are sjmthctic, made by patented or secret 
processes. Because of their greater efficiency, they have replaced bone black in 
many places. Their development has taken place only during the last twenty 
years. 

Bone Black — Bone black or bone char is the carbonaceous residue obtained 
from the destructive distillation of bones in the absence of air. Only fresh, hard 
bones free from extraneous matter can be used. Fish bones and the skeletons 
of marine animals are unsuitable, producing a soft char. Bones exposed to the 
atmosphere or buried in the ground due to their decomposition, give chans defi- 
cient in carbon. 

In the manufacture of bone char, fat and oily matter are removed by boiling 
or rendering or by solvent extraction. The usual solvent extractants are naphtha 
and benzene aided by live steam. The benzene, with a density less than that of 
the condensed water, may be recovered by gra\’ity separation. All traces of the 
solvent are removed by boiling the fat with water and steam. If the extraction 
be properly conducted, the bone cartilage is little affected. 

The bones thus treated are placed in closed retorts, the latter brought to a 
red heat to effect the desired destructive distillation of its contents. Vertical or 
horizontal iron retorts are used, commonly operated in banks of five or seven. 
The carbonizing plant resembles a gas works in appearance, and many forms of 
gas retorts have at some time been adapted to bone char manufacture. The off- 
takes of the retorts are connected to a liydraulic main, then to condensers, then 
to scrubbers filled with coke in which the bone oil separates out, and finally to 
ammonia scrubbers. All of the operations are similar to those of bj^-product coke 
plants. The charges used are 2% cwt. in the vertical retorts and 500 c\^'t. in the 
horizontal. In the former case, carbonization takes 6 to 8 hours, while in the 
latter 8 to 10 are required. Of the weight of the original bones, the distillation 
yields 3 to 5 per cent of bone oil, 8 per cent of ammonia on the basis of ammo- 
nium sulfate (although some Continental works are reported to obtain 14 per 
cent of ammonia on the basis of ammonincal liquor), approximately 20 per cent 
of gases, 6 per cent of tar, and about 60 per cent of bone char in its final cooled 
form. When the carbonization is complete, the bones are transferred to sheet-iron 
air-tight canisters ^where thej" are cooled. The cold char is then crushed in a mill 
and screened into Ilie various grades and 'sizes required b}' tlie trade. Of the 60 
to 65 per cent of char produced by good raw material, 20 to 30 per cent is low- 
priced dust. One ton of new char will occupy 48 to 54 cubic feet. 

The char always ^retains a certain percentage of nitrogen. The carbon con- 
tent of a good quality bone char should be within the range of 9 to 11 per cent; 
its silica content not more than 0.5 per cent; the maximum of ferric oxide 0.15 

® See Chapter 35. 
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per cent; the maximum of calcium sulfate 0.2 per cent; of water 8 per cent; 
tricalcium phosphate varying from 70 to 75 per cent, and less than 0.1 per cent 
of calcium sulfide. Its minimum weight requirement is 52 pounds per cubic foot. 
It is dull black in color, the ash resulting from its ignition becoming uniformly 
white or cream colored. A well-burned char will have a firm physical structure, 
a high degree of porosity, and a metallic ring when struck. 

The refining power of bone char lies in its activated carbon content. Char 
granules burned in the presence of air will lose their carbon content in the form 
of carbon dimdde, leaving only the phosphate structure. This skeleton possesses 
little or no decolorizing action although it still holds its power to remove dissolved 
salts. Similarly, if the carbon be separated from the other constituents by acid 
treatment, it retains its decolorizing power, reduced, however, because of the re- 
stricted area as compared to the space occupied on the phosphate skeleton. 

The screen sizes which are most desirable are functions of the height and diam- 
eter of the char filter. The bone char must have a satisfactory crushing strength 
so that fine material does not accumulate and ''plug” the filters. 

After it is used a certain length of time, bone black loses its power. It is 
removed for revivification, a process usually accomplished by roasting to a red 
heat. On each heating the density of the char increases, so that after many 
heatings 1 ton may occupy only 28 cubic feet. When it is not possible to re- 
vivify the char to a practical extent for re-use, the spent material is used as a 
paint pigment and a fertilizer. 

Vegetable Chars — ^Vegetable chars of the decolorizing type have been de- 
veloped by the action of heat and reagents on organized vegetable substances. 
The manufactured chars are all artificial and relatively inactive as usually pro- 
duced. The crude chars must be treated by special methods in order to develop 
any of the general properties of decolorizing, gas adsorption, metal adsorption, 
or catalytic effect. Increasing any one of these properties is called activation of 
the char. 

Manufacturing methods for the preparation of decolorizing carbons may be 
divided into several classes. 1. Carbon may be deposited as a layer on a porous 
inorganic base. Carbonizable vegetable materials like sawdust, seaweed, peat, 
molasses, and a large number of others may be mixed with porous substances 
such as infusorial earth, pumice stone, insoluble salts, with or without the addi- 
tion of a liquid binding medium. When the mixture is strongly heated, the carbon 
in the vegetable matter is deposited throughout the porous base. 2. Carbon 
may be deposited on an inorganic base which is later separated from the carbon 
by chemical means. Vegetable materials are mixed ^vith chemical reagents such 
as lime, chalk, sulfuric acid, calcium chloride, zinc chloride, magnesium chloride, 
phosphoric acid. After carbonization, usually at relatively low temperatures, the 
inorganic matter is dissolved out, leaving the resultant carbon. The zinc chloride, 
phosphoric acid, etc., function as activating agents. 3. A number of important 
decolorizing chars are made by carbonizing materials such as lignite, waste pulp 
liquors, black ash residues, sawdust, woods, and similar substances m carbonizing 
retorts under controlled conditions of temperature and atmosphere. The porosity, 
compactness, and mechanical strength of the resultant carbon will vary widely, 
according to the conditions under which it is initially carbonized. The material 
often undergoes a second carbonization when in the form of carbon -particles from 
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whicL most of the volatile matter has been removed. After preparation, the 
carbon is activated by air, oxides of carbon, chlorine, superheated steam, or mix- 
tures of steam and air. 

The decolorizing carbons are usually prepared from the soft chars. They are 
most effective for decolorizing and clarifying solutions of dyes, oils,® vegetable 
extracts, syrups, fruit juices, and acids. Most of the vegetable decolorizers appear 
in the form of black, glistening, fairly coarse powders consisting of a mass of 
many-sized particles. Almost any vegetable substance can be converted into a 
decolorizing char. Since these are all soft chars there is always a loss in handling, 
due to crushing and shattering. 

Only during the last few years have the latent possibilities of chars been recog- 
nized and their development begun. They are now ''mordanted** to serve a 
number of different specific uses in the various industries. 

It is stated that synthetic chars arc about twenty times as effective as bone 
black — ^that is, one-twentieth of the weight of bone char required will give the 
same results. Bone char is used in filter beds 20 feet or more in thickness, while 
the vegetable chars can be mixed with the material to be clarified, the tempera- 
ture raised to the desired point, and the mass passed through a filter press. As 
a general rule, both types of chars remove a greater percentage of coloring as 
the acidity of the liquid increases. Recent development has brotight forth vege- 
table decolorizing carbons which can be economically and effectively revivified. 
These are being advantageously used in the sugar industry, particularly at plants 
in the tropics where they have replaced bone char. 

Carbon in Water Treatment — ^The most widespread use of adsorbent car- 
bons is involved in water treatment for the removal of odors and tastes." This 
application accounts for millions of pounds annuall 5 ^ In the percolation method, 
the adsorbent is held in place in a filter and the water passed through the filter, 
wliile in tlie contact method the finely di^dded carbon is mixed in mth the water 
and either allowed to settle out in a settling basin or else is filtered out. The 
activated carbons remove undesirable constituents from the water without the 
production of any by-products as is the case when chemical oxidants or reduct- 
ants are employed. Jn present day water-treatment practice, activated carbon 
procedures are usually supplementary or complementary to other chemical and 
physical methods of treatment. Carbon adsorption is very commonly applied 
to water supplies employed for the beverage industries, so that a "standard** 
tasteless water is made available. 

Metal Adsorbent Chars — Metal adsorbent chars may be manufactured by 
alkaline activation of carbonized materials. These can be used for remo\dng 
metals such as gold and silver from their solutions. According to McKee and 
Horton,® they are structurally identical with ordinary decolorizing carbons and 
can easily be converted into them by acid treatment. This change is not merely 
neutralization, for the original properties cannot be restored by alkaline washing. 
A drastic treatment with alkali at about 850° C. is required. The alkaline char 
remains suspended in water, possesses a negative electric charge, and at a definite 
pH (3.8) flocculates and settles rapidly. At this pH it becomes electrically neu* 

®See Chapter 41, 

7 See also Chapter 6. 

sChem. and Met. Eng., S2, 13-16, 56-59, 164-167 (1925). 
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tral and loses its metal adsorbing power, becoming an ordinary decolorizing char. 

The technical problems involved in the adaptation of charcoal for the removal 
of gold and silver from cyanide liquors seem to have been met successfully in 
hydrometallurgical plants in Australia. Lump charcoal is unsuitable for this use 
because of the low efficiency and bulk of the material to be smelted. The prac- 
tice involves wet grinding of the char, the resultant material forming a cake on 
the leaves of a leaf filter. The liquor to be treated is passed through several units 
in succession, the strongest liquor meeting the partly loaded char and the weakest 
liquors the fresh char. The cakes are dropped at intervals and reformed, expos- 
ing fresh surfaces and definitely increasing the capacity of the char. After washing 
and drying, the cakes are burned to remove the carbon. The ash is then collected 
and smelted with a special flux. 

Pharmaceutical Charcoals — ^Pharmaceutical charcoals for use in medicine 
and pharmacy have shown a rapid development in recent years. Many of the 
commercial synthetic vegetable carbons find application, in small tonnages to 
be sure, in the manufacture of various types of pills, digestive tablets, and the 
like. The adsorbent action of charcoal for alkaloids, pathogenic bacteria, en- 
zymes, toxins, and poisons of various sorts is well known. 

OTHER USES OF CARBON 

Carbon Electrodes — Carbon electrodes were first successfully manufactured 
on a commercial scale in 1876 by Carre, a Frenchman. At that time most of the 
work was in the direction of arc light carbons. The development of our present 
gigantic electric furnace electrodes ® has taken place during the past two decades. 
The growth of the industry has been tremendous, turning out products to the 
value of about $11,000 in 1899 and over $12,000,000 in 1928, an increase of about 
a thousandfold in little less than three decades. 

In 1878 Brush was making electrodes in the United States on a commercial 
scale from petroleum coke, then a waste product of petroleum refining that the 
oil companies burned under their stills. 

Electrode production divides itself into five divisions: (1) the selection of the 
raw materials, (2) calcination of these materials, (3) grinding, mixing with a 
binder, and shaping, (4) baking the green shape, and (5) finishing, machining, 
and testing the final electrode. 

Raw Materials. Almost all carbonaceous matters have at one time or another 
been used as starting substances, but today only two are used: anthracite coal, 
mostly for large electrodes for electric furnaces, and petroleum coke for reduction 
electrodes (e.g., for aluminum). Petroleum coke is the final residue of the inter- 
mittent distillation of petroleum. It is a hard, brittle substance of shin}^, oily 
appearance, very high fixed carbon, and low in ash. It is one of the purest jforms 
of carbon available in large quantities. Formerly it was a waste by-product* 
today, due to the electrode industry, the refiners regard it as a valuable commer- 
cial material. Only selected low ash coals, of low volatile content, are used as 
raw materials. ^ 

Calcination. The materials are freed of their volatile matter by heating to a 
white heat. The calciners employed are either developments of the industry and. 

^ See also Chapter 12. 
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its close connection with electrothermic and electrolytic processes, or are adapta- 
tions from gas manufacture. The electrical types are commonly vertical, heating 
to the required temperature by the resistance of the charge to the electric current. 
The gas types are those of the Woodall-Duckam and Glover West vertical 
retorts.^*^ 

Grinding. The pulverization of the calcined cokes to a fine powder is done 
almost entirely in machines of the impact pulverizer or tube mill type. 


TABLE 3— COMPARISON OF AMORPHOUS AND GRAPHITIC CARBON ELECTRODES 



Acheson 

Graphite 

Electrodes 

Amorphous 
Carbon 
Electrode * 

Gas-Baked 
Amorphoits 
Carbon 
Electrode f 

! Large 
Electro- 
thermal 
Electrodes 

Specific resistance (ohms per inch cube) 

0.00032 

0.00124 

0,00161 

0.00220 

Specific resistance (ohms per centi- 





meter cube) 

0.000813 

0.00325 

0.00400 

0.00550 

Comparative section area for same 





voltage drop 

1 

3.8 

4.4 

6.8 

Weight, pounds per cubic inch 

0.0574 

0,0564 

0.0560 

0.058 

Weight, pounds per cubic foot 

99.0 

97.5 

97.0 

100.0 

Apparent density, grams per cubic 





centimeter 

1.585 

1,558 

1.55 

1,60 

Tensile strength, pounds per square 
inch: 





Lengthwise 

800-1000 

1000-1500 

1000-1500 


Crosswise 

600- 600 1 

600- 900 1 

600- 900 1 


Temperature of oxidation in air, 


degrees Centigrade 

640 i 

500 

500 

500 


* Very good electric baked electrode (small). t Typical small electrode. 


Mixing. The dust is proportioned from the storage bin with the proper per- 
centage of binder, and delivered to the mixing machines. The binders are coal 
tar or pitch. Mixers are of various types, the one most commonly used consisting 
essentially of a steam-heated drum moimted on its side. Mixing is accomplished 
by the rotation of the central shaft %vith arms attached. The forward tilt of the 
arms, which during rotation carry the mix forward, finally discharges it through 
the door at the end of the drum. 

Shaping. The material is shaped by compressing the hot plastic mass from 
the mixers either in molding presses, in steel molds so formed as to give the de- 
sired dimensions, or in slug presses where the mass is pressed together preparatory 
to the plug presses, through the orifices of which it is extruded in the shape de- 
sired. All shaping presses are operated hydraulically. 

Baking. The shaped or “green” electrodes, of high electrical resistance and 
low tensile strength, are converted to a condition where their properties vary 
little with temperature, of low resistance and high tensile strength, by the process 
of baking in which the temperature is raised to approximately 1100° C. This 
temperature is high enough to carbonize the binder and, after carbonization, free 

See Chapter 15. 
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it from all volatile matter. The furnaces used are either of the electric resistance 
type or of the gas-fired varietj^ adapted to the industry from those used in pot- 
tery manufacture. As the electrodes soften during baking, they are held in place 
by filling the interstices with finely ground petroleum coke, termed packing ma- 
terial. Some of the gas-fired furnaces are tremendous in size, sufficient to hold 
millions of poimds of electrodes and an equal amount of packing. 

Finishing, After baking, the cooled electrodes are removed from the furnace 
and cleaned of all adhering packing material. They are tested for ash, resistirity, 
apparent density, volatile matter, and tensile strength. All rejected material, 
whenever possible, is sent back into process to be used as calcined coke. When 
desirable, the baked electrodes are macliined for particular uses such as con- 
tinuous feeding in furnaces. Table 3 gives some of the characteristics of good 
modem electrodes. The composite flow sheet shown in Figure 6 is self-explana- 
tor}'. The manufacture of graphite electrodes is a branch of this industry'. 

The essential role of the carbon electrode in industry’’ is attested by the fact 
that it enters into the manufacture of the following substances: electric steel, 
ferro-alloys, calcium carbide, silicon carbide and related abrasives, aluminum, 
calcium and magnesium metals, phosphorus and phosphoric acid, electrical re- 
sistance vdre, titanium and zirconium, carbon disulfide, timgsten, cyanamid, so- 
dium, caustic, chlorine, and the electric furnace alloys and products.^^ 

Carbon Brushes — Carbon brushes for electrical machinery" are closely related 
to electrodes in their manufacture. The processes are much the same, but due 
to the desirability of producing a low-resistance brush, only pure substances with 
as low an ash content as possible are used. A greater variety of raw materials 
may be used for brushes than for electrodes, due to the different characteristics 
and the vide range of products. The principal raw material, however, is the 
same, being petroleum coke, the purest industrial form of carbon available in 
large quantities. Other raw materials are lampblack, carbon black (on rare occa- 
sions some of the other blacks may be used in small quantities), and in some 
instances retort or gas carbon. Being a hard, dense material, retort carbon is 
sometimes used to give a cutting grain to the brush so that it will have a slight 
abrasive action. Metallic powders such as copper, zinc, lead, and tin, either 
singly or together, are employed in the so-called metal carbon or metal graphite 
brushes. Graphite is also an important raw material for brush manufacture, the 
natural variety' in the form of natural flake, Ceylon plumbago, or Sonora (Mexico) 
amorphous being employed to a greater extent than the Acheson or artificial type. 

The electrographitic brush represents the highest stage of manufacture. This 
type is made of carefully selected forms of amorphous carbon to give the desired 
characteristics of the finished product. Temperatures and time of exposure are 
regulated in the final baking, so as to graph! tize all or part of the amorphous 
carbon. "When entirely graphitized, the brush is as nearly absolutely non-abrasive 
as it is possi^Je to be made. 

The grading and selecting of materials in brush making to produce the specific 
qualities of brushes well suited for the varied electrical machinery" of the present 
day have been brought to a high standard of perfection through the great amount 
of experimental work done by the various manufacturing companies. The amount 

For a discussion of these manufactures see Chapters 12 and 24. 
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of machine work on brushes is greater than on electrodes. Other methods of 
manufacture of carbon brushes involve grinding and calcining the raw materials 
and bonding the powders together vith resinous substances, particularly of the 
heat hardening or thermally reactive type. 

Arc Light Carbons — ^^c light carbons are practically electrodes manufac- 
tured on a small scale. The raw materials are the same with the exception that 
retort carbon, lampblack, and graphite are often incorporated for specific pur- 
poses. Modern practice in arc light carbon manufacture is to add some metallic 
salts or oxides to the mix before extrusion of the green material, as these oxides 
increase the brilliancy of the light given off by the arc. The materials used for 
the production of white light are titanium, thorium and cerium oxides, monazite 
sand, ilmenite, lime, ferrotitaniiim, various metallic oxides and related materials. 
The United States patent literature gives a large variety of substances for this 
purpose. The binder is generally silicate of soda, although dextrines, caseins, 
water-soluble gums, and at times milk of lime as well as clays have been employed. 

Battery Carbons — Battery carbons are small-size electrodes. They are made 
by both the molding and extrusion processes. In portable or small-size dry cells 
of the Leclanche type, they form one of the poles of the cell. Since they are not 
affected by oxidation as are furnace electrodes, the matter of obtaining high ap- 
parent density in their manufacture is not so important. 

Carbon Specialties — Carbon specialties are articles of carbon molded in spe- 
cial shapes to predetermined characteristics or machined out of standard shapes 
to supply a specified demand. The non-fusing characteristics of carbon are of 
importance in the carbon and graphite contacts used on electric elevator con- 
trollers, automatic motor starting equipment, high amperage circuit breakers and 
the like, where a non-burning material is essential to long life of the contact. 
Carbon is most suitable for this purpose because of its electrical conductivity and 
its ability to withstand the action of the electric arc. Contacts are made of 
carbon or graphite, depending upon the carrying capacity required. The prod- 
ucts, made by molding or grinding and machining, are turned out in a variety of 
shapes and sizes to conform to the demands of different electrical designs. In 
general, their properties are quite similar to those of brushes. 

Telephone carbon is a crushed product made of carefully selected coals cal- 
cined to determined resistivity, vacuum treated, ground, and sifted to 60 to 80 
meshes to the inch in its use for ordinary telephones, and 60 to 120 mesh for 
some special purposes. It must be hard material. The shape of the particles is 
of considerable importance. The characteristics of the finished product are care- 
fully regulated by intensive control of all manufacturing operations. 

Lead Pencils — Lead pencils, as far as their writing elements are concerned, 
are composed of graphite, wax, silica, and silicates often in the form of clay, to- 
gether with lampblack and sometimes retort carbon or coal in small quantities. 
Softer pencils have greater percentages of graphite and wax (the binder), the 
harder ones greater percentages of clay and silica with correspondingly smaller 
percentages of graphite and wax. 

Carbon Refractories— Carbon refractories are the only commercial refrac- 
tories^ which will resist very high temperatures. Elemental carbon has a 

For a discussion of other refractories see Chapter 21, 
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melting point assumed to be around 4400® C. It sublimes or volatilizes at ap- 
proximately 3500® C. For these reasons it is a very good refractory, except in 
oxidizing atmospheres. Carbon begins to oxidize between 500° and 600° C. In 
a reducing atmosphere it is better than any of the usual refractories. It is manu- 
factured into bricks and blocks for furnace, hearth, and retort linings. These 
bricks are made of ground calcined coal or coke, bonded with a tar and pitch 
binder, and baked to a temperature high enougii to coke the binder completely. 
Carbon articles such as tubes and other shapes are finding increasing application 
in the chemical industries where unusually severe thermal and chemical corrosion 
problems must be met. 

Carburizers — Carburizers or case hardening materials may be solid, liquid, or 
gaseous, but the solid materials are used most extensively. The most important 
are various forms of charcoal, bone char, carbonized leather scrap, crushed bone, 
horn, mixtures of barium carbonate and charcoal or of various salts and car- 
bonaceous materials. Barium carbonate and charcoal are more efficient than 
charred leather or wood charcoal. 

Commercial products are generally made by grinding the raw materials, mbc- 
ing them together mechanically with organic binding substances, or in some cases 
silicates, drying, and baking at low temperatures. Sulfur-bearing raw materials 
are usually avoided because of their eflect on the steel. Particular attention is 
paid to the screening and grading of the raw materials to obtain certain granular 
characteristics and mechanical strength in the finished product. 

CARBON IN CHEMICAL CONSTRUCTION 

The search for more resistant materials of construction for chemical engineer- 
ing equipment has brought forth many fabricated forms of amorphous carbon 
and graphite as blocks, rings, adsorption chamber parts, electrostatic precipitator 
tubes, linings for paper digesters, condenser tubes, heat interchangers, porous 
carbons for filters, as well as aerator plates. These materials show unusual re- 
sistance to chemical attack and corrosive influences. They have shown excep- 
tional performance in connection \\nth acid manufacture, paper making, the elec- 
trochemical industries, petroleum oil refining and by-products, as well as parts 
of machinery operating in chemical plants under severe conditions. 

Manufactured carbon shapes show high compressive strengths and good physi- 
cal properties. Carbon has high electrical conductivity and an extremely low 
coefficient of thermal expansion. It shows almost universal resistance to chemical 
action, having found particular application in connection with the highly corrosive 
fumes of sulfuric, hydrofluoric, and phosphoric acids. Carbon is susceptible to 
attack by oxygen at temperatures exceeding 600® F. (315.6® C.) and by carbon 
dioxide and water vapor at comparatively high temperatures. Because of the 
fact that commercial forms are made up of ground material held together by a 
binder, the whole mass afterwards being formed or pressed and baked to car- 
bonize or coke this binder, it can be readily appreciated that the particles of 
carbonized binder form the weakest portion of the shape as far as chemical attack 
is concerned. Carbon is not immune to destruction by oxidizing agents such as 
nitric acid, failure occurring because of oxidation of the bonding material. Of 
the entire group of common reagents, only nascent oxygen, oxygen at tempera- 
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tures above 625 ° F. ( 329 ° C.)) and strong nitric and chromic acids attack carbon. 

A satisfactorj’- material of construction must have good physical properties. 
Those for coke-base carbon (the most common form of the manufactured carbon 
materials) as determined by the National Carbon Company are shorvn in Table 4. 

t 

TABLE 4 — PROPERTIES OF COKE-BASE CARBON 

Real density or sp. 

Apparent density 

Porosity, % 

Weight per cu. ft., lb. (kg.) 

Tensile strength, Ib./sq. in. (kg./sq. cm.) 

Crushing strength, Ib./sq. in. (kg./sq. cm.) 

Transverse strength, lb./sq» in. (kg./sq. cm.) 

Thermal conductivity, cal. /cm. /° C 

Coefficient of thermal expansion per ° C 

Sp. heat, gram cal. /gram/ ° C. at 26-282® C 

Sp. electrical resistance, ohms per in. cube (per cm. cube) 

Volatilization point, ® F. (° C.) 

^ 

Start of oxidation, ® F. (° C.) 

As a result of the chemical inertness of carbon, combined with its high strength, 
new uses in chemical apparatus are developing as rapidly as manufacturers can 
perfect methods for the production of intricate shapes- needed for chemical plants. 
A large variety of sizes and shapes are at present available for application in 
chemical apparatus under difficult conditions. 

At the present time carbon has shown its suitability in equipment employed 
in five different fields; (1) acid manufacture, (2) paper making, (3) the electro- 
chemical industries, (4) combustion equipment, and (5) machinery operating 
under corrosive conditions. 

Use in Acid Manufacture — A somewhat spectacular use of carbon has been 
described by Camp,^^ who states that because of its high electrical conductivity, 
its lack of a softening or melting point, and its extremely low coefficient of expan- 
sion which insures against breakage with sharp changes of temperature, carbon 
has become standard equipment for Cottrell precipitating units operating in phos- 
phoric acid and sulfuric acid recovery plants. See Figure 7. In the electro- 
thermal production of phosphoric acid, the dense white fume of phosphorus 
pentoxide is collected as phosphoric acid in a Cottrell precipitator. Considerable 
quantities of hydrofluoric acid are present in the furnace gases. These are un- 
usually corrosive to most construction materials with the exception of carbon. 

Highly corrosive impurities in the sulfur dioxide gas from zinc and copper 
smelters usually are removed by Cottrell mist precipitators before the gas can be 
used for contact sulfuric acid. Here again carbon is one of the few satisfactory 
materials. In other cases carbon tubes have replaced lead tubes, which have the 
disadvantage of corroding and sagging out of shape at the temperatures em- 
ployed, in Cottrell precipitators used in connection with drum-type sulfuric acid 
concentrators in which dilute acid is recovered. Camp states that the carbon 
tubes are furnished in 6-foot (1.8-meter) lengths with male and female threaded 

13 Camp, A. D., Chem. & Met. Eng. 37 , 676 (1930). 
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joints. The tubes range from 7% inches (19.7 cm.) inside and 9% inches (24.8 
cm.) outside diameters to 10 inches (25.4 cm.) inside and 13 inches (33 cm.) out- 
side. The threaded sections allow easy connection. 

By the end of 1930 twenty-one Cottrell units equipped with carbon precipi- 
tation tubes were in operation in sulfuric and phosphoric acid plants; twenty- 
three such units containing thirty-six to seventy-two tubes each were employed 
in connection with the recovery of sulfuric acid from concentrators in petroleum 
oil refineries or chemical plants. So resistant has the carbon been to corrosive 
influences that very little if any sign of deterioration can be seen after service of 
four years in contact with hydrofluoric and phosphoric acids. 



Fig 7. Entire Carbon-tube Installation with Central Electrode Mounted in 
Place. 

Use in Paper Making — In the last few years paper mills have shown an 
increasing interest in carbon blocks and in carbon linings for paper digesters. 
Several of these have shown extremely satisfactory records in serxnce, as veil as 
unusual resistance to corrosion. Carbon bncks for lining digesters for the 
cooking of pulp in either the acid or alkaline process are available. The carbon 
bricks for digester linings can be secured in standard shapes and sizes, and their 
practicability has been proved in the field over a period of some five years. In 
one particular application neither erosion nor corrosion is present, nor is spalling 
encountered, whereas the previous materials used to line digesters have been sub- 
ject to these three disadvantages. Previously the shells in the latter plant had 
been lined at least once a year, owing to the seventy of the cooking schedule, and 
it now appears that the life of the present carbon lining vill be indefinite. Other 
carbon linings have been ordered by pulp producers, and some of them are now 
being installed. 

Up to 1928 the pulp producers objected to black lining materials in digesters 
For a discussion of the cooking of pulp see Chapter 37. 
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because it was thought that this would be a source of contamination. At this 
time experimental carbon patches were installed, and after service of two years 
were found to be satisfactory in that no chipping, spalling, erosion, or corrosion 
difficulties were met, and that the corners of the carbon bricks were still sharp. 
Ceramic bricks, on the other hand, always showed disintegration in proportion to 
their length of service. The carbon bricks were clean, whereas the ceramic bricks 
were coated with crusts which flaked off and entered the pulp. A kraft pulp 
manufacturer, who was ’troubled with relatively short-lived digester linings, in 
his search for more satisfactory materials employed a complete carbon lining. 
After service of six months it showed no deterioration and, over this period, no 
contamination of the pulp. A similar condition was found after service of a year. 

Some of the plants in the paper industry, because at the present time very 
costly equipment is used where constant replacement needs to be made, are ex- 
perimenting ^vith carbon tubes for heat interchangers to compete in one case with 
expensive tantalum. To date, the experiment has been a successful one. A new 
development is the production of impervious chemical carbon pipe which will be 
impervious to liquids and gases within practical pressure limits as established by 
industry at present. Tests of this material extending over a two-year period 
have indicated the resistance of the new material to corrosion and to thermal 
shock. Fittings for this substance have been developed. 

Manufactured carbon lumber for building the sides of buildings where cor- 
rosive conditions are particularly severe is now produced. Carbon beams and 
carbon roof materials of slabs are also available. In this connection, carbon can 
successfully compete with wood when all the economic factors of the situation 
are considered. 

Use in Combustion Equipment — Carbon has a melting point assumed to 
be around 4400° C. It sublimes or volatilizes at approximately 3500° C. Inas- 
much as its melting point is considerably above those of the normal metal oxides 
used for furnace linings except in oxidizing atmospheres, carbon is a good refrac- 
tory. It begins to oxidize between 500° and 600° C. In a reducing atmosphere it 
is better than any of the usual refractories. 

For certain types of furnaces a current-carrying bottom is required. The 
material largely used for this purpose is a mixture of ground carbonaceous ma- 
terials with a binder like tar or pitch. The mass is tamped into place and baked, 
giving a hard product. 

Some electrode manufacturers produce carbon paste as a commercial product. 
This is made of crushed calcined materials screened to a certain predetermined 
size and mixed with a proper amount of binding material. The binding material 
is varied according to the use to which the product is to be put. This material is 
sold in small lots, bagged for shipment, or in carload quantities. Before use, it is 
heated to make it plastic. 

Carbon blocks are generally used for furnace linings and furnace bottoms, 
particularly in large open furnaces or in places where greater structural strength 
is desired than would be formed by a monolithic lining.^s ^he blocks, being pre- 
formed and baked, axe denser than the carbon paste and offer greater resistance 
to oxidation. Blocks are manufactured in practically all square electrode sizes. 

!•> Mantell, C. L., ^‘Industrial Carbon, D. Van Nostrand Co, (1928). 
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They are set up in the furnace like ordinary refractory bricks with the exception 
that the bond used is carbon paste instead of refractory cement. 

A number of standard shapes of the same dimensions as refractory bricks are 
marketed. These bricks and blocks are made of ground calcined coal or coke, 
bonded with tar and pitch, and baked to a temperature high enough to completely 
coke the binder. 

The use of carbon refractories allows the possibility of furnace linings being 
able to resist temperatures at which ordinary refractories would either melt, 
spall, or lose their valuable properties. Other than carbon, commercially we have 
no refractories useful above approximately 2700° C, Furnace linings and slag 
floors in high-pressure boiler furnaces where pulverized coal is used, represent 

two other recent developments. This 
material has stood up remarkably well in 
this service, and no iron precipitate on 
the surface of the carbon, due to the 
release of carbon dioxide gas, has been 
noted after some three years of opera- 
tion. The carbon is only slightly at- 
tacked, and a floor which was built of 
8 inch (20 3 cm.) thick slabs appears to 
have an indefinite life. 

Electric furnace graphite is unique 
among refractories because of its purity, 
low linear expansion, and non-fusibility — 
all of which permit it to retain its shape, 
size, structure, and physical properties under conditions of extremely high tem- 
perature. 

Use in Machinery Operating under Corrosive Conditions — ^In chemical 
machinery, particularly in pumps carrjnng corrosive liqmds, carbon or graphite 
impellers have been quite successful in experimental work to date. Graphite or 
carbon bearings under extremely corrosive conditions have functioned satisfac- 
torily. Bushings, gaskets, and packings can be made to withstand almost any con- 
ditions under which metals or other materials sooner or later fail. Among the 
new developments has been the manufacture of carbon pipe which will stand 
liquids under appreciable hydrostatic head. It is expected that this new form 
will find increasing application where other materials fail. 

Industnally, fabricated forms of amorphous carbon and graphite, because of 
their unusual resistance to chemical attack and corrosive influences, desei^^e 
greater consideration as a material of construction for reaction equipment than 
they have received to date. New applications will be made when the valuable 
properties of fabneated forms of carbon are more widely appreciated. The ma- 
terial has showm exceptional performance in connection with acid manufacture, 
paper making, the electrochemical industries, petroleum industries, combustion 
equipment, and as parts of machinery operating in chemical plants under seveie 
conditions. 



Fig. 8. Section of Carbon Floor in 
Slag Pit of Furnace Burning Pow- 
dered Coal. 
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INDUSTRIAL GASES 

W. H. FuL’WEILEft 

Consulting Chemist, Philadelphia, Pa. 

This chapter will deal with those industrial process gases which are either 
consumed immediately as made, such as producer gas, blue water gas and the 
various oil gases, or are shipped to consumers in the compressed form such 
as hydrogen, oxygen and acetylene. 

PRODUCER GAS 

The gas formed by the partial combustion of carbonaceous fuel with air is 
known as producer gas and is one of the earliest gases to be used for industrial 
heating. While producer gas was known as such probably as early as 1840, its 
active development is directly connected with the operation of the open-hearth 
process for the manufacture of steel, which development had its real start 
with the invention of tlie recuperative furnace by Siemens in 1861. 

Since almost any material containing 50 per cent of combustible carbon 
can be gasified in the producer, the fuels used have been of the widest variety, 
from anthracite coal to straw. 

The producer consists of a steel shell lined with fire brick and provided 
with some means of supporting the fuel bed, with devices to admit air and 
steam, with suitable means to introduce fuel at the top and to remove the 
ash and clinker at the bottom, and take off the gas produced. The dimensions 
may vary from 6 to 12 ft. in internal diameter and from 10 to 15 ft. in height. 

Reactions Involved — ^\Vhen air is passed through a bed of ignited fuel, the 
oxygen of the air combines with the carbon, probably by two reactions: 

2C + 0„ L 2CO + 58.8 Calories 
and 

C + Oo = CO 2 + 97.65 Calories. 

These reactions are also related by the reaction: 

C -f- CO 2 = 2CO - 38.85 Calories. 

It is usually cpnsidered that carbon dioxide is the first product of combus- 
tion and that the carbon dioxide so formed reacts with carbon to produce car- 
bon monoxide. Probably the two gases are formed simultaneously. Table 1 
shows the relative amounts of the two gases that are in equilibrium T\dth car* 
bon at various temperatures. 

^ See Chapter 23. 
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TABLE 1 — EQEILIBRIUM CONBITIONS FOE BEACTION 

C + CO 2 = 2CO 
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Temperature 

Per Cent CO2 

Per Cent CO 

Per Cent Nfi 

750° F 

20.6 

0.9 

78.5 

930 

17.1 

6,4 

76.5 

1110 

10,1 

18,1 

71,8 

1290 

3.1 

29.4 

67.5 

1470 

.6 

33.7 

65.7 


Reaction with Steam. It will be noted that the combustion of carbon with 
air is a strongly exothermic reaction and that the temperature in the fuel bed 
rises to such a point that the ash in the fuel would be fused, with the result- 
ing formation of troublesome clinker. In order to control the formation of 
this clinker, steam is introduced with air and this reacts with carbon, thus: 

C -b H 2 = CO + H,- 28.8 Calories ' 
and 

C 4 - 2H,0 = CO 2 + 2E^ - 18.8 Calories. 

These two reactions are connected by the well-known water-gas reaction: 

H^O 4 - CO = + CO^ — 10.0 Calories. 

It win be noted that these reactions are both endothermic and that by 
properly proportioning the amount of steam or water vapor added, the tem- 
perature in the reaction zone may be controlled. In an actual producer fuel 
bed the temperature measurements indicate a variation from 400° to 500° F. 
at the lower portion of the fuel bed; up to 1900° to 2000° F. in the active 
zone; dropping again to 1000 ° to 1300° P. at the top. 

Rate of Reaction. The rate of reaction, however, between steam and car- 
bon is very much slower than the rate of reaction between oxygen and car- 
bon. Equihbrium studies of the water-gas reaction are of interest in certain 
types of processes. The composition of the gas formed in actual producer 
practice is such as to indicate that the reaction probably does not have op- 
portunity to come to equilibrium, so that the time factor is of importance in 
determining the composition of the resulting gas. 

This subject has been studied at some length by Clement and Haskins and 
some of their results indicate that in the average commercial producer the 
time may vary from 1 to 3 seconds. 

Apparently at temperatures up to 1600° to 1900° F. the reaction is 

C-f 2H20 = C02-|-2H2, 

while at temperatures above 2200 ° P. the reaction 


C + H20 = C0-1-H„ 

predominates. 

Producer Efficiency— As in the case of carbureted 
producer practice the same conflicting requirements. 


water gas, we have in 
The higher the tem- 
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perature of the fuel bed the more rapid will be the rate of combustion and 
the greater the capacity of the apparatus. At the same time, at this higher 
temperature there is a greater tendency for the formation of clinker with its 
attendant disadvantages. In general, the character of the fuel determines the 
economic rate of combustion and the relative amount of steam required. A 
further point, that is worthy of some consideration from a theoretical stand- 
point, is the fact that where producer gas is utilized with regenerative furnaces, 
the amount of steam passing out of the producer should not be in excess of 

that in equilibrium with the water-gas 
reaction at the temperature of the re- 
cuperators. 

The amount of steam used per pound 
of fuel may vary from .2 lb. to 2.5 lbs. 
but in ordinary practice it \nll rarely 
exceed .5 Ib. per pound of fuel, while the 
most efficient results appear to be ob- 
tained with from .25 to ,35 lb. 

While it is frequently claimed that a 
producer will return over 90 per cent of 
the heat of the fuel in tlie gas, it may 
be well to point out that there is no uni- 
formity in the method of expressing effi- 
ciencies, It is well known that in a 
calorimeter, the hydrogen in the fuel is 
burned to water and the water is con- 
densed so that the latent heat of evap- 
oration is credited to the fuel; whereas 
in a furnace, the water escapes as a 
vapor and this latent heat is not recover- 
able. The available heat in the fuel, 
therefore, may be expressed differently, either with or without the latent heat 
of the evaporation of water. 

Basis of Calculation, All gaseous fuels containing hydrogen will yield a 
different value, depending upon the final temperature of the products of com- 
bustion; for example, hydrogen will have a heating value of 326.2 B.T.U. per 
cu. ft. with all the products condensed, while with products in the form of 
vapor, the value will be 276. Methane will vary from 1009 to 909, while car- 
bon monoxide will have the same value 323 in both cases. A further point is 
the fact that when producer gas is used at the temperature at which it leaves 
the producer it will carry from 15 to 17 per cent of its total heat as sensible 
heat, whereas, should the gas be cleaned and cooled before use, this heat will 
be lost. Considerable care must be taken, therefore, in comparing the figures 
on producer efficiency to insure that the methods of calculation are comparable. 

In considering the possible losses of fuel by gasification m a producer, we 
must consider the moisture in the fuel. Under normal conditions this will be 
rather small, yet where excessive amounts of moisture are present it may 
become of some importance. 

Where producer gas is cooled and cleaned, the tar removed ^vill have a 



Fig. 1. Typical Gas Producer. 
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considerable effect on the heating value, as the tar will usually average about 
15,500 B.T.U. per lb., and from 3 to 5 per cent of tar is commonly recovered 
from producer gas made from bituminous coaL 

A relatively small amount of fuel is lost by being carried over mechani- 
cally and there is also some carbon deposited as soot. These losses would 
hardly reach a total of more than 3 per cent. There is, of course, a certain 
amount of combustible carbon lost in the ash. This can be reduced by care- 
ful operating conditions, but the higher the original ash in the coke the higher 
will be the carbon loss, which may run from 1,5 to 3 per cent. 



Fig. 2. Producer with Mechanical Grate. 


With the modern producer construction the loss by radiation and convec- 
tion will probably run from 1 to 2 per cent. Summing up, we would have a 
probable loss inherent in the process of from 8 to 10 per cent. If we add to 
this the loss due to sensible heat in the gas, we find that we cannot expect an 
efficiency with cold gas greater than from 73 to 75 per cent, while with hot 
gas, it may reach 90 to 92 per cent. 

Types of Producers — The design of producers varies widely, depending 
upon the type of fuel to be used and upon the method of operation. 

There are three distinct types of producer operation. 

1. The type of operation which endeavors to purchase a gas containing as 
small an amount of condensable vapors as possible. 

2. The type of operation which endeavors to produce as large yields of tar 
as possible. 

3. The type of operation which has for its object the production of the 
maximum yield of ammonia. 
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We may add to these the slagging type of producer that has had some use 
abroad, but which has not been used commercially in this country. In this 
type the clinker is formed as a slag and is tapped off from the bottom in a 
molten condition as in a blast furnace. 

All of these methods require certain modification in design, which in its 
simplest form would be a steel shell lined ^vith fire brick, provided with a 
grate, doors for the removal of ash at the base, a charging hopper at the top 



Fig 3 Producer with Water-sealed Ash Discharge. 


and a gas take-off. Such producers are operated in small sizes with fuels such 
as anthracite, where the fusing temperature of the ash is so high that trouble 
from clinker is practically eliminated. 

Ash Removal In order to facilitate the removal of the ash, various types 
of mechanicall3'-operated grates ha^'e been used. One type is shoivn in 
Figure 2, 

When clinker ib more of a problem, the bottom of the producer is scaled 
in a W'ater-filled abh pan and the blast is introduced through a tuyere in the 
center. In this manner, the clinker is quenched with water and thereby 
softened so that the removal is simplified and the ash is removed winle the 
producer is in operation Such a type is showm in Figure 3, 

Maintaining a b inform Bed. With the use of bituminous coal that has a 
tendency to coke it is found that some method of agitating the fuel bed is 
desirable to keep a uniform condition. This advantage has been secured in 
several w'ays, the mobt common being w’hen the top of the bed is stirred by 
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means of water-cooled arms. Figure 2 shows one type of water-cooled arm and 
Figure 3 shows another. 

In order to keep the fuel bed in more uniform condition, mechanical devices 
have been used that will continuously agitate it and at the same time remove 
the ash. One method of securing this is to rotate the whole body of the pro- 
ducer, the top remaining stationary and provided with a water seal, while 



Fig. 4. Producer with Rotating Grates. 


the base of the producer may be either stationary or allowed to rotate at inter- 
vals with the ash. In a producer of this type, which is shown in Figure 2, the 
stirring arm operates in a single plane while the fuel bed is rotated beneath 
it. A steel plate lifts the ashes from the base and discharges them over the 
side. Figure 4 shows a type of producer in which the main body of the pro- 
ducer is so fixed that the grates rotate. In this design the clinker is prevented 
from adhering to the walls of the producer by using water-cooled steel plates 
in the combustion zone. This results practically in a steam boiler around the 
producer. 

Producers of this type are being extensively used for heating retort benches 
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and coke ovens. Since they usually operate on small sizes of coke, there is no 
necessity for agitating the fuel bed at the top. 

Introducing the Matenah. The continuous 
introduction of the fuel is secured hy mechanical 
devices such as those illustrated in Figures 5 
and 6; automatic feeding devices for these are 
shown in Figures 2 and 3. 

The methods of introducing and controlhng 
the amount of steam and air are usually of two 
types. The type more generally used is known 
as the low-pressure type which consists of an 
air injector operated by a steam jet. In this 
manner both steam and air are controlled by 
varjnng the pressure applied at the injector jet 
and by the use of various sizes of orifice in the 
jet proper. Figure 2 shoves one form of this 
tj^pe of injector. 

In the so-called high pressure type shown in 
Figure 4, the air is supplied by either a fan or a 
positive-type of blower regulated by a Venturi meter. The steam is introduced 
separately and is usually provided with some form of metering device. 

Efficiency of Operation — A great deal of study has been given to methods 
of operation that will secure the maximum efficiency This has been found in 
general to be dependent upon the main- 
tenance of uniform conditions in the 
fuel bed and a uniform suppb^ of air 
and steam. In many cases, the fusing 
point of ash is the determining factor 
in the amount of steam that must be 
admitted in order to keep the ash m a 
sufficiently friable condition for easy 
removal At the same time the tem- 
perature at the lowxr part of the fuel 
bed must be sufficiently high so that an 
excessive amount of unburned carbon 
IS not lost in the ash 

Satisfactory COo indicators are now' 
available, and the percentage of CO. 

IS a very accurate index in the general 
operation of the producer. Calorimeters 
are also available that' wall successfully 
handle the low' heating-value gas pro- 
duced. In one form, a certain amount 
of hydrogen is added to insure uniform 
combustion conditions. 

The Zones of Operation, In normal operation there are three well-recog- 
nized zones in the producer pile. The top zone is fuel, which is undergoing 
distillation, the second zone is that of active combustion, wliile the low'er is 




Fig. 5 . Automatic Fuel 
Feeder. 




INDUSTRIAL GASES 


743 


the ash zone. By introducing iron rods into the fuel bed at the top, the 
approximate depth and condition of these zones can be ascertained. It is usual 
to carry' the distillation zone from 6-in. to 12-in. depth, the zone of active 
combustion from 12-in. to 20-in., and from 6 in. to 10 in. of asH. The depth 
of the distillation zone will vary, depending on whether the gas is to be quite 
free from tar vapors or whether the tar vapors are not objectionable. In cases 
where the gas is to be used hot, the distillation zone may be increased to from 
12 in. to 18 in. while the active zone is decreased to 6 in. to 8 in. 

In considering the actual operation of producers, it appears, therefore, that 
the efficiency is some function of the rate of combustion per square foot, the 
temperature, and the amount of water vapor used. With lower rates per 
square foot, lower temperatures can be carried, but the heating value of the 
gas is increased and somewhat higher efficiency is obtained. This would cor- 
respond to the combustion rate of about 20 lbs. per sq. ft. of grate per hour. 
By increasing the rate per hour up to 35 lbs., the temperatures are increased, 
the heating value of the gas is decreased and the efficiency is somewhat lowered. 
Table 2 indicates some operating results which have been considered satisfac- 
tory under the conditions. 


TABLE 2 — PRODUCER OPERATING DATA 


Coal 

Bitumi- 

nous 

Bitumi- 

nous 

Bitumi- 

nous 

Coke 

Low Tem- 
perature 

Per cent volatile 

35.0 

31.0 

32.0 

2.7 

36% 

Per cent ash 

5.65 

4.60 

7.0 

16.4 

5.5% 

Pounds coal per sq. ft. of 






grate 

16.9 

31.4 

24.00 

26.0 

26.0 lbs. 

H 2 O used per lb. coal 

.28 

.20 

2.5 

.61 

9.4 lbs. 

Analysis of gas 






111 

.4 

Nil. 

Nil. 

Nil. i 


Co 

22.6 

31.6 

11.0 j 

25.7 

21,0 

H 2 

12.6 

11.6 

24.0 

14.4 j 

20.5 

CH 4 

2.7 

3.0 

3.0 ' 

1.0 

4.9 

CO 2 

5.9 j 

2 4 

17.0 

7.1 

8.3 

O 2 i 

.1 



.1 


N 2 

55.7 , 

51-4 

45.0 

51,7 

45.3 

B.T.U. high 

148.00 

169.00 

150.00 

141.00 

183.00 

B.T.U. low ' 

138 00 

152.00 

138.00 

132.00 ' 

167.00 

Efficiency hot. i 

92.33 



89.00 


Efficiency cold 1 

77.00 

76.00 

65.00 

79.00 

78.00 

Temperature gas 

0 

0 

0 

1250° F. 

700° F. 

100° F. 

300° F. 

Sulfate of ammonia, pounds 






per ton 



80.00 

Nil. 

5^0 Ihs 

Tar, gallons per ton 



10.0 

Nil. 

OU iUb. 

17.8 gal. 

1 


Character of the Tar — Where the production of tar as a by-product is 
desired, the operation is somewhat modified. The height of the distilling zone 
IS very much increased, and the operating temperatures lowered. Producer- 
gas tar very closely resembles low-temperature tar. In fact, in its chemical 
characteristics it is more like a crude petroleum than a coal tar. This type of 
tar has a specific gravity from about .98 to 1.10 and is characterized by a 









744 


INDUSTRIAL CHEMISTRY 


relatively high percentage of tar acids and a rather low percentage of pitch 
The tar acids will vary from 13 to 40 per cent and the oil to coke from 60 to 
70 per cent. Pitch will run from 27 to 40 per cent. The pitch is usually 
unsatisfactory when compared with that produced from coal tar. 

Typical distillation shows; 

Per Cent 


Oil up to 170° C .7 

Oil up to 230° C 4.0 

Oil up to 270° C 10.0 

Oil up to 300° C 18.1 

Total oil to coke 60.1 


Ammonia Production — ^By greatly increasing the amount of steam used in 
a producer, the ammonia production can be very greatly increased. This 
method of operation was developed by Mond. In this scheme, the fuel bed is 
from 2 to 3 ft. deeper than in the normal producer. The hot gases pass 
through a heat exchanger whereby the air is superheated so that it will carry 
about 2.5 lbs. of water per pound of coke. By operating in this manner, about 
135,000 cu. ft. of gas is produced per ton of coal, ha\dng a heating value of 
from 135 to 140 net and containing about SO lbs. of sulfate of ammonia per 
ton of coal. The gas will have about 11 per cent carbon monoxide, 26 per 
cent hydrogen, 3 per cent methane, 17 per cent carbon dioxide, 45 per cent 
nitrogen. While this method of operation has been quite extensively carried 
on abroad, commercial experiments in tliis country'' appear to indicate that 
while the American coals contain as high a percentage of nitrogen as the for- 
eign coals, the nitrogen apparently must be in a different fonn in the coal 
available here, because it has not been possible to increase the yield of ammo- 
nium sulfate to that reached with the foreign coals, 

Cleaning the Gas — For many heating operations the producer gas is trans- 
mitted directly to the furnace in fire-brick lined pipes and is used hot without 
removing the dust or tar vapors. For use in gas engines for the production of 
power, the most elaborate cleaning systems are in use which cool the gas and 
remove all the dust and tar vapors. 

Where producer gas is quite dry the dust is usually removed in some form 
of centrifugal dust catcher similar in design to the separators used to remove 
condensed water from steam. The removal of the dust is usually all that is 
done where the gas is used for heating gas retorts or coke ovens. In the 
more elaborate cleaning systems the gas is washed in towers filled with coke 
or wooden grids. Centrifugal fans, the P. cfe A. tj^pe of tar extractors and, 
more recently, the el|jctrical precipitators are used for the removal of the last 
traces of tAr. One system of tar removal that has been quite successful utilizes 
scrubbers filled with ^glass wool. 


BLUE GAS 

Blue gas, or uncai^ureted water gas, owing to the high flame temperature 
that is developed without regeneration or preheating, has found an increasing 
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use in a number of industries. Temperatures up to 3000° F. can easily be 
reached with modern, direct-fired equipment. 

Blue gas has been used for welding where it is particularly valuable, due 
to the fact that it does not deposit free carbon. For forge work, especially 
where the heat can be applied directly on the work, the combustion mixture 
can be readily controlled to prevent the presence of excessive free oxygen. 
Other uses may be enumerated as follows: 

For heat treatment 
Muffle furnaces 
Enameling ovens 
Metal melting 
Glass making 

One of the most important uses for blue gas has been as a source of 
hydrogen in the synthetic production of ammonia and, together with carbon 
monoxide, for the manufacture of methanol 

Apparatus — ^While the general subject of the production of blue gas has 
been covered in the manufacture of carbureted water gas, the manufacture of 
blue gas alone introduces some modifications of the operating procedure, due 
to the fact that it is not necessary to provide heat for the decomposition of 
the oil as in the carbureted water-gas process. Figure 7 illustrates a modern 
gas apparatus without waste heat boiler. 

The Operating Cycle, It will be noted that this apparatus consists simply 
of a generator with stack valves and Avash boxes. The production of blue 
water gas is a c3''clical one in which a bed of coal or coke is raised to a prede- 
termined high temperature by a blast of air passing upward through the coke, 
which portion of the cycle is called the blow, and then by passing steam either 
up or down through the fuel bed, which portion of the cycle is known as the 
run. During the first portion of the blow, the oxygen of the air combines with 
the carbon, primarily to form carbon dioxide, while at the end of the blow 
when the temperature of the fuel bed has been raised to a high point, a certain 
amount of carbon monoxide is produced. 

The‘ formation of carbon dioxide which takes place according to the equa- 
tion 0 + 02 = 002 + 97.65 Oalories is highly efficient in raising the fuel tem- 
perature, while the formation of carbon monoxide 20 + Og = 200 + 58.8 
Calories, not only gives off a relatively small amount of heat but carries from 
the generator a large proportion of carbon in the form of carbon monoxide. 

The rate of gas production depends on temperature; the higher the tem- 
perature the greater proportion of steam decomposed with the formation of 
carbon monoxide and hydrogen; while at the lower temperatures the propor- 
tion decomposed is lowered and more carbon dioxide is formed. In the blow 
portion of the run, the higher temperature of the fuel bed increases the sensible 
heat of the blast products, resulting in an increased percentage of carbon 
monoxide ^vith subsequent lowering of the efficiency of this stage of the cycle. 

Efficiency. In attempting to secure the maximum efficiency, it has been 
found that the shorter the blows, the greater the overall efficiency. Short 

^ See Chapter 30. 
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])lows with manual operation were difficult to handle, but with the automatic 
control the length of the cycle can be very much decreased, and blows as 
short as a minute or even less are entirely practicable. In this way, the whole 
fuel bed is maintained at a more uniform temperature and this results in high 
capacity and decreased trouble from clinkers. By the addition of a waste 



heat boiler the carbon monoxide that is necessarily made during the blow is 
ignited and burned in a small vessel in front of the boiler called the ignitor, 
and the greater proportion of the sensible and latent heat of the blast products 
is recovered in the form of steam. Figure 8 shows a modern blue-gas apparatus 
with waste heat boiler. The chamber between the boiler and the generator is 
the igniting chamber. This is filled with checker-brick and is provided with 
blast connections to secure complete combustion of the blast gas. 

Coke is the usual fuel for the manufacture of blue gas. Efficient operation 
calls for 36 lbs. of coke and about 30 lbs. of steam per thousand cubic feet. A 
typical gas has the following composition: 
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Carbon monoxide CO = 43.5% 

Hydrogen 1^2 “ 47.3% 

Methane 0.7% 

Carbon dioxide C02= 3.5% 

Oxygen 02= 0.6% 

Nitrogen N 2 = 4.4% 

Specific gravity relative to air = .559 

Calorific value = ,302 

Flame temperature (calculated) =3470®F. 

Specific heat = .45 


Recently, the use of SO to 90 per cent bituminous coal and 10 to 20 per cent 
coke has, in some localities, indicated a reduced cost of generator fuel. While 
the mixture of bituminous coal and coke has slightly reduced the capacity of 
the machine, the heating value of the resulting gas is slightly higher than that 
produced from coke alone. This is due to the gases produced by the distilla- 
tion of coal at the top of the fuel bed. 

With the automatic control of blue-gas operation, the variation of tem- 
peratures throughout the fuel bed are held within very narrow limits. This 
results in higher efficiencies, a more uniform quality of gas, and eliminates the 
difficulty in the removal of clinker. The air and steam used are both metered 
to insure the proper proportion which is essential for uniform operation. By 
the use of a waste heat boiler, all of the steam necessary in operating the 
apparatus can be produced, and by the use of elect ricall)’'-driven blowers and 
exhausters, the necessity for fuel-fired boilers is eliminated. Figure 9 is a typi- 
cal layout of a modern blue-gas plant with waste heat boilers. 

COMPRESSED PETROLEUM GAS 

The compressed petroleum gas industry has developed rapidly during the 
past decade and its development has been coincident with the rise in the 
production of natural gasoline, although at the present time a considerable 
proportion of the constituents are recovered from the so-called refinery gases 
resulting from the distillation and cracking of petroleum. 

Table 3 gives some of the principal statistics covering the production and 
use of compressed petroleum gases. 

In the early days of the production of natural gasoline large quantities of 
the low boiling paraffin hydrocarbons were allowed to evaporate into the air and 
this process was known as 'Sveathering.*’ With a better understanding of the 
requirements of motor fuel the removal of these gases took place in fraction- 
ating columns known as stabilizers which permitted an accurate control over 
the amount of low-boiling paraffins in the motor fuel. 

Properties — Methane and ethane have too high a vapor pressure for com- 
mercial use while pentane has too low a pressure for satisfactory use as com- 
pressed gas and has a greater value in the motor fuel. There remain, then, 
propayie, normal butane, and iso butane with the corresponding olefins which 
form the basic constituents of the petroleum gases. These gases are distributed 
either as a relatively pure propane — a mixture of roughly 50 per cent propane 
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TABLE 3 — STATISTICS OF PRODUCTION AND USE 


1940 U. S. Bureau of Mines 



Thousands 
of Gallons 

Percentage 

Prodiiclion 

Prnpanfi 

109.216 

34,8 

Biitanfi 

77.056 

24.5 

Miyturpp nf PropanR and Butane 

123.348 

39.5 

Pentane 

3.836 

1.2 


Totals 

313.456 

1 100,0 

Use 

As Domestic Fuel 

134.018 

' 42.7 

City Gas Manufacture 

20.285 

6.5 

Industrial Fuel 

69.892 

22.3 

Chemical Manufacture 

34.671 

11.1 

Internal Combustion Engine 

53.916 

17.2 

Other Uses 

.672 

, 0.2 



313.456 

100.0 

Method of Delivery 

In Bulk, i.e., Tank Cars and Tank Trucks 
Cylinders and Drums 


78.2 

21.8 



Totals 


100.0 




and 50 per cent butane which is very widely used, and a relatively pure butane 
which consists of a mixture of iso and normal butane. 

Table 4 shows the general characteristics of these mixtures. 

TABLE 4 — PROPERTIES OF CONSTITUENTS OF PETROLEUM GASES 



Pro- 

pane 

n Bu- 
tane 

; Iso Bu- 
tane 

Propyl- 

ene 

1-Bu- 

iylene 

1 

2-Bu- 

tylene 

7so Bu- 
tylene 

Com- 

mercial 

Mixturei 

Specific gravity of liquid.. . 

.509 

.582 

.567 

.522 

.539 

.613 

.601 

.576 

Specific gravity of gas 

1.521 

2.004 

2.004 

1,479 

1.977 

1.977 

1,977 j 

1.950 

Weight per gallon of liquid. 

4.238 

4.854 

4.718 

4.35 

4.99 

5.11 

5.01 

4.8 

Weight per cubic foot of gas 

.120 

.158 

.158 

.111 

.148 

.148 

.148 

.149 

Cubic feet of gas per gallon. 
Heating value B.T.U. per 

36.4 

31.6 

30.7 

38.5 

32.9 

33.7 

33.2 ' 

32.0 

cu. ft. gas 

Heating value B.T.U. per 

2590 

3370 

3370 

2336 

3084 

3084 

3084 1 

3200 

poxind 

lower limit of inflammabil- 

27661 

21308 

21308 

21041 

20840 

20840 

20730 

21420 

ity 

Upper limit of infiammabil- 

2.4 

1.9 

1.9 

2.0 

1.7 

1.7 

1.7 

2.0 

ity 

9,5 

8.4 

8.4 

11.1 

9.0 

9.0 

9.0 

6.6 

Pressure gauge at 100° F. . 

172 

38 

i 

59 

228 

66 

50 

63 

65 


Recovery Methods — ^Two methods are used for recovering the raw gases 
In the compressioii method, the wet natural gas or the refinery gas is com- 
pressed and the hydrocarbons recovered by cooling. 











to drive off the absorbed gases. These are cooled and recovered by condensa- 
tion and compression 

The raw material thus obtained is distilled m fractionating columns These 
require a very careful control of the temperature and pressure conditions in 
See Chapter 15. 


Manufacture of Propane and Butane 
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order to secure close separation of the desired constituents. Figure 10 shows 
a modern plant for the production of these commercial mixtures. 



Fig. 11. Tank Car and Storage Tank for Compressed Petroleum Gases. 


Commercial Use — As shown in Table 3, propane and butane are used for 
domestic purposes where they serve to furnish gas service at points far distant 
from any city gas supply. For this purpose, a mixture of butane and propane 



Fig. 12. Butane-air Plant. (Courtesy Philgas Dept., Phillips Petroleum Co.) 

is ordinarily employed as this will have a sufficiently low boiling point to evapo- 
rate without the use of an external source of heat. The gas is distributed in 
steel cylinders provided with a reducing valve. 
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For large-scale users the gases are usually shipped in tank cars which have 
been developed to withstand pressures up to 450 lbs. per square inch. Figure 11 
shows one of these cars together with the pressure storage tank that is used 
as a supply tank. 

In certain parts of the country, particularly California, a large amount of 
compressed petroleum gas is used as a motor fuel and is distributed to local 
dealers in tank trucks. 

Butane-Air— Another use for compressed petroleum gases that has been 
developing is the distribution of a butane-air mixture of the usual heating 
value (approximately 530 B.T.U, per cubic foot) for use as city gas. Butane 
is generally used for this purpose owing to low vapor pressure and is mixed 
with air with some form of automatic proportioning device. At the present 
time about 168 plants are distributing such mixtures. Figure 12 shows one of 
tliese small plants, the operation of which can be made nearly automatic. 

HYDnOGEN 

For many years, the industrial demands for hydrogen were limited to the 
relatively small quantities used in operating oxy-hydrogen lamps used for 
projection purposes and for use in the ox^-hydrogen blowpipe for melting 
refractory materials. 

With the introduction of the hydrogenation process for hardening fat,^ the 
development of the synthetic process for the formation of ammonia^ and 
methanol, ° and the use of hydrogen as a reducing agent in the manufacture 
of certain metals such as tungsten, the demand for hydrogen has increased to 
such a point that its manufacture has become an important industry. While a 
certain amount of hydrogen has been used for manj’^ years for the inflation of 
balloons, tliis has usually been manufactured by chemical processes in portable 
plants and will not be considered in this chapter. 

Early Processes — ^The early methods for the manufacture of hydrogen 
were usually chemical, such as the decomposition of acids with metals, usually 
zinc and sulfuric or hydrochloric acid. Considerably work had been done on 
the decomposition of steam by metallic iron contained in heated retorts and 
this process is known as the iron-steam process. It consists briefly in reducing 
oxide of iron to a metallic state by means of water gas and then passing steam 
over this iron which is heat|d externally to about 1200® F. 

Iron Steam Process, The following equations arc usually assumed to hold 
in this reaction. The iron oxide is initially assumed to be a metallic oxide, 
FCgO^, and its reduction’ Ho metallic iron takes place in two stages, viz.: 

F^"d, + H^O = Fep + = 3FeO -f H^O 

Fe 30 , + C0-3Fe0 + C02 
3FeO + 3H.= 3Fe-f 3H.0 

3Fe0-l-3C0=3Fe + 3C02, 

3 See Chapter 41. ^ See Chapter 30. 

^ See Chapter 8. 


and 

and 

and 
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or we may summarize the reduction of the iron ore to iron by water gas as 

FCjO, + 2C0 + 2H^ = 3Fe + 200^ + 2 H 2 O - 18,000 calories. 

This stage of the process would be called the reduction stage. 

The second stage of the process or the making stage may be represented by 

3Fe + 4 H 2 O = + 4 H 2 + 38,400 calories. 

These reactions have been very carefullj'' studied in an experimental way and 
the relative proportion of hydrogen and carbon monoxide consumed is shown 
in Table 5: 

TABLE 5 — Fe 304 — FcO — Fe equilibrium * 


Fe 304 — FeO Reaction 

Per Cent GO Used 

Water Gas : Hydrogen 

Temperature 

Per Cent H 2 Used 

570° C. 

27 

47 

2.7 

650° C. 

41 

55 

2.1 


58 

67.5 

1.6 

850° C. 

75 

75 

1.33 

FeO — Fe Reaction 





Per Cent CO Used 

Water Gas : Hydrogen 

Temperature 

Per Cent H 2 Used 



570° C. 

27 

47 

2.70 

650° C. 

30 

44 

2.70 

750° C. 

35 

40 1 

2.55 

850° C. 

38 

36 

2.70 


*Cliaudron — Annales de Chemie, 1921. 


Due to the fact that the gases probably do not come into complete equi- 
librium, which is caused by the variable reaction time and by the change in 
characteristics of both the iron and the water gas, too much reliance cannot be 
placed on the equilibrium measurements as applied to practical operation, but 
they are of great interest as indicating the mechanism and course of the 
reactions. 

There is another reaction which may take place that is of considerable im- 
portance in connection with the purity of the hydrogen produced; this is the 
equilibrium between carbon monoxide, carbon dioxide and hydrogen in the 
sense, 2CO = CO 2 + C, which indicates that under certain conditions carbon 
^ay be deposited on the iron. Since this carbon would combine with steam 
in the making portion of the cycle and give carbon monoxide, this reaction is 
to be eliminated as far as possible and several methods of operation have beer 
suggested to avoid the deposition of carbon. One of these proposes the use 
of a water gas containing a ratio at the temperature of operation so that no 
carbon would be deposited. 
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Another system partially burns the blue gas before using it as a reducing 
agent, while still another system adds a certain proportion of steam to the 
blue gas in* order to prevent the deposition of carbon. 

It has been found that the relative occurrence of the impurities in the 
hydrogen made by the iron-steam process are in accordance with the water- 
gas reaction, viz., CO 4* = CO^ + 

There are several types of apparatus for carrying on the process. These 
may be divided into two types. In the first, the iron ore is contained in a rela- 
avely large number of externally heated retorts, while in the second type the 
ore is contained in a single large shaft in an internall^’-heated furnace. 

The Lane Systern. The Lane system is an e.vample of the first type of 
apparatus which was used in the commercial production of hydrogen. In this 
system, the generators consist of thirty-six cast-iron retorts, the main portion 
of which is about 9 ft. 9 in. long, 9 in. internal diameter and 12 in. external 
diameter. These are set in a furnace approximately 14 ft. 6 in. long, 10 ft. 
wide and 10 ft, deep. A bench containing thirty-six retorts has a rated capac- 
ity of 3500 cu. ft. of hydrogen per hour. The retorts are set in three rows of 
twelve retorts each and provided with appropriate s 5 *stems of piping and valves 
so tliat three cycles of operation are possible. 

Blue gas, which is used as a reducing agent, passes in at the bottom of 
the retorts and is discharged from the top. From the retorts, the spent reduc- 
ing gas, which carries a large amount of water vapor, passes to atmospheric 
condensers, where it is cooled and the greater portion of tlie water vapor re- 
moved. From the condensers it passes through an appropriate system of pip- 
ing and burners to the interior of the furnace, where it is burned to maintain 
the temperature necessary' for the reaction. It has been found that the reduc- 
tion phase is much .slower than the making portion of the cycle. The retorts 
are arranged so that while one set is making, two sets rvill be reducing. In 
this manner, with three sets of retorts, each retort is on the making cy'cle every 


half hour. 

At the end of the lJ,eriod, the retorts and piping arc full of spent 

reducing gas, so that ^^Q^oQiiioric turned into the retorts the hj^dro- 

gen formed drives out [ L i ' g gas and this is allowed to purge for from 


gen formed drives out gas and this is allowed to purge for from 

15 to 20 seconds. TheX iron-sl changed and the hydrogen passes to 
the purifj-ing s 3 -stem. Estate by m 

The making portion extern? one-half of the reducing portion 

of the cycle. Twenty niinik^ followir^®^* minutes’ make, 20 seconds’ purge 
are the usual running cone he rate of production of the hydrogen, 

however, varies quite jj.he making portion of the cycle. At the 

be^nning of the cycle it is h\ m 2Vi to 3 times as rapid as at the end. 

It has been found that by cUgO^ Fe^ reduction period to 10 minutes and the 
making period to 5 minutes \ lightly increased production can be ob- 

tained, say, 4000 cubic feet peP ~ ^^^ut the purity is slightly lower. 

In order to eliminate the jf the deposition of carbon in the iron, 

which lowers the purity due to^ ‘lormation of c^irbon monoxide, and also 
to eliminate any sulfur which n\ deposited during the reduction period, 
it is usual to burn out the retortk th an air blast for 10 or 15 minutes after 
8 hours’ operation. Under the in\ nee of the air blast the carbon and sulfur 
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are both consumed, but the iron is oxidized so that the burning-out period is 
followed by a reduction period and the retorts again resume their operating 
cycle. 

As it leaves the retorts the hydrogen may contain several per cent of carbon 
dioxide and traces of sulfur compounds. These may be removed by several 
methods of treatment, but for the ordinarj^ commercial hydrogen the gas is 
purified by condensation and scrubbing and is then passed through purifier 
boxes containing moistened hydrated lime. This will remove carbon dioxide 
and traces of sulfur compounds. In order to prevent deterioration of the iron 
mass, the blue gas used is also purified from traces of sulfur compounds by 
treatment with hydrated oxide of iron. In the Lane plant there are two benches 
containing thirty-six retorts each, 2- to 6-ft. blue gas generators, a small holder 
for the blue gas, 15,000 cu. ft. capacity, and a holder for hydrogen of about 
10,000 cu. ft. capacity. The purification boxes for the blue gas consist of four 
16-ft. square boxes by 4 ft. deep, while the purification for the hydrogen is 
carried out in four boxes 10 ft. square and 4 ft. 6 in. deep. 

The reduction mass is composed of a carbonate iron ore, which is used in 
lumps from 4 to 6 in. in diameter at the bottom, graduating to to 2 in. 
at the top. Each retort holds about 300 lbs. of ore. 

The purity of the hydrogen produced by this process depends somewhat on 
the cycle of operation and the temperature. Table 6 shows some operating 
results : 


TABLE 6 — OPERATING RESULTS, LANE PROCESS 


Tempera- 
ture ° F. 

Make per 
Hr.Cu.Ft. 

Reducing 

Feet 

Making 

Feet 

PurgCj 

Inches 

Steam pei' 
M Lhs. 

W.G. ; H. 

Purity Hz 
Per Cent 

1168 

3758 

10 

5 

15 

143.5 

2.84 

99.53 

1196 

3786 

10 , 

5 

15 j 

140.7 1 

2.70 

99.61 

1255 

3985 

10 ' 

6 

15 ' 

133.7 ' 

2.68 

99.68 

1272 

4055 

10 

5 

15 i 

131.5 1 

2.67 

99.70 


In considering the efficiency of this type of apparatus, the reactions are 
slightly exothermic, but there is not sufficient heat to bring the products of 
the reaction up to the operating temperature, so that some of the heat secured 
by the burning of waste-reducing gas is actually utilized in the process. 

The ratio between the water gas used and the hydrogen produced may 
vary at the higher temperatures from 1.33 to 2.7, but practically it is somewhat 
higher than this and ^vill usually vary from about 2.25 to 2.4 on fresh oxide 
to 2.65 to 2.75 on old ore, the average figure being about 2.5. 

While the rate of production is somewhat higher and the purity of the 
hydrogen is also somewhat higher at high temperatures, it has appeared advan- 
tageous to keep the operating temperatures between 1150 and 1200° F. 

Hydrogen from the Water-Gas Reaction — ^A common method of pro- 
ducing hydrogen, which utilizes blue gas as its starting point, is that which takes 
advantage of the water-gas equilibrium. By mixing the blue gas with steam 
and bringing it in contact with suitable catalysts, the ratio between the carbon 
dioxide and the carbon monoxide can be changed, so that after the removal of 
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the carbon dioxide by absorption in water under pressure or in solutions of 
soda ash or ethanol amines, hydrogen of the required purity can be obtained. 

The equilibrium condition in the water-gas reaction can be expressed as 
follows according to Haber: 

K = or log K = - ~ - .08463 log T - .0002203 T X 2.5084 

pC02 X pHs 1 

TT O 

By adding steam to the blue gas we may make the ratio so large 

H2 

CO 

that the ratio of will be decreased sufficiently at equilibrium; thus, with 
CO 2 

the increase in carbon dioxide from the reaction, the percentage of carbon 
monoxide will be reduced to a satisfactory value. In order that this reaction 
will be commercially successful, a very active catab’st is required so that the 
reaction can take place rapidly at a low temperature and a relatively high ratio 
of steam to hydrogen can be used. It is possible to reduce the carbon monoride 
in this process to approximately 1 per cent. The amount of steam to be used 
depends upon tlie activity of the catalyst, wliich is usually some form of iron 
oxide activated with chromium or thorium. The amount of steam used with 
fresh material may be as low as three volumes to one of hydrogen and, as the 
reaction mass becomes less efficient, the steam-hydrogen ratio may be increased 
to 5 or 6. The reaction when operating in this direction is usually sufRciently 
exothermic to maintain the operating temperature by the use of a relatively 
small heat exchanger. This method is said to produce the cheapest hydrogen 
in the world and some very large-scale plants are in operation. 

Another method of treating water gas consists in passing the gas over 
calcium oxide at a temperature of 900® to 1000® F, The calcium oxide re- 
moves the carbon dioxide even at this temperature and, although the CO.» — CO 
ratio is not changed, the absolute percentage of CO^ may be reduced to a very 
low figure for CO. By operating in this manner at 950® F,, the CO may be 
reduced to as low as .2 per cent, and it is claimed that a hydrogen content of 
97% per cent can be obtained. The amount of lime required is naturally quite 
high and the fact that it would disintegrate rapidly in handling may be a seri- 
ous disadvantage in the technical operation of this process. 

Refrigeration Method — Considerable work has been done in Germany on 
the purification of blue gas for the production of commercial hydrogen by frac- 
tional distillation of the liquefied product. After preliminary purification from 
HoS, COn and water vapor the gas is liquefied in a column similar to that de- 
scribed under the manufacture of oxygen. Advantage is taken of the difference 
in the boiling point or the constituents. Carbon dioxide boils at —78® C., 
CO at -190° C., N, at -193°, while Ho boils at -252® C. In this manner, 
the Ho may be separated at a purity of 97 to 97% per cent, with 1.7 to 2 per 
cent of COg and from 1.8 per cent of No. The CO that is produced is usually 
utilized in internal combustion engines ns a source of power. 

Thermal Decomposition of Hydrocarbons — ^The thermal decomposition 
of hydrocarbons has also been utilized to produce hydrogen, but the hydrogen 
thus formed has usually been of relatively low purity, A German process 
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utilizes acetylene, while ordinary coal gas passed through the generator of a 
blue-gas apparatus can be decomposed to form hydrogen having a purity of 
about 80 to 82 per cent. By decomposing oil in an apparatus similar to that 
used for the manufacture of carbureted water gas, about the same degree of 
purity can be obtained as with acetylene; while with special apparatus pro- 
vided with very high melting-point refractories and utilizing a very pure form 
of carbon as fuel, it is possible to secure a gas of the following composition: 

Per Cent 


Hydrogen 96.3 

CO, 2.3 

Methane 1.2 

Nitrogen 0.2 


In order to secure gases of this purity, it is necessary to operate at very 
high temperatures in what would correspond to the carburetor of a carbureted 
water-gas set. These temperatures are approximately 1500° to 1600° C. and 
at such temperatures it is difficult to prevent the disintegration of refractory 
materials. 

At the present time an important source of hydrogen for many of the 
hydrogenation processes which do not require exceptional purity utilizes the 
simple thermal decomposition of any hydrocarbon vapor into its elements. For 
example, large quantities of hydrogen are made by the decomposition of natural 
gas and still gases from petroleum refineries. In certain instances the supply of 
natural gas can be obtained very cheaply and this permits the use of such a 
process as a very economical source of hydrogen. 

Electrolysis of Water — When the hydrogenation of oil was first intro- 
duced, it was believed that very high purity of hydrogen was required and 
the hydrogen was generally produced by electrolysis. The power requirement, 
governed by the electromotive force, depends upon the electrodes and the solu- 
tion. With platinum electrodes, the voltage should be about 1.23 volts, but 
due to the phenomenon known as over-voltage, about 1.7 volts are actually 
required with platinum electrodes and a solution of sodium hydroxide. Both 
iron and nickel have a slightly lower over-voltage, of the order of .08 to .12 
volt, so that apparently a nickel-plated anode and an iron cathode represent 
the most practical commercial materials. 

The figures quoted for E.M.F. apply to commercial cells where it is neces- 
sary to overcome certain resistances in the cell itself. In order to overcome 
this resistance, additional voltage must be used so that from 2 to 4 volts are 
required per cell to secure the required flow of current. Theoretically, there- 
fore, we may expect that 1 kilowatt hour will produce about 9.408 cu. ft. of 
hydrogen and 4.704 cu. ft. of oxygen. Practically, we do not expect to secure 
more than 3% cu. ft. of oxygen and 7 cu. ft. of hydrogen per kilowatt hour. 

Cell Design. In order to separate the gases produced at the anode and 
cathode the design of the cell must be such that the gases are either separated 
hy a diaphragm or that the electrodes be so placed that no mixing can take 
place. The Schuckert cell is of the latter type, while the usual cell has a dia- 
phragm made of asbestos separating anode from cathode; so tliat, while it will 
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not permit the passage of gas, it is sufficiently porous not to greatly increase 
the resistance. 

Purity. The purity of the hydrogen produced by electrolysis is usually 
from 99.7 to 99 .8 per cent and the oxygen is usually somewhat lower — from 99.3 
to 99.5 per cent. Before the present commercial demand for oxygen, it was 
usually a by-product in the manufacture of hydrogen and thus the cost of 
generating hydrogen by electrolysis was verj' high, but the present demand for 
compressed oxygen has been of material assistance in lowering the cost of 
electrol>dic hydrogen. 

Bergius Method — ^Another method has been proposed for manufacturing 
hydrogen, that, while it has considerable theoretical interest, may prove to be 
quite practical. This is a process proposed by Bergius, in which he treats very 
pure carbon or finely-di\'idcd iron with water under high pressure. The pres- 
ence of some catalyst is required which, in the case of carbon, is usually thallous 
chloride, while in the case of iron, ferrous chloride or copper is used. 

At a temperature of 640° F. and 150 atmospheres’ pressure, the iron reacts 
quite rapidly with water according to the reaction 3Fe + 4 H 2 O = Fe304 4* 
4 H 2 -f 3S.4 calories, so that, from a thermal standpoint, the process would be 
self-sustaining. At these pressures and temperatures, however, the manufac- 
ture of the autoclaves is a very serious problem. It is assumed that 1 cu. ft. 
of reaction space \nll %ield 150 cu. ft. of hydrogen per hour, while the purity 
is said to be extremely high. This purity, however, must undoubtedly be a 
function of the carbon content of the iron used. Table 7 summarizes the 
qualities of hydrogen normally produced by different processes. 

T.VBLK 7 — PURITY OF HYDROGEN BY VARIOUS PROCESSES 

Purity of Hydrogen 


Process Per Cent 

Decorapo'^ition of oil i\*ater gas apparatus SO.O to S2.0 

Decomposition of oil special apparatus 94.0 to 96.0 

Shift of water-gas equilibrimn 96.0 to 97.0 

Liquefaction of blue water gas 97.0 to 97.5 

Iron steam process (Lane) 99.5 to 99.7 

Electrolysis 99 . 6 to 99 . S 


In considering the choice of a process for the production of hydrogen, the 
quality required and the nature of tlie impurities present must be given con- 
sideration. For aeronautical purposes the purit}’ is not of great importance, 
90 per cent hydrogen being entirely satisfactory. The principal impurity to 
be guarded against is oil vapors which would attack tlie rubberized fabric. 
For the hydrogenation of non-edible fats, the principal impurities to be guarded 
against are sulfur, oxygen and carbon monoxide, although recent experiments 
appear to indicate that the catalyst can be adapted to gas of much lower purity 
than the earlier work would indicate. For the reduction of metnls, carbon 
compounds are the most serious impurities, as they tend to form carbides. 

Removal of Impurities — ^The synthetic production of ammonia demands 
the very highest purity and while nitrogen here would not be an impurity, the 
carbon monoxide, oxygen, and moisture must be carefully removed. 

For ordinary hydrogenation work, the use of lime in the usual form of box 
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purifiers has been found satisfactory. Where still higher purity is required 
and, especially where the gas must be used under fairly high pressure, it can 
be scrubbed with water at 20 to 30 atmospheres or where low pressure purifica- 
tion is required, solutions of sodium or potassium hydroxide are used in either 
mechanical or tower scrubbers. Hydrogen sulfide is usually removed in iron- 
oxide purifiers or by liquid purification as described in Chapter 15, Traces of 
carbon bisulfide are removed by treating the gas with a catalyst, which is iron 
oxide or iron and chromium, which changes the carbon bisulfide to hydrogen 
sulfide. This is then removed with iron oxide. 

Carbon monoxide is removed by a variety of methods, depending upon the 
purity required and upon the process. Small amounts of it may be changed 
to methane by treatment with a nickel catalyst, if methane does not interfere 
with the further use of hydrogen; or it may be oxidized by a catalyst by the 
process known as preferential combustion by mixing about twice the theoretical 
oxygen required and passing it over copper oxide or a suitably activated iron 
oxide. This process requires very careful operation as there is a very narrow 
temperature range of about 100° F. where the carbon monoxide will be oxi- 
dized in preference to the hydrogen. Owing to the loss of hydrogen, this 
process would not be economical where the carbon monoxide exceeded, say, 
1 to IV 2 per cent. The carbon monoxide may also be lowered by treatment 
with soda lime at 500° C., as mentioned in the description of the catalytic 
reduction of hydrogen from water gas. 

For the removal of the last traces of carbon monoxide in preparing hydro- 
gen for the ammonia synthesis, ammoniacal cuprous chloride or carbonate solu- 
tions are used under very high pressures, say, 200 atmospheres. The solution 
is regenerated and the carbon monoxide recovered by releasing the pressure 
and heating to between 70° and 80° C. 

Methane is very difficult to remove, but generally it merely serves as an 
inert gas and must be blown off as it accumulates. 

Analysis. In the analysis of hydrogen, there are a number of methods, 
depending upon the degree of accuracy required. For works control, the specific 
gravity balance gives rough relative indications. These may be checked by 
combustion of the hydrogen with the usual form of gas analysis apparatus. 
Thermal conductivity methods are also used. This method determines tlie dif- 
ference in the thermal conductivity of gases by passing the gas under test 
around a thin wire carrying current while a gas of known purity is passed 
around a similar wire. These two wires form two arms of a Wheatstone bridge 
and the change in the rate of cooling which is measured by the change in re- 
sistance is a measure of the gas composition. Hydrogen has a thermal con- 
ductivity of 10.4, while nitrogen, carbon monoxide and methane range from 
5.24, 4.99 and 6,47 so that the method may be made quite accurate. 

Carbon monoxide can be determined in the presence of hydrogen by prefer- 
ential combustion, and, by determining the carbon dioxide by conductivity 
methods, this method has been made the basis of a carbon-monoxide indicator. 

Ox^^gen can be determined by the regular gas-analysis methods. Phos- 
phorus is usually determined by burning a relatively large amount of gas and 
determining the phosphorus as phospho-molybdate. The same type of appa- 
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ratus as used for the determination of fixed sulfur in city gas may be used for 
other sulfur compounds. 

ACETYLENE 

Acetylene as an illuminant lias become obsolete but the use of acetylene for 
welding and cutting has become very large. Acetylene is manufactured by de- 
composing calcium carbide with water, usually in some form of automatic ap- 
paratus. Calcium carbide ® is manufactured in the electric furnace by fusing a 
mixture of lime and coke. Although acetylene was known chemically as far 
back as 1836, and in 1862 the formation of calcium carbide was discovered by 
Woeliler, it was not until Wilson’s discovery in 1892 that calcium carbide could 
be commercially manufactured in the electric furnace, that acetylene became 
of any importance. 

Manufacture of Calcium Carbide — ^In the manufacture of calcium carbide, 
the purity of the raw materials is of great importance and much of the success 
in the commercial use of acetylene can be attributed to the care taken and 
the chemical control exercised in the manufacture of the carbide. After fusion 
in the furnace, the carbide is crushed, sized, and packed in hermetically-sealed 
cans. Calcium carbide as formed in the electric furnace is a hard crystalline 
substance of gra>nsh color and weighs about 138 lbs. per cubic foot. It is usu- 
ally packed in cans holding 200 lbs. The commercial sizes for large generators 
are 3% in. to 2 in. and for lamps 1 in. to % in. and some other smaller sizes 
running down to dust. 

T\TnIc pure carbide should yield about 5 cu, ft. of acetylene per pound, the 
yield of gas varies with the size. The larger lumps yield considerably more gas 
per pound. 

Formation of Acetylene — The formation of acetylene from the carbide 
takes place according to the following reactions: 

CaC,4-H,,0=:C,H, + Ca0 and CaO + n20:= CaCOH).. 

However, this reaction does not take place below — 5® C. The reaction is 
exothermic, the net result being about 29.1 large calories. This heat of forma- 
tion is very important as it must be taken care of in a design of the generator. 
Acetylene polymerizes readily at 600° C. into benzol, and at liigher tempera- 
tures forms other complex organic compounds. For this reason, it is essen- 
tial that ample water should be present to absorb the heat of the reaction or 
other means must be provided to prevent an excessive rise in temperature. 
Experiments on the temperatures occurring in generators have shown a maxi- 
mum of from 280° up to as high as 807° C. Furthermore, at high tempera- 
tures, the acetylene may decompose violently, the critical point being about 
780° C. The heat set free may thus result in an explosion, while if any air 
is present, it may explode at 480° C. On account of these facts it is exceed- 
ingly important that well-designed generators should be used for the produc- 
tion of the gas. The generators may be divided into two general classes: first, 
where the carbide is added to the water, second, where the water is added to 
the carbide. Either of these may be automatic or non-automatic. The Ameri' 


® See Chapter 12. 



INDUSTRIAL GASES 


761 


can regulations require that the maximum rise shall not exceed 53° C., and 
that there shall be present at least 8^/4 lbs. of water per pound of carbide, 
while for the hand-fed generators the rise shall not be over 91° C. 

Owing to the rise of temperature in the generator, considerable water is 
vaporized and passes off with the gas, so that a generator requires consider- 
ably more water than is indicated by the reaction, the usual allowance being 
about half a gallon per pound of carbide. 

Properties of Acetylene. Pure acetylene has a sp. gr. of .9056; its critical 
temperature is 37° C. and the critical pressure 68 atmospheres. The specific 
heat is .373 and its calorific value is 1440 B.T.U. per cubic foot. When mixed 
with air, it ignites at about 430° C. Its explosive limit varies from about 2.5 
to 55 per cent. 

At 15° C. it is soluble, volume for volume, in pure water, but the presence 
of lime or sodium salts in the water such as would exist in the generator re- 
duces the solubility to about one-third of this figure. Above two atmospheres' 
pressure and at 780° C., acetylene is very unstable and is likely to decompose 
violently. For this reason liquefied acetylene is very dangerous and its use is 
generally prohibited. Various solvents such as acetone will take up large 
volumes of acetylene and this property is made use of in portable tanks. The 
tanks are filled with a porous material, containing about 80 per cent of voids; 
about 43 per cent of these are filled with acetone. The acetylene is then com- 
pressed into the cylinder at a pressure of 10 atmospheres, at which pressure 
the cyhnder will hold about one hundred times its volume of acetylene. 

Crude acetylene, when first generated from the carbide, contains traces of 
ammonia, hydrogen sulfide and phosphine; these impurities are removed by 
scrubbing with water and a solution of caustic soda. 

Generators — Figure 13 illustrates one type of automatic acetylene generator 
as used to produce acetylene under sufficient pressure for use in cutting torches. 

Where the acetylene is produced in a central plant and compressed in 
cylinders, the generators are usually somewhat larger. They are rated accord- 
ing to the charge of calcium carbide contained in the magazine. Generators 
of about 350 lbs. are frequently used. In such generators the carbide feed is 
controlled by a small electric motor or water motor which operates in connec- 
tion with the diaphragm so that the pressure in the generator is maintained 
between 6 and 8 lbs. On a large scale, the gas passes from the generator 
through a w^ater scrubber and then into a small gas holder of 10,000 to 20,000 
cu. ft. capacity. 

Use of Cylinders. In commercial production of acetylene, the gas is sold 
in steel containers filled with asbestos discs saturated with acetone. The asbestos 
discs have a porosity of between 75 and SO per cent. About 40 per cent of 
this pore space is filled with acetone. Acetone will dissolve about twenty-five 
times its volume of acetylene at atmospheric pressure and the Interstate Com- 
merce regulations permit a pressure of 250 lbs. 

The cylinders are about 12 in. in diameter and 36 in. high. They are usually 
seamless-drawn bodies with a welded end. They must conform to I.C.C. 
specifications No. 8. The thickness is about 1.75 in. and the steel is about .16 
per cent carbon, .02 per cent phosphorus, .04 per cent sulfur, with an elastic 
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limit of 45,000 lbs., 55,000 to 60,000 lbs. tensile stiength, 22 to 28 per cent 
elongation. The cylinders are tested at 750 lbs. pressure for temporary and 
permanent deformation. The permanent deformation must not be over 10 
per cent, the temporary deformation at this pressure. The cylinders are also 
tested at 500 lbs. for leakage. 

As mentioned before, the cylinders are filled with asbestos discs that are 
saturated with acetone The amount of acetone used per cylinder must be 
kept at a fixed amount, as its weight must be included in the weight of the 
cylinder to determine the capacity of the cylinder, since the volume is deter- 
mined from the increase in weight of the 
C3dmder at the standard pressure and 
temperature 

The c 3 dinders usuall 3 ’ contain from 
36 to 40 lbs. acetone and will hold from 
250 to 300 cu. ft at 250 lbs The acet 3 ’- 
lene is usually calculated to be equivalent 
to 14% cu. ft. per pound. 

In filling the cylinders after they 
have been inspected and acetone added 
if necessary, the gas is then passed 
through a scrubber and dr3’er filled with 
lump sodium h 3 ’dro\ide and then 
through an oil separator. From the oil 
separator the gas passes into a manifold 
to which the charging C 3 diuders are con- 
nected by thin metallic piping While 
the gas is being admitted, the cylinders 
are sprayed with water to keep them 
cool and when the pressure has reached 
300 lbs., the 3 ^ are disconnected and laid 
on their side in order to equalize the gas 
throughout the C 3 dmder and are usually 
allowed to remain overnight, during which time the pressure falls to 150 or 200 
lbs. The 3 ’^ are then connected again and the pressure brought up to 250 lbs. 
They are again disconnected, tested for leaks and weighed. After this, the}" 
are allowed to stand for at least two hours in order to distribute the gas 
throughout the cylinder. 



OXYGEN 

The great increase in the use of the o-V 3 "-acetyIene torch for welding and 
cutting metals has given rise to an important industr}", the manufacture of 
compressed o\ 3 "gen. One of the most important instances has been its use m 
the manufacture of welded structural members to replace the heavy castings 
formerly used in the framewoik of many machine tools. This has resulted in a 
great saving in waste, and the abilit}" to ledistribute the metal so that greater 
rigidit}" is obtained. The development of all-v elded steel ships and the weld- 
ing of the structural framework of buildings has become a reaht}" within re- 
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cent years (Figure 14). Many other interesting developments have ap- 
peared, such as the use of torches of special design for removing the mill scale 
from ingots and all types of metallic structures previous to painting (Fig- 
ure 15). Not only is the greater portion of the loosely adherent mill scale 
removed but what is left is dehydrated and, after brushing, is painted with a 


priming coat before the material 
has had an opportunity again to 
absorb moisture. 

Another development that 
promises to be of considerable 
commercial importance is the 
local surface hardening of gears, 
shafts, etc., by rapid heating 
followed by suitable quenching. 
This has been applied to gear 
teeth, lathes, guides, and spin- 
dles where a local surface hard- 
ening is very rapidly obtained. 
Figure 16 shows an interesting 
application. 

An outgrowth of the welding 
technique has been the oxygen- 
cutting of steel on a very large 
scale (Figure 17). 

As a result of these new de- 
velopments and with a very 
large extension of the use of 
gas welding, the production of 
oxygen has increased very rap- 
idly and the last available fig- 
ures indicate the production of 
about a billion cubic feet a year. 
This calls for an extensive dis- 
tribution system and large-scale 
delivery methods. One method 
of distribution is to mount mul- 
tiple tanks of compressed oxy- 
gen on a trailer which is hauled 
directly to the job and left 
there. When the trailer-tank 



supply is depleted, another trailer is hauled in, the original trailer returning to 
the plant for recharging. 

Formerly, the small amount of oxygen that was used with the oxy-hydrogen 
blowpipe in the platinum industry and in projection apparatus was manu- 
factured by chemical methods. On a very small scale, the laboratory method 
of decomposing potassium chlorate in the presence of manganese dioxide was 
used, while in the larger plants the barium peroxide (Brinn) process was em- 
ployed. This process depends upon the fact that barium peroxide will give 





Fig. 15. Flame Cleaning and Dehydrating Steel Surface. (Courtesy Air Re- 
duction Sales Co.) 

The liquefaction product which had been a laboratory’’ curiosity was made 
a commercial possibility by the work of Linde and Claude. Linde employed 
the principle of counter-current cooling to the Joul e-Thompson effect to pro- 
duce the low temperature necessary to liquefy the air. Claude cooled the air 
by expanding a portion of the air in an engine, thus producing the necessary 
drop in temperature. In whatever fashion the initial drop in temperature is 
secured, the cooled air is passed back tlirough a heat exchanger, tlius lowering 
the temperature^ of the incoming air, so tliat a progressive cooling takes place 
until the temperature is reached at wdiich the air begins to liquefy. It was 
this self-cooling principle that made commercial liquefaction possible. After 



INDUSTRIAL GASES 765 

the air is liquefied, the oxygen is separated from the nitrogen by rectification 
in a bubble-cap column. 

Pomr Requirement. The theoretical power required to separate air into its 
constituents, oxygen and nitrogen, is that necessary to compress isothermally 
the components from their respective partial pressures to atmospheric pressure. 
This amounts to slightly less than 3 H.P. per 1000 cu. ft. of oxygen per hour. 
Actually, however, due to the fact that the energy put into the air is not recov- 
ered, about 35 H.P. per 1000 cu. ft. of oxj^gen per hour is required. At the 
present time, due to the expiration of the early patents, there are a number 



Pig. 16. Flame Hardening Gear Teeth. (Courtesy Air Reduction Sales Co.) 

of tj^pes of commercial apparatus in use. They are all fundamentally alike, the 
principal variations having to do with the design and arrangement of the heat 
exchangers and the details of the fractionating columns. The efficiency of the 
process is very largely dependent upon the operation of the heat exchangers. 

In some of the earlier and simpler designs the heat exchangers consisted of 
bundles of thin-wall tubing that were brazed or bound together to secure good 
thermal contact. More recently, several types of deformed tubes have been 
used to increase the surface exposed and to secure better contact with the gases. 
In other forms, the space around the tube has been packed with metallic 
filling to secure better contact. The tubing is usually made of copper and the 
joints soldered to insure strength and tightness. 

There has been some development in the use of metallic regenerators in- 
stead of the usual form of heat exchanger. These regenerators are of very 
simple design, made of coils of thin sheet metal. They are used in a manner 
similar to the regenerative stoves in a blast furnace. It is claimed that their 
simple construction and low cost together with their high efficiency result in a 
considerable decrease in the production cost of the oxygen. 
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Fractionation, The fractionating column itself is quite similar in design 
and operates in precisely the same manner as the fractionating columns used 
in the distillation of coal-tar light oils and alchol, which have been described 
elsewhere in this book. 

If we disregard traces of rarer gases, we have in liquid air a simple two- 
component mixture which boils at SI® K., the ox}'gen boiling at 90.5® K., the 
nitrogen at 77.5° K., so that we have a difference of some 23° between the 
boiling point of the two constituents which is sufficient to give reasonably good 



Fig. 17. Multiple Torch-cutting of Steel Plates. (Courtesy Air Reduction 
Sales Co.) 

separation of one component. The heat necessary to boil the liquid at the 
bottom of the still is furnished by the incoming air that is passed through the 
heat exchanger prior to its passage through the ex'pansion chamber. Tlie air is 
liquefied at the top of the fractionating column and as it passes down through 
the sections in the column, the nitrogen boils off wdiile the liquid oxygen flows 
douTi and collects in the bottom of the still. 

General Ojicration. Dry purified air at a pressure of from 60 to 200 
atmospheres enters the column through the pipes and is cooled in passing 
through the heat e.xchanger and the lieating coil in the base of the still. This 
partially-cooled air then rises through a pipe to the expansion valve where the 
air is expanded to about G lbs. per square inch. When the column is first 
started it is necessary to have the pressure at approximately 200 atmospheres. 
As the column cools dovm and the air begins to liqiiefy, it is possible to reduce 
the pressure to about 50 atmospheres. Tlie cooling due to the Joule-Thorn pson 
effect lowers the temperature to a point where the air is liquefied. The lique- 
fied air drains down through the plates in the column. The nitrogen boils off 
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so that as the liquefied gas passes down through the column, it becomes pro- 
gressively richer in oxygen and poorer in nitrogen so that at the base of the 
column the liquid is practically pure oxygen. The heat head necessary to 
operate the column is furnished by the incoming air which is passed through 
the coil. This boils off a sufficient amount of oxygen to furnish the vapors 
necessary for the fractionation. The nitrogen together with some of the oxygen 
passes up out of the column through the heat exchanger and passes out at the 
top of the column through a pressure regulator valve and is discharged to the 
atmosphere. 

The still is operated with sufficient pressure to force the liquid oxygen up 
through the heat exchanger where it is vaporized, thus cooling the incoming 
air, the oxygen passing out through a pipe to the meter and holder. The 
column is very heavily lagged with non-conducting material and is provided 
with gauges indicating the pressure at the various points which are necessary 
to determine when the small traces of moisture and carbon dioxide which have 
escaped the purifying system have accumulated to such a point that the col- 
umn ceases to operate properly. When this occurs, it is necessary to ^^defrost 
the column”; that is, melt out the ice or solid carbon dioxide collected. This 
is usually done by passing nitrogen back through the column. With good 
operation, defrosting is not required more than once a week, when it will re- 
quire from four to six hours shutdown after which the manufacture of oxygen 
can again begin in about two hours. Where the column is merety shut down, 
it will deliver ox}''gen in from one-half hour to forty-five minutes after starting. 

Purification of Air, The carbon dioxide and water vapor must be removed 
from the air before it reaches the fractionating column, as both of these would 
solidify at the operating temperatures and would quickly clog the column. The 
carbon dioxide is removed by scrubbing the air in two towers with a solution 
of caustic potash. These towers are packed with iron rings to increase the sur- 
face, and the caustic potash solution passes down these columns against the 
rising current of air. 

Two strengths of caustic potash solution are used in scrubbing the gas. 
The solution is made up very strong originally. This is used in the second 
tower and when its strength has fallen, it is used in the first tower. After it 
has been exhausted in this tower, it is discarded. These purifying towers are 
provided with separators at the top to prevent any of the spray in passing 
over with the air. The air freed from carbon dioxide is then passed to the 
compressor. 

Compressors, Since the greater portion of the energy required is utilized 
in compressing the air, it is essential that the design of the compressor should 
be such as to give efficient and dependable results. The compressors are usu- 
ally four-stage and are electrically driven. Piston rings are used instead of 
stuffing boxes. The cylinders are arranged with No. 2 and No. 4 on the out- 
side with No. 1 and No. 3 between, in order to prevent leakage of unpurified 
air into the low-pressure cylinder. The valves are usually of the automatic 
type and lubrication is taken care of by means of a four-speed cycle that uses 
a high-fiash oil. 

Although the pressure required to start the system may approximate 200 
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atmospheres or about 3000 lbs. per square inch, the operating pressures are 
much lower and are usually 50 atmospheres or about 750 lbs. per square inch, 
tlie pressures developed in the cylinders in normal operation arc about 30-150* 
550 and 750 lbs. per square inch. In order to remove the large amount of 
heat developed during the compression very efficient inner-coolers are provided 
between each stage. 

The cooler between the first and second stages is usually of the condenser 
type and is mounted directly over the cylinder, while the other coolers are usu- 
ally of the pipe-coil type mounted in a water tank at the high-pressure end of 
the compressor. During the compression, some water vapor and oil collects in 
the coolers and is blown off at intervals. From the compressor, the high-pres- 
sure air is passed through a separator consisting of a steel cylinder to act as 
an oil drip and three steel cylinders arranged in series, containing lumps of 
caustic potash. These high-pressure purifiers are provided in duplicate. Each 
cylinder will hold about 160 lbs. of lump caustic. The lump caustic not only 
removes the last traces of carbon dioxide but also removes traces of water 
vapor. 

From the caustic drjdng cylinders the air is passed through a small trap to 
remorse caustic dust ^vhich might he carried over and from here it will pass 
through the fractionating column, for a plant having a capacity of 25,000 ft. 
per day. The column itself is about 10 ft. high and 12 in. in diameter. It is 
enclosed in an insulated jacket about 12 ft, high and 3 ft. in diameter. The 
heat exchanger is in the upper part of the column, and the fractionating plates 
in the lower portion of the column; the expansion valve is at about the middle. 
The purified and compressed air enters at the top, passes through the heat 
exchanger where it is cooled by the outgoing products, then passes through a 
coil in the base of the still where it boils the liquid oxygen, then passes to the 
expansion valve and is liquefied. The pure liquid oxj-gen is collected in the 
base of the column and is aftenvards passed to the heat exchanger where it is 
vaporized and thus assists the incoming air, and passes out of the column from 
the top of the heat exchanger. The nitrogen, which contains about 10 per cent 
of oxygen, passes out of the column through the heat exchanger. The opera- 
tion of the column is controlled to a considerable extent by the back pressure 
in the column, which is regulated by a valve in the nitrogen line. 

The column is naturally operated so as to produce oxygen of a suitable 
purity. This is usuall}^ 99.2 and 99.5 per cent and is determined b}’ absorbing 
the oxygen in a gas pipette filled with copper wire in a solution of cuprous 
ammonium chloride or carbonate. By increasing the back pressure in the col- 
umn the yield of oxygen is cut down and the purity is increased. The liquid 
oxygen is passed from the column through a meter and on to the storage 
holder. The cylinders used in distributing compressed o.xygcn are made to 
meet the I.C.C. regulations 3 A. These cylinders are of seamless steel and are 
tested to 3600 lbs. The cylinders are manufactured §o that they will contain 
around 110 or 220 cu. ft. measured at 2000 lbs. pressure and 70° F. tempera- 
ture. The oxygen is usually compressed with a three-stage compressor of tlie 
same general type as that used in the main compressor. For lubrication, a 
weak solution of soap and water is used. 
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MISCELLANEOUS GASES 

Pintsch Gas — ^Pintsch gas is a compressed oil gas of high illuminating value 
and was used almost exclusively for lighting railway cars and to some extent 
for buoys. The use of electricity for car lighting and the development of pro- 
pane and butane have resulted in the practical abandonment of manufactured 
Pintsch gas and other gases manufactured from petroleum, such as Blau gas 
and Dayton gas, that at one time found some application as industrial gases. 

Other Gases from Petroleum — One of the most rapidly expanding fields 
of chemical industry is found in the synthesis of materials from gases derived 
from petroleum. Synthetic rubber, a variety of plastics, aviation gasoline, 
solvents, and a great array of organic chemicals are now based on the use of 
the parent substance, petroleum. A number of these applications are treated 
elsewhere.’ 


FURNACE ATMOSPHERES 

The various industrial gases heretofore discussed have been combustible and 
were used primarily as a source of heat energy. There exists, however, an im- 
portant industrial use for generally non-combustible gaseous mixtures which 
are used to form the atmosphere surrounding the work during a variety of 
heat-treating operations. Such operations would include the atmospheres used 
in annealing, carburizing, drawing, forging, and hardening steel; in the an- 
nealing of copper, brass, nickel and other non-ferrous metals; and in the an- 
nealing and forming of glass. Other industrial processes such as japanning and 
vitreous enameling use similar atmospheres. A further use is in the prevention 
of combustion or explosion in the handling of readily combustible materials 
frequently existing in the dust form, and in the manufacture of varnish. 

Action of Gases — ^The action of these controlled atmospheres will depend 
upon the particular process and will vary from (1) a simple blanketing effect, 
to prevent the access of atmospheric oxygen to an active part in the process, 
by furnishing a controlled amount of oxygen, to (2) a small amount of re- 
ducing action by the presence of carbon monoxide and hydrogen, or (3) to 
furnish an excess of carbon-bearing components to add carbon to various ma- 
terials. The nature of the atmosphere is generally described as oxidizing, neu- 
tral, or reducing and these terms have been defined by the American Gas As- 
sociation as follows: 


table 8 — AMERICAN GAS ASSOCIATION DEFINITIONS OF FURNACE ATMOSPHERES 


Type 

Sum of Hydrogen and Carbon Monoxide 

Oxygen ' 

Oxidizing. 

less than 0 05% 
less than 0.05% 
more than 0.05% 

more than 0.05% 
less than 0 05% 
less than 0.05% 

Neutral . . . 

Reducing. 



These definitions only characterize the type of atmosphere and are not of 
much service in determining the composition required for any particular prob- 

’ See Chapter 14. 



770 


INDUSTRIAL CHEMISTRY 


lein, since in many cases the effect of the presence of ^vater vapor, carbon diox- 
ide and sulfur compounds may be controlling factors. 

Production of Furnace Atmospheres — ^These atmospheres are usually 
created by burning a combustible gas mixture, using an adjusted air-gas ratio so 
that the oxygen may be more or less completely removed during the combus- 
tion, leaving various amounts of hydrogen, carbon monoxide and carbon dioxide 
whose relative occurrence will depend upon the fuel and the particular air-gas 
ratio used. Another general method is to decompose the fuel gas in a heated 
muffle. 

In the first method the gas is burned with a controlled air supply in a tube 
or muffle which is usually provided with means for controlling the temperature 
and is frequently provided with an auxiliar}^ clmraber containing a catalyst. 
The products of the combustion are cooled and then washed with various re- 
agents, depending upon the requirements, to remove carbon dioxide and sulfur 
compounds and in many cases the water vapor is removed by refrigeration or 
by treatment with activated alumina or silica gel. 

City gas, natural gas, and compressed petroleum gas have all been used as 
a fuel gas and the composition of the final mixture can be varied over a wide 
range to suit the special requirements of the process. It is difficult in any of 
these combustion methods to reduce the oxygen below 0.05 per cent and it is 
still more difficult to determine it accurately at these low concentrations. 

In the second method the muffle or retort is externally heated and the gas 
to be decomposed is passed through it. At the present time this process is used 
almost exclusively for the decomposition of ammonia, forming hydrogen and 
nitrogen. The hydrogen can be adjusted by combustion with air to any de- 
sired extent. 

Controlling the Atmosphere — In treating ferrous metals the temperature 
is an important factor in determining the composition of the atmosphere that 
may be used. Generally, carbon dioxide and water vapor are deleterious con- 
stituents and are removed. In the annealing of non-ferrous metals such as 
copper and brass, the presence of sulfur compounds must be avoided as far as 
possible. Concentrations of hydrogen sulfide as low as 0.01 grains per 100 
cubic feet may give trouble. There is some evidence to indicate that the pres- 
ence of the ni chrome heating elements in electric furnaces maj^ cause the for- 
mation of hydrogen sulfide from sulfur compounds which would otherwise not 
be injurious. Table 9 gives the analyses of some atmospheres that have been 
used with certain types of heat treatment. 


TABLE 9 — COMPOSITION OF SOME COMMERCIALLY USED ATMOSPHERES 


Use 

j 

Carhurizmg 

Annealing 
Strip Steel | 

Bright Annealing 
Copper and Brass 

Hardening 

Springs 

CO 

15 

8.7 

1.8 

11.2 

Hs 

IS 

9.6 

1.4 

14.0 

CH4 

8 

1.9 



C 02 . 

2 

5.8 

13.0 


H 2 O Dew Point 


below’ 30^ F. 

below 40® F. 

i 
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The gas industry itself makes use of a controOed atmosphere produced by 
the complete combustion of gas with air to form an inert, practically neutral 
atmosphere which is used in purging purifiers, storage holders, mains or any 
apparatus that has been used to contain gas, in order to prevent the develop- 
ment of explosive mixtures* 



Segtion IV 

REFRACTORIES AND ALLIED MATERIALS 

This section deals with those oxidized materials of con- 
struction which undergo suflScient processing to be classed with 
the chemical industry. Because they are maintained in their 
completely oxidized state, their chief characteristic is resist- 
ance to atmospheric corrosion. This type of material has 
played a prominent part in human affairs for thousands of 
years and will undoubtedly always have an important place 
in our industry. 



CHAPTER 20 


GLASS 

George W. Morey 

Geophysical Laboratory'', Carnegie Institution of Washington 

HISTORICAL 

The farther back the archeologist pushes the curtains of history the farther 
back go the beginnings of glass manufacture, and it is probable that man has 
known how to make glass ever since the earliest beginnings of civilization. Glass 
was made in quantity by the ancient Egyptians, and during the Golden Age of 
Egypt, the Eighteenth Dynasty (about 1500 b.c.), glass manufacture was a well- 
established industry, and some of its products were of excellent quality. Glass 
artifacts have been described from Egypt apparently dating from much earlier 
periods, but there is difference in opinion among experts both as to their proper 
identification as glass and as to their dating. It is probable that we must look 
to Asia Minor for the beginnings of the industry. Beads of glass were plentiful 
in a cemetery at Ur, dating to 2450 b.c., and possibly the oldest piece of glass 
ever discovered was found at Tel Asram, a few miles northeast of Bagdad, dat- 
ing to 2900 B.c. Sculptural records of the Eighteenth Dynasty show Syrian 
workmen being brought into Egypt, carrying wdth them vases of glass or metal 
\Yhich they had manufactured. The Syrians probably were far ahead of the 
Egyptians up to this period in art and industry, and it is believed that the glass- 
ware imported into Egypt prior to this period was of Syrian origin. 

The presence of a stable domestic glass industry at the beginning of the 
Eighteenth Dynasty is shown by remains of glassworks of that period, which 
are still to be seen. It has been stated that the end of this Dynasty corresponded 
to the best period in Egyptian art, especially in glass; and Egyptian glass of 
1400 B.c. was more durable, and required more technical skill in its manufacture, 
than that of some later periods. From this time until the beginning of the Chris- 
tian Era, Egypt remained the chief center of glass manufacture, and its glass- 
ware was distributed throughout the world. The industry became centralized 
m Alexandria, from which place under the stimulus of the Ptolomaic revival, 
it was carried to Syria, Greece, Palestine, and Italy. For data on the composi- 
tion of some of these ancient glasses, see Table 1. 

Before the invention of glass-blowing, glass was used chiefly for jewelry, 
especially beads, and for small hollow ware such as unguent jars and small ves- 
sels which were not blown but molded. The process was laborious and of limited 
scope and was merely a core of sand built up on a wooden or metal rod and 
then covered with glass by building up with viscous glass not much above its 
softening temperature. Later, probably about 1200 b.c., another technique was 
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developed, that of pressing the glass into open raolds. By this means shapes such 
as bowls, dishes, and cups, which could not be made by the sand-core process, 
were added to the repertory of types which were at the disposal of the glass- 
maker. Transparent glass was rare, the quality of transparency not being im- 
portant for the use for which the glass was intended. 

Glass-Blowing — ^The invention of glass-blowing caused an industrial revolu- 
tion which changed a luxury into a necessity. Glass had been used only for small 
and precious articles, but the process of shaping glass with the aid of the blow- 
pipe made possible the production in quantity of a better and cheaper article. 
The time and place of the first free glass-blowing are not certain but it probably 
took place a little before the beginning of the Christian Era. The rapid expansion 
of the industry which followed was due in part to the invention of glass-blo\nng 
but it could not have taken place but for the commercial stability afforded by the 
Roman Empire. 

There is little information concerning glass manufacture in the period fol- 
lowing the fall of the Roman Empire until the rise of the Venetian glass industry' 
in the eleventh ccntur^^ During this period glass manufacture was actively 
developed in the Eastern Empire and the Byzantine workers were especially 
adept in making colored glass and mosaics. Probably as an indirect result of 
the Crusades and of the fall of the Eastern Empire, glass manufacture in Venice 
entered into a period of development about the beginning of the eleventh cen- 
tury which soon made that city the center of the glass industry. This position 
it held for at least four centuries. From Venice the art spread throughout 
Western Europe, and its development became rapid. In 1600 the art of making 
cut glass was developed and in 1615 the use of coni instead of wood for fuel was 
discovered in England. 

Another English invention, the use of lead oxide to produce 'Tint" glass, was 
made in 1675. Faraday's researches on glass are a classic of the early part of the 
nineteenth century, and the work of Schott, associated with Abbe and Winkel- 
mann, inaugurated a new period in the science of glass. 

This century has seen the transformation of the industry by the invention of 
machine processes for forming glassware. The beginnings of this movement were 
made in the previous centur 3 % but its active progress was begun hy the inven- 
tion of the first commercial bottle machine by Owens in 1904 and since then the 
development of machine processes has been rapid. The first significant advance 
in glass composition was the development of the low expansion Pj^ex chemical 
resistant glass. Subsequent developments have given us a clear understanding of 
the basic scientific principles underhung the manufacture of glass, which now are 
being intensively applied by several companies. 


/DUriNITION AND STRUCTURE OF GLASS 

Glass is an inorganic substance in a condition which is continuous vnth, and 
analogous to, the liquid state of that substance but which has attained so high a 
degree of viscosity as a result of dia\ung been cooled from the fused condition that 
it is, for all practical purposes, rigid. All known glasses are thus undercooled 
liquids. 

This definition excludes all organic substances. Some organic materials such 
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as glucose solutions and certain plastics^ would othenvise be included in the 
glasses but since they differ so greatly in composition, methods of manufacture, 
and properties from the substances which have always been known as glass, they 
are classified in a different division of chemical teclinology. 

Transparency is frequently considered a characteristic of glass, yet much 
commercial glassware is either translucent or opaque. It is always true, how- 
ever, that the lack of transparency is caused by the fact that some material, 
usually crystalline, is dispersed or suspended in a glassy matrix which is it-self 
transparent. The material may be a colloidal suspension, as in a gold or copper 
ruby glass; or a suspension of submicroscopic to microscopic particles, as in some 




Fig. 1. Schematic Representation in Two Dimensions of the Difference Be- 
tween the Structure of a Crystal {Ujt) and a Glass {right). (After Zacharia- 
sen) 

opaque glasses; or microscopic crystals ranging in size from the lower limits of 
resolving power to fairly coarse crystals, as in some opals and white glasses. In 
all of these cases, however, the material is essentially glassy. 

The dominant characteristic of glass is that it is a rigid material obtained by 
cooling from the fused condition, with resultant continuously increasing viscosity, 
but without crystallization. The definition has been so worded as to exclude 
the necessity of its being below its proper freezing point, that is, an undercooled 
liquid. The circumstance that all known glasses are undercooled liquids is not, 
so far as we know, essential. A material might have its true freezing point below 
ordinarj^ temperatures and yet be rigid enough for use as glass, and be properly 
conridered a glass. However, no such material is known. 

Ihe essential feature is that glass has the non-periodic structure of a liquid,^ 

X-ray studies have shown that the atoms in glass form a network which is 
^ot periodic and symmetrical as in crystals. In silica crystals the dominant 
mature is the tendency of each silicon to be tetrahedrally surrounded by four 
O'^^gen atoms and each oxygen bonded to two silicons. The orientation of each 
6 ra edral group to every other is definitely fixed and indefinitely repeated in 

31. 

^achanasen, W. H., J. Am. Chem. Soc. 64 , 3841 (1932). 
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space. In silica glass ^ the dominant feature is still the tendency of each silicon 
to be tetrahedrally surrounded by four oxygen atoms, but the orientation of any 
one tetrahedral group with respect to neighboring groups can be practically ran- 
dom. The difference in structure between a cr^'stal and a glass is illustrated in 
Figure 1. In silicate glasses the same tendency toward tetrahedral grouping 
persists. As other oxides are introduced and the number of ox'^^gen atoms to 
each silicon atom is increased, some oxygen atoms become bonded to only one 

silicon. Figure 2 shows a schematic two-dimen- 
sional representation of the structure of soda- 
silica glasses^ in which each silicon is shown 
surrounded by only three oxygens instead of 
four as in a spatial representation. Some of the 
oxygens are bonded to two silicons, others to 
only one silicon, and as the SiOc content is de- 
creased with increase in MeO and MO the pro- 
portion of singly-bonded oxj’gens increases. The 
sodium ions occupy holes in the irregular silicon- 
oxygen networks and in soda-lime-silica glasses 
the calcium ions occupy similar positions. 

COMPOSITION OF GLASS 

Commercial glassware is for the most part ol 
simple composition. It is a soda-lime-silica glass 
containing relatively minor quantities of mag- 
nesia, alumina, and sometimes boric oxide. This 
relatively simple composition is essentially that 
which has been used for glass from the earliest times, and the reason for this 
narrow range in composition is the basis of glass technology. 

The essential feature of glass is that when it is cooled from the molten condi- 
tion it docs not dcvdtrify or crystallize. Molten glass resembles other molten 
substances in that on cooling it has a true freezing temperature at which crystals 
should begin to separate. This is the same as the melting temperature, where the 
last trace of crj'stals will dissolve in the melt. However, glass differs from other 
materials in the readiness with which it undercools, that is, passes through its 
freezing point without freezing. Tlie temperature at which glass is melted bears 
no relation to its true melting or freezing point whicli is called the liquidus 
temperature. 

De\dtrification ruins the glass, and the composition must be so adjusted that 
the glass does not crystallize, especially during the shaping and annealing proc- 
esses. The two features which are of importance are first, the actual liquidus 
temperature above which the glass cannot devitrify because it is above its melt- 
ing point, and below which it will cr 3 'stallize under certain conditions, and second, 
the \dscosity. All commercial glass compositions are melted at temperatures 
higher than their liquidus temperatures, but most glas.^es are subjected to shaping 
operations at temperatures near to and frequentlj’’ below their true freezing points 

3 Warren, B. E., Z. Krist. 86, 349 (1933). 

* Warren, B. E. and Biscoe, J. J,, J. Am. Chem, Soc. 21 (7), 259 (1938). 



Fig. 2. Schematic Repre- 
sentation in Two Dimen- 
sions of the Stmeture of 
Soda-silica Glass. (After 
Warren and Biscoe) 
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Hence at shaping temperatures the viscosity must be great enough to prevent 
crystallization under ordinary conditions of working. The change of liquidus 
temperature with composition requires more detailed discussion. 

Phase Equilibrium — The phase equilibrium diagram ^ of the system 
Na2Si03 — CaSiOs — SiOs is given in Figures 3 and 4. The diagram is divided into 
a number of fields, in each of which a different compound is the first to crystal- 
lize on cooling. In Figure 3 the fields are separated by heavy lines and isotherms 



Fig. 3. Phase Equilibrium Diagram of the Ternary System Na20-Ca0-Si02, 
Showing Isotherms. (After Morey and Bowen) 


(lines of equal liquidus temperature) are shown. In Figure 4 the isotherms are 
omitted and the compositions of the primary phases are indicated. A region of 
immiscibility extending in the binary system CaO — SiOa from 72.5 to 99.4 per 
cent Si 02 is not shoum on the ternary diagram because a small quantity of Na 20 
removes this immiscibility. In Figure 4 the arrows on the boundary curves indi- 
cate the direction of falling temperatures. 

The three forms of silica, cristobalite, tridymite and quartz, occupy the Si02 
comer of the diagram. The field of cristobalite is above 1470° C., and any mix- 
ture in this field crystallizes readily, and the compositions are too viscous even at 
high temperatures for glass manufacture. Mixtures in the high temperature part 
of the tridymite field are also viscous and crystallize readily, but the lower part 


chapter^ references on the principles of phase diagrams see reading list at end of 
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to melt incongniently. Compositions in which it occurs are too readily decom- 
posed by water to be of value for glasses. The other compound, Na20 • 2CaO * 
3Si02, has a large field which extends to a silica content of 70.7 per cent at the 
reaction point 

Na20 • 2Si02 + Na20 • 3CaO • GSiOa = Na20 * 2CaO * SSiOa + liquid 

Some glasses have been found to lie in this field, but they are of inferior durability 
and crystallization takes place readily. 

CaSiOs occurs in two forms. The mineral wollastonite changes at 1100° C. 
into a high-temperature form called pseudo-wollastonite. The field of the two 
forms is a ridge extending downward from CaSiOs and its eutectics with NaaO • 
2CaO • 3Si02 on the one hand and tridymite on the other, down to its boundary 
with the compound Na20 • 3CaO • 6Si02. The mixtures richer in lime are high- 
melting and crystallize readily. It is only in the lower corner of its field adjacent 
to the field of tridymite that the melting point is low enough and viscosity great 
enough to be used. 

The compound Na20 • 3CaO * 6Si02 has been named '^devitrite” because it is 
the crystalline compound which is formed in the devitrification of a large number 
of commercial glasses. Its field is surrounded by the several fields which have 
been discussed, and it extends down to the lowest temperature in the system, the 
ternary eutectic 


Na20 • 2Si02 + Na 20 ■ 3CaO * GSiOc + Si02 (quartz) = liquid 

at 725°. All mixtures in this field are possible glass compositions, although those 
adjacent to the fields of Na20 • 2Si02 and Na20 ■ 3CaO * 6Si02 are of poor chemi- 
cal durability. The Corning “015'^ glass widely used for glass electrodes is near 
the composition of the ternary eutectic. 

The Soda-Lime Glasses — Most successful glass compositions are in the field 
of devitrite, usually in the silica-rich portion of the field, and sometimes a little 
over the boundary in the tridymite field. The Si02 content ranges from about 
69 to 72 per cent; CaO, from 12.5 to 13.5; AI2O3, from 1 to 4; and Na 20 , from 
13 to 15. This general composition range has been used from the beginnings of 
glass manufacture and is used today because it includes the only compositions of 
matter which are fiuid enough at an industrially accessible temperature to be 
melted on a commercial scale, viscous enough to be worked above their freezing 
points, and so viscous at their freezing points that they cannot devitrify. 

Further discussion will deal chiefly with modifications of this fundamental 
glass composition. Pure soda-lime glasses are rarely used. Small amounts of 
other components are always present, either accidentally as impurities or de- 
1 erately added for modification of properties. Some or all of the limestone is 
requently dolomitic, especially in this country, and the resulting glass is more 
ifficult to devitrify than that containing CaO alone. However, a pure MgO 
g ass IS not satisfactory. Barium oxide is often added in small amount to make 
an easier-melting and more brilliant glass. Sodium oxide is frequently replaced 
y potassium oxide, especially in optical glasses, because of greater brilliance, 
n glasses containing both sodium and potassium oxides are superior in chemical 
ura ility. The use of potassilipi oxide is limited by its greater cost and the 
or viscosity of the potash passes. 
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Alumina in small amounts is practically always present, and amounts up to 
2 or 3 per cent are common. It improves chemical durability and decreases the 
tendency to devitrify. The amount which can profitably be added is limited by 
the great increase in viscosity with resulting higher melting temperature and 
greater attack on refractories. Boric oxide is frequently added to make the glass 
easier to melt, to lower the coefficient of expansion, to improve chemical durabilit)^, 
and to decrease the tendency to devitrifj". Iron oxide is usualty kept at a mini- 
mum because of its objectionable color. However, in cases where the color does 
not matter, better chemical durability, freedom from de\dtrification, and ease of 
melting make it a desirable constituent. 

Minor Constituents — Minor constituents of glass are either accidental im- 
purities or substances added to secure some desirable effect. Iron oxide is usually 
present as an impurity wdiich is undesirable because of its color. Several oxides, 
CraOa, V20ri, CuO, U^Or*, MnO, NiO, CoO, are added as coloring agents. The 
chemistry of colored glasses is complex, and no comprehensive and adequate 
treatment has yet been published. As^Oa is often present as a "fining agent,” a 
substance which aids in tlie removal of bubbles from the glass. Sb 203 is some- 
times present for the same purpose and is used in quautit}^ in some optical glasses. 
NaCl and NasSOi are also used as fining agents. Sometimes much of the NasO 
is added as sulfate, in which case it melts and floats as an immiscible liquid and 
carbon must be added to reduce it. Fluorides and phosphates are used for opal 
glasses. Colloidally dispersed gold and copper are used in ruby glass, although 
most of the ruby today is a selenium rub}^, in which the color is due to dispersed 
solid solutions of cadmium sulfide and cadmium selenide. 

Glass also contains small amounts of volatile constituents, evoh^ed on heating 
in vacuo, in such amounts as to give a volume of gas about the same as that of 
the glass. One gram of glass thus contains from 0.5 to 1.5 cc. of gas. The 
chief constituent is usually water, followed by carbon dioxide, nitrogen and ox^’gen. 
When sulfates are used in the batch SO 2 is usually found in quantities com- 
parable to, or even in excess of the water. 

Composition of Typical Glasses — The compositions of a number of glasses 
are given in Table 1. Numbers 1 to 4 are antique glasses. Neither of the glasses 
made in 1400 n.c. would be considered sufficiently weather-resistant for use today 
because of their high alkali content wliich was necessary to give a glass soft 
enough for easy working with crude furnaces. The glasses of the second and 
ninth centuries are similar to these glasses. 

Prior to the development of glass-working machines glasses of much the same 
composition were used for most purposes. Representative compositions arc 
No. 5, a window glass made by the old hand cylinder process, and No. 6, a bottle 
glass. Polished plate glass is high in lime, as sho^Yn by No. 7. Modern fiat- 
drawm sheet glass is usually a little lower in CaO and contains some MgO, as 
showm in No. 8. 

Modem high-speed machine production of container w’are requires a glass 
not only of controlled viscosity but also having a definite viscosity-temperature 
cuHT, and this requirement has caused the development of special glass com- 
positions. They differ from the older glasses chiefly in a reduction in CaO and 
an increase in the NaaO and AI 2 O 3 contents. A typical container glass is No 9 
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TABLE 1 — COMPOSITIONS OF SOME TYPICAL GLASSES 


No. 

Si 02 

B 2 O 3 

Na^O 

K 20 

MgO 

CaO 

BaO 

ZnO 

PbO 

AhOs Fe^Oz 

1 

61.70 


17.63 

1.58 

514 

10,05 




2.45 

0.72 

2 

62.71 


20.26 

4.52 

916 




1.47 

0.96 

3 

69.82 


13.51 

2.18 

3.09 

5.79 




1.40 

1.80 

4 

68.48 


14.95 

2,83 

5.28 

5.71 




0.70 


5 

72.26 


14.01 



13.34 




1.42 

6 

70.9 


10.66 


0.49 

14.02 




1.35 

2.24 

7 

72.68 


13.17 



12.95 




0.50 

0.07 

8 

72,14 


1623 


1.29 

9.06 




0.84 

0.08 

9 

74.50 


15.0 


4.1 

5.5 




0.81 

0.09 

10 

63.0 


7.6 

6.0 

0.2 

0.3 



21.0 


0.6 

11 

73.6 


17.23 


3.67 

5 37 






12 

75.9 


7.1 

7.9 

017 

8.7 




014 

0.08 

13 

64.7 

10.9 

7.5 

0.37 

0.21 

0 63 


10.9 


4.2 

025 

14 

80.5 

12.9 

3.8 

0.4 






2.2 


15 

74.6 


9.0 

11.0 


5.0 






16 

70.4 

7.4 

5.3 

14.5 


2.0 






17 

40.6 


1.5 

7.8 





43.8 



18 

28.4 



2.5 





69.0 



19 

34.5 






42.0 

7.8 


5.0 



1. Dark blue transparent fragment, 1400 b.c, Tell-el-Amarna. Neumann, B., Z. 

angew. Chem. 38, 776 (1925); 4U 203 (1928), Also contains: Mn^Oa, 0.47; 
CuO, 0.32. 

2. Light yellow translucent fragment, 1400 b.c. Neumann. Also contains SO3, 0.92. 

3. Assyrian-Babylonian glass, 250 b.c. Neumann. Also contains: MnsOa, 0.41; CuO, 

0.36; SO3, 0.96. 

4. Window fragment, Samarra, 9th century a.d. Neumann. Also -contains: FeO, 

0.91; PbO, 0.95; SO3, 0.54. 

5. Hand-made window. Sharp, D. E., J. Ind. Eng. Chem. £5, No. 7, 755 (1933). 

6. Hand-fed bottle. Sharp, No. 37. Also contains MnO, 0.30. 

7. Polished plate. Sharp, No. 34. Also contains: SO3, 0.44; Sb203, 0.18. 

8. Fourcault sheet. Sharp, No. 17. Also contains: SO3, 0.45; AS2O3, trace. 

9. Owens container. Sharp, No. 49. 

10. Lead glass. Sharp, No. 55. Also contains: AS2O3, 0.05; MnO, 0.2. 

11. Lime bulb glass. Sharp, No. 62. 

12. Kavalier beaker. Walker, P. H. and Smither, F. W., Tech. Paper No. 107, Nat. 

Bur. Standards (1918). Also contains: MnO, 0.02; P2O5, 0.08; SO3, 0.20; 
AS2O6, trace. 

13. Jena Geriite beaker. Walker and Smither. Also contains: MnO, 0.01 ; AS2O5, 0.14. 

14. Pyrex chemical resistant glass. Morey, G. W., “Properties of Glass.” 

15. Crown, nn 1.506 60.2. Morey. 

16. Borosilicate crown, hv 1.511 64.0. Morey, 

17. Medium flint, Ud 1.613 36.9. Morey. 

18. Dense flint, no 1.755 27.5. Morey. 

19. Dense barium crown, n© 1.610 57.4. Morey. 

The first electric light bulbs were made from a glass containing lead oxide, of 
which No. 10 is an example. This differs little from a light flint optical glass. 
It has been supplanted by a glass of the soda-lime type containing significant 
amounts of both magnesia and alumina, as shown in No. 11 . 

Laboratory Ware — ^Laboratory ware requires a high degree of chemical 
durability and the usual soda-lime types are not satisfactory. One way in which 
improvement was sought was by increase in silica content and replacement of‘ 
some soda by potash, as shown in the Kavalier glass (No. 12 ). The chemical 
durability was increased in the Jena Gerate glass by replacing some SiOa by 
S2O3, and some Na20 and CaO by ZnO and AI2O3 (No. 13 ). These types of 



784 


INDUSTRIAL CHEMISTRY 


ware have been largely replaced by the Pyrex chemical resistant glass (No. 14) 
which is fundamentally different from the usual soda-lime-silica composition. It 
is better considered to be a glass in which the melting point of the silica has 
been lowered by the addition of B 2 O 3 and, in smaller amount, of AI 2 O 3 , with 
only the smallest possible amount of alkali. It is intrinsically superior to the best 
glasses of the soda-lime group in its chemical durability and in its resistance to 
breakage from heat shock or mechanical strain. 

Optical Glass — The optical glasses have the greatest diversity of composition 
because of the lens designer’s need for the widest range of optical properties. 
They are characterized by almost perfect uniformity of composition and freedom 
from physical defects, and their quality represents the highest achievement of 
the glassmaker’s art. No. 15 is an ordinary crowm, similar in composition to 
window or plate glass; No. 16 is a borosilicatc crowm; No, 17 a medium flint; 
No. IS an extra dense flint; and No. 19 a dense barium crowm, of a type widely 
used for anastigmat lenses. 

The terms “crowm” and '^flint” are frequently used. Their present usage is 
inconsistent and they are now’ chiefly of historical significance. The name "flint 
glass’' comes from the use of flint as a source of silica in a clear glass of good 
quality, w’hich also contained lead oxide. It now’ means either a clear, colorless, 
bottle glass of the type used for dispensing drugs, or a type of optical glass. As 
applied to optical glass it origin a w’as a glass containing lead oxide, charac- 
terized by high index and rolativcl}'' large dispersion. The term "crown glass” is 
of uncertain origin. It probably arose either because glass manufacture was a 
monopoly of the English crown or because the old method of manufacture of 
w’indou^ glass w’as by the "crowm” process. It thus denoted a glass of the com- 
position of window’ glass, and as originally applied to optical glasses w’as a glass 
of low’ refractive index and small dispersion. At present, however, the dividing 
line between optical crowms and flints is w’holly arbitraiw’, and as applied to 
some of the newer glasses it is devoid of significance. Similarly, the incongnious 
term "crystal glass” refers to a clear, colorless glass, often of slightly higher index 
than ordinarj^ glass because of a small lead oxide content. Glass No. 10, if used 
for cut glass, might be temied a "crystal” but its lead content is about twice 
that more commonly used for ciy’stal. The same glass is often used for tubing 
but many types of glass are werked in tube form. 

rnoPEKTrEs op glass 

Chemical Durability — ^The resistance w’hicli glass offers to the corroding 
action of water, atmospheric agencies (primarily w’ater and carbon dioxide), and 
aqueous solutions of acids, bases and salts is a property of great practical signifi- 
cance, and is denoted by the term "xhemical durability.” In a large proportion 
of the uses to which glass is put its pow’er of resisting such attack is the chief 
reason for its preference over competing materials. An example is the use of 
glass containers, of which enormous numbers are used for the distribution of 
commodities ranging from milk to medicine and acids. In this field the superiority 
of glass leaves it without a competitor. Even in chemical manufacturing, w’here 
the requirements are more exacting, glass is being used to an increasing extent as 
an engineering material because of the resistance w’hich it offers to surface attack 



GLASS 


785 


under extreme conditions. In other uses of glass chemical durability is a sec- 
ondary factor, but the requirement of a chemical durability sufficient for the 
service contemplated, places a limit on the compositions which may be em- 
ployed. Examples of such uses are those in which glass is chosen for its optical 
properties. These uses range from windows to lens sj'^stems. Although glass 
used for such purposes is not subjected to as drastic treatment as in the pre- 
ceding cases, it is essential that there be no appreciable amount of surface 
alteration. 

The necessity of producing glass stable enough to serve the purpose for which 
it is intended places a practical limit on the compositions which may be employed. 
The limit set by this requirement differs widely with the use for which the glass 
is intended. Many glasses possessing desirable optical or mechanical properties 
are unsuitable because of their susceptibility to corrosion; others may be suitable 
for optical purposes in protected lens S3^stems and still be worthless for laboratory 
use. The methods of testing glass thus become of fundamental importance. 

Testing — The evaluation of the chemical durability of glass is difficult be- 
cause the process is not simply one of solution but it is one of decomposition as 
well. There Is no true ‘^solubilit^?” of glass In water. Ah that can be measured 
is a rate of decomposition, and rates of reaction differ from equilibrium values 
because they are highly susceptible to slight differences in experimental con- 
ditions. The only true measure of the suitabilitj^ of a glass in a particular service 
is its actual use in such sendee, but it is desirable to have laboratory methods 
which make it possible to anticipate the results of the service test. Many methods 
have been proposed, but no one of them is free from serious criticism. All have 
been developed from the basic thesis that the verdict of actual service may be 
anticipated by accelerating the corrosive action by the use of more drastic reagents, 
or by increasing the surface through the use of powders, or by the use of higher 
temperatures, and b}^ using sensitive methods to detect and measure the result- 
ing action. 

The choice of method is determined largely by the use to which the glass is 
to be put. Methods suitable for differentiating glasses to be used in optical in- 
struments may be far too mild to discriminate adequately between types of 
chemical glassware. For resistance to attack by acids, the glasses high in SiOa 
and B2O3 are best, but they are not necessarily the most resistant to attack b}’’ 
alkaline solutions. Change of temperature at which glasses are tested will fre- 
quently alter their order of durability, and may have no relation to their relative 
excellence in service at ordinary temperature. Our knowledge of the durability 
of glass, of the factors affecting the durability in the different uses of glass, and of 
the factors determining the results obtained by the various methods of measuring 
durability is far too meager to justify positive statements of any but the most 
general type. The setting up of specifications based on any method of testing 
should be done only after securing evidence as to correlation of such results with 
actual service. 


PHYSICAL PROPERTIES 

The physical properties of glass are determined primarily by chemical com- 
position, but when measured at ordinary temperatures they are affected by tlie 
fficrmal history of the glass. As the glass is cooled from a high temperature some 
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Pig. 5. Isokoms (Lines of Constant Viscosity) in the System NanO-CaO-SiO: 
at 1400® C. (After Washburn, Shelton and Libman) 


TABLE 2— 

-rACTORS roR 

CALCULATION OF 

PHYSICAL PROPERTIES 



CoefTidcni ® 

Heal 

Thermal 

Oxide 

Density ^ 

of Expa7ision 

Capacity ’ 

Condndimly * 

Si 02 

2.20 

0.50 

0.1913 

3.00 

B 2 O 3 


-6.53 

0.2272 

3.70 

NasO 

3.47 

41.6 

0.2084 

10.70 

K 2 O 


39.0 

0.18G0 

13.40 

MgO 

^38 

4.5 

0.2439 

4.45 

CaO 

5.00 

10.3 

0.1903 

8.80 

ZnO 


7.0 

0.1248 

8.65 

BaO 


14.0 

0.0073 

11.85 

PbO 


10.6 

0.0512 

11.70 

AI 2 O 3 

2.75 

1.4 

0.2074 

6.25 


100 x' 

x" 



Values of d', etc., 



, in which D 

is the density, 


tli^ percentages by weight of the components, and (l'\ tlie corresponding density 
factors. English, S., and Tumor, W. E. S. T., J. Soc. Glass Tech. 6, 228 (1922). 

10® Al 

* Values of a, etc., in; \ = aixi + 02^:2 -f • » » -f X — The coefficient 

for B 2 O 3 is limited to the range 0-12 per cent B 2 O 3 . English, S., and Turner, W. E. S. T., 
J. Soc. Glass Tech. 12, 7G0 (1929). 

® Values of oj, etc., in : Cp = aixi + ^ 2^2 H f- cin^n* Winkelmann, A., Ann. physik. 

Chem. 45 , 401 (1893). 

^ Values of Xi, etc., in : ^ ^ -b ^ 4 b ^ 1 in which X = reciprocal thermal 

X Al A2 An 

conductivity in cal. per sq. cm. per sec. per ® C. per cm.; 5i, etc., are percentages by 
volume of the several constituents. After Eucken, A., Aim. physik. 54, 185 (1911). 
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molecular rearrangement takes place with a general decrease in interatomic dis- 
tances and possibly an increase in regularity of atomic distribution. At high 
temperatures and low viscosities this rearrangement is practically instantaneous. 
As the glass is cooled through the upper part of the annealing range it takes from 
a few minutes to hours for the glass to become stabilized, and below the annealing 
range impracticably long times are required for the glass to attain the equilibrium 
condition. The stabilization affects all the properties of glass, although it is usu- 


ally a second-order effect. In a precise 
consideration of the relationship between 
composition and property it is necessary 
to define the thermal history. It is not 
sufficient to state that the glass was well 
annealed. 

Measurement and specification of prop- 
erties are necessary in design of equipment 
using glass and for control of process and 
product. Some properties can be calculated 
from composition by assuming an additive 
contribution from each component propor- 
tional to the amount of it present, but all 
such calculations are rough approximations. 
Most measurements are made at ordinary 
temperatures, but viscosity and surface ten- 
sion can be measured only at high tempera- 
tures where the glass is in a fluid or molten 
condition. 

Viscosity — Several workers have stud- 
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ied the viscosity of soda-lime-silica glasses, Fig. 6. Effect on the Viscosity, 
as dependent on composition and on tern- Poises, at 1000 C. of the 

perature. The measurements of Washburn, Molecular Replacement of . NaaO 
Q1 u J T-1 n ITT by CaO, MgO, or AI 2 O 3 m the 

bhelton and Librnan^ covered the largest q^^ss 2Na20, 6Si02. (After 

range in composition, but do not agree in English) 
magnitude with later workers. Figure 5 


represents their results at 1400° C.; Figure 6 shows the effect at 1000° G. of 
the replacement of Na20, GaO, or AI 2 O 3 , as determined by English, and Fig- 
ure 7 gives the change in viscosity with temperature of a typical soda-lime-silica 
glass, as determined by Lillie. 

The viscosity is of importance in control of glass manufacture. Glass is 
usually melted at such a temperature that its viscosity is from 10 to 15 poises, 
and the most favorable temperature for hand-gathering is about 300 poises. The 
softening point,” an empirically-specified point on the viscosity-temperature 
curve, is the temperature at which a thread of glass 9 inches long and 0.6 milli- 
meter in diameter lengthens under its own weight at the rate of one millimeter 
per minute when heated in an electric furnace throughout its upper 9.3 centi- 
meters of length. This corresponds to about 4.5 X 10’' poises. The annealing 
temperature determined by Lillie as 4.7 X 10^^ poises is such that internal strain 


140^1924)^^”^’ E. W., Shelton, G. B., and Libman, Univ, of 111. Eng. Expt Sta Bull. 
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xvill disappear by viscous flow in about 15 minut/es, and the strain point (viscosity 
about 10^^ poises) is such a temperature that there is practically no viscous yield 
in a short time. At the strain point the glass anneals in about 16 hours, and 
below it no permanent strain will be introduced if the glass is cooled as quickly 
as is possible vdthout brealdng. 

Surface tension is the other property usually considered at high tempera- 
tures where the glass is molten. The measurements in the literature are not 
concordant. They usually agree in that the surface tension is not greatly changed 
by change in composition, and that the temperature coefficient is small and nega- 
tive, of the order of 0.01 to 0.04 per cent per degree. The best value of the sur- 
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Fig. 7. Change in Log Viscosity, in Poises, over a Large Range of Temiieia- 
ture. (After Lillie) 

face tension of ordinar^^ soda-lime-silica glasses is about 300 dynes per centimeter 
at 1200® C. Glasses high in B2O3 or in PbO have lower surface tensions. 

Calculation of Physical Properties — Certain of the physical properties in 
multicomponent glass systems are sufficiently close to being additive that they 
may be computed by appropriate simple relations. A summary of the constants 
and the relations is given in Table 2. 

Density is the propert}’’ of glass most frequently measured and numerous 
measurements have been made of glasses of widely differing compositions. AVithin 
the narrow composition range of most soda-lime-silica glasses, calculation of 
density by means of additive factors should give a fair approximation to the 
correct value. These factors are those in the formula 

^ ^ E! 

D ^ * * * d” 

in which D is the density, x\ , . . .r” the percentage by weight of the compo- 
nents, and d\ d*\ . . . d” the corresponding density factors. Table 2 gives the 
factors given by English and Turner. When precise results are required measure- 
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ment« of the desired glass are usually necessary, and in that measurement account 
must be taken of the effect of thermal history. Many standard types of glass, such 
as Pyrex resistant laboratory ware and Jena 59™, are of such widespread use 
that their density becomes a matter of general interest. Fortunately such glasses 
usually are constant enough in composition for the density given in Table 3 to be 
used for all but the most exacting work. 


TABUS 3 — PROPERTIES OF SOME MULTICOMPONENT GLASSES 



Young's 

Poisson's 

Tensile 

Compressive 

Thermal Expansion 

Specific 

Den${ti/ 

Modulus 

Ratio 

Strength 

Strength 

103 AZ 

Heat 

Q.lcm? 

Vnii — 1 kilohar; 1 bar — 

14.50 Ib./in^ 

— 1,020 kg. 

1 At 

g.^cal./g. 

2.25 

611 




3.2 (19-350®) 

0.20 

2,3701 

715 2 

0.197 4 

0.681 

12.4 1 


0.2042 

2.3701 

711 2 




5,90 (0-100^« 


2.53 

2.47 3 

644 2 

731 2 

0 , 221 4 
0,210 4 



8.83 (18.7-90.5)6 


2.5801 

647 2 

0 . 231 4 

6!661 

9.61 

9.63 (17-95.5)6 


3.21 3 

727 2 

0 252 4 



7.90 (18.9-93.1)6 


3.5321 

783 2 

0.271 4 

0.73 1 

8 3 1 


0.140 2 

4.731 1 
2.5851 

537 2 

732 2 

0 2394 
0.228 4 

0,52 1 

6.6 1 

8,03 (14.6-92.2) « 

0.2092 


1 Winkelmann, A., and Schott, O., Ann. physik, Chem., 61, 697 (1894). 

2 Winkelmann, A., Ann. physik, Chem., 4^, 401 (1893). 

5 Zschimmer, E., in Doelter, C , "Handbuch der Mineralchemie,” 1 , 869; Dresden and I^eipzig, 1912 
^ Straubel, R., Ann. Physik Chem., 68 , 369 (1899). 

® Pulfrich, C., Ann. Physik Chem., 4 ^, 609 (1892). 

®Hovestadt, H,, “Jena Glass," Macmillan, New York, 1902, 

1. Pyrex chemical resistant glass. Compn. No. 14, Table 1. 

2. Borosilicate crown optical glass, 71 d 1.496, ;i64.4. 

3. Thermometer glass 59”^ 

4. Borosilicate crown optical glass. Compn. No. 16, Table 1. 

5. Silicate crown opt'cal glass, nul.517, ^60.2. 

6. Light barium crown optical glass, ni)1.573, ^57.6. 

7. Dense barium crown optical glass, nnl.GlO, jti57.4. 

8. Dense flint optical glass. Compn. near that of No. 18 Table 1. 

9. Thermometer glass, 16^“. 

Coefficient of Expansion — ^The rate of expansion of glass with temperature 
IS of scientific and technological importance, and the coefficient of expansion is a 
property of glass which is greatly affected by change in composition. The rate 
of linear expansion of glass with temperature is almost constant over a tempera- 
ture interval up to the annealing range of the glass. More accurate measure- 
ments, however, require equations of three or more constants to represent them, 
and when such high accuracy is in question the thermal history of the glass 
becomes of importance. In the temperature region in which the expansion is 
approximately a linear function of temperature the coefficient of expansion, 
10® Al . . 

^ , in which Z is length, t is temperature, may be calculated roughly on 

t tXt 

the assumption of additivity by means of the equation 

^ ■“ [ ^ 2^2 ~1 • • • 61'nj^n 

ui which XI, X 2 , . . . xn are the percentages by weight of the several constituents 
and ai, as, ... an their specific factors, given in Table 2. Expansion coefficients 
of some typical glasses are in Table 3. 
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Elasticity— -When a piece of glass is strained by an applied force it returns 
to its original size and shape on removal of the force, provided that the tem- 
perature is not too high and tliat the force is neither too great nor applied for 
too long a time. The property by which the glass regains its original dimensions 
is called elasticity and is measured by the ratio of the stress to the strain. The 
constant of proportionality for each type of stress is a property of the substance. 
The stress may be applied in various v^ays : for example by hydrostatic pressure, 
producing a pure compression in which the elasticity is measured by the bulk 
modulus K ; b}^ torsion, producing a shear, in which case the elasticity is measured 
by the modulus of rigidity R; or by bending or tension, both of which produce 
both compression and shear. The modulus of extension in tension is known as 
Young's modulus, E; the ratio of lateral to longitudinal strain under unidirec- 
tional strain is Poisson's ratio, <r. These four quantities are related by the 
formulae 

E = 9KIV(3K + R) = 3K(1 - 2<r) - 2R(1 + tx) 

^lost of the data in the literature refer to multicomponent glasses, repre- 
sentative examples of which are given in Table 3. Factors have been given for 
the calculation of Young's modulus from composition, but both the experimental 
and theoretical foundations for such factors are inadequate and the results of 
such calculation are too unreliable to justify their inclusion here. 

Strength — AVhen glass is subjected, for short periods, to stresses within the 
limits of elasticity, the resulting strain disappears after the removal of the stress, 
and the piece retunis to its original dimensions. With most substances, on addi- 
tion of load beyond the elastic limit, a condition is reached in which yielding takes 
place continuously, and if the load is maintained, fracture results. A substance 
in which there is an initial clastic limit, that is, which is not \dscous, is said to be 
in a condition of plasticity in the region beyond the elastic limit in which defor- 
mation takes place continuously. With glass, there appears to be no region of plas- 
ticity and Hooke's law holds up to the breaking point of the glass. There is no 
accepted relation between the elasticity of a substance and its ultimate strength. 
A high value of Young's modulus does not necessarily imply a large tensile 
strength, nor does a high modulus of compressibility imply a large crushing 
strength. Also, glass may be broken in any one of many different ways, by ten- 
sion, compression, twisting, or impact; but there is no connection between the 
numerical values of the breaking strengths as determined by these several 
methods. Indeed, it is probable that in all the various methods of applying 
stress to glass, fracture always takes place in tension. A failure in tmiform com- 
pression is unthinkable, and fracture results from tensile stresses developed by 
the manner of applying the load. 

The strength of a great number of glass samples has been measured, but 
much uncertainty exists as to the significance of the results. Observ^ed strengtlis 
are greatly influenced by the size and shape of the sample. With fine fibers, 
strengths up to three million pounds per square inch have been observed. 

From theoretical considerations there is reason to believe that the strength of 
glass in tension should be that required to overcome the molecular cohesion, 
a^bout three million pounds per square inch, but the values found in practice are 
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always far smaller than this hypothetical limit. The reason is usually to be 
found in the effect of surface flaws or cracks which concentrate the stress at the 
point of the flaw and thus determine the point of breakage. The strength of 
glass is determined by the weakness of its surface, and in tempered glass such as 
is sometimes used in windshields the strength is increased by a heat treatment 
by which the surface is put under strong compression. 

Factors have been proposed for calculating the strength of glass from its 
composition, but they are of little value. Experience has shown that a tensile 
strength of about 0.7 kilobar (10,000 lb. per sq. in.) is a fair estimate of the 
strength to be expected, although larger values are frequently found. In general 
engineering calculations a factor of safety of 4 or 5 should be allowed when this 
value of the tensile strength is used. 

Little is knovm about the effect of temperature upon the strength of glass. 
At ordinary temperatures the strain remains proportional to the stress until the 
specimen breaks. At high temperatures the diminution of viscosity makes the 
strength evanescent for loads of a duration decreasing with increasing tempera- 
ture. This is illustrated by the results obtained by Laubengayer, given in Table 4, 

TABLE 4 — COLLAPSING TEMPERATURES OF GLASS TUBES * 

Temp. C.) 


Glass 

Open 

Evacuated 

Soft soda-lime 

700 

585 

Resistance tubing 

750 

635 

Pyrex chemical resistant 

820 

670 

Bohemian combustion 

860 

740 

Moncrieff combustion 

820 

770 


* Laubengayer, A. W., Ind. Eng. Chem. 21, 174 (1929). 

on the collapsing temperatures of glass tubes of 13-mm. bore and 1.8-mm. wall 
thickness, heated at 3° C. per minute, either open to the air or evacuated to 
3-mm. pressure. 

Thermal Endurance — The ability to withstand thermal shock resulting from 
sudden change in temperature is important in many uses of glass, and methods 
of measuring thermal endurance find application in the routine testing of glass- 
ware. Several formulas have been developed for the calculation of thermal en- 
durance from those properties of glass which affect (1) the development and 
distribution of strain and (2) failure under stress. These properties include 
thermal expansion, Young^s modulus, Poisson's ratio, thermal conductivity and 
diffusivity, and tensile strength. It is doubtful if the use of any of these for- 
mulas in comparing glasses offers any advantage over the comparison of expan- 
sion coefficients alone. The coefficient of expansion is more affected by change 
m composition than are Young's modulus, Poisson's ratio, or the tensile strength. 
Moreover, since the strength of glass is largely determined by surface conditions, 
the breakage of glasses of similar expansion properties under thermal shock will 
he determined largely by the condition of their surfaces. 

Heat Capacity — The specific heat of glass is assumed to be an additive func- 
tion of the constituent oxides, and this is more nearly true for specific heat than 
for any other property. The factors given in Table 2 for calculation of specific 
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heat are those of Winkelmann • and represent values of the coefficients a\ a" 
... a” in the formula 

c, aV + a'V'+--+oV' 

In niiich x\ x’\ are the percentages b}' weight of the constituent oxides. 

The specific heat of Pyrex resistant laboratory glass® in the interv^al from 
0-265” C. may be calculated from the fonnula 

cr = 0.174 4-0.00036i ‘ 

in which c* indicates the specific heat at t"* C. 

Thermal Conductivity — ^There has been little systematic studj' of thermal 
conductivity of glass. It is usually considered to be additive, and Table 2 gives 
coefficients proposed by Russ.® These coefficients are the values of At, Ac, , . . An 
in the formula 

100 _ ^ ^ ^ 

A Al A2 An 

in which A is the reciprocal of thermal conducti\dty and 6i, hs, . . . 5n the per- 
centages by volume of the constituent oxides. The unit is the gram calorie per 
square centimeter per second per degree C. per centimeter. Stephens^® meas- 
ured the change in thermal conductivity with temperature of P\Tex resistant 
laborator}^ glass from —181® to 250® C. His results are represented by 

K = -0.003523 + 0.002454 logio T 

in which K is thermal conductivity, T, the absolute temperature. At 20® the 
experimental value of thermal conductivity was 0.00245; at 90®, 0.0027. 

MANUFACTURE OF GLASS 

THU RAW MATERIALS 

The raw materials of glass manufacture are chiefly sand (Si02), soda- 
ash (NasCOa), and lime (CaCOa), vith smaller amounts of many other sub- 
stances. 

Sand — Quartz sand is the chief raw material in glass manufacture. It is 
usually shipped in paper-lined box cars after purification at the plant. The 
treatment necessaiy depends on the source of the sand, that is, whether from 
hard or decomposed quartzite, sandstone, or unconsolidated beds. The harder 
rocks are mined by blasting, crushed first in jaw crushers, then in gyrating 
crushers, and finally in a water-fed chaser mill. The crushed material after 
passing through revolving screens to remove coai*ser particles, usually those 
larger than 20-mesh, is washed to remove organic material, clay, and fines smaller 
than 100-mesli, then drained, dried, and passed through magnetic separators. 
The chief impurities in glass sand are; iron oxide, titania, alumina, calcium 

^ tVinkelmann. A., Ann. physik. Chem. 401 (1893). 

® Hildebrand, J. H., Dushak, A. D., Foster, A. H. and Beebe, C. W., J Am. Chem 
Soc.SP,2293 (1917). 

» Russ, A., Spreriisaal CA, 8S7 (1928). 

10 Stephens, R. B., Phil. Alag. (7) 74, S97 (1932). 
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carbonate, and zircoma. Of these, iron oxide is the only one usually objection- 
able. For the best grade optical glass the total iron (expressed as Fe203) should 
be less than 0.01 per cent, and for the best grade of tableware, less than 0.035 
per cent. As the necessity for freedom from color decreases, the permissible 
iron content increases, and for some types of bottles 1 per cent is not objec- 
tionable. 

Sources — Glass sand is obtained in 23 states, and the total production in 
1939 was 2,207,085 tons. Two-tliirds of the total production was, in order of 
importance, in West Virginia, Illinois, and Pennsylvania; 20 per cent was in 
New Jersey, Missouri, and Indiana. 

The production in West Virginia and Pennsylvania was chiefly from the 
Oriskany formation, a thin but widespread layer of sand outcropping across 
New York and along the Appalachian region from New Jersey to Alabama. It 
represents the shallow shores of an inland sea which in lower Devonian time ex- 
tended from the St. Lawrence valley along the course of the present Appalachian 
Mountains as far south as Alabama. It consists of remarkably pure quartz 
grains cemented by a calcareous cement, and in places in which the cement has 
been dissolved away the rock crumbles into friable sand. 

The glass sand produced in Illinois, Missouri, and Indiana comes chiefly from 
the St. Peter sandstone. This formation was laid down from Minnesota to Okla- 
homa in shallow seas of lower Ordovician age, and is considered to be derived 
from Cambrian sandstones of windblown origin deposited in the Croixian Sea. 
It is the great water-bearing formation over a large area, and the circulating 
waters have in many places completely removed the calcareous cement, leaving 
a rock which crumbles at the touch. In the Ottawa, Illinois, district it is mined 
by hydraulic methods; in Missouri in both open-pit and underground mines. 
Purification includes working, screening, and separation of iron. 

The location of glass plants in southern New Jersey was determined by the 
easily accessible beds of unconsolidated sands, which usually are mined by suc- 
tion dredges, followed by the usual purification processes. 

Soda Ash — ^The chief source of sodium oxide in the glass industry is soda ash 
made by the Solvay process.^^ The consumption by the glass industry in 1939 
was 744,275 tons. The chief impurity is sodium chloride, which should be less 
than half of one per cent. The second source orf sodium oxide is sodium sulfate 
or salt cake, of which 38,287 tons were used in 1939, usually together with the 
carbonate. If the sulfate is used in large quantity, carbon in some form is added 
to reduce it. In smaller quantities it is added to help fining and to reduce scum. 
Potash usually is added as K 2 CO 3 ' 1%H20. In 1917 the lack of a domestic source 
of K 2 CO 3 was a serious handicap in the production of optical glass for fire- 
control instruments, but there is now an ample supply.^ ^ 

Calcium Oxide — Calcium oxide is added as limestone (the carbonate), as 
burnt lime (CaO), or as unslaked lime (Ca(OH) 2 ). The choice appears to be 
based on personal preference. Most limes used in the United States are dolomitic, 
and the presence of magnesia in the dolomite ratio is common in America, espe- 
cially in bottle glass. In 1939, the consumption of lime in the glass industry was 

See Chapter 10. 

See Chapter 9. 



794 


INDUSTRIAL CHEMISTRY 


214,255 tons; of limestone, 216,492 tons. For finer grades, especially optical 
glass, precipitated calcium carbonate is used. 


MISCEIrLANUOtrS INGREDIENTS 

Alumina — Alumina is sometimes added as precipitated alumina, made by 
precipitation from a solution of the sodium aluminate. This is the form of alu- 
mina used wlirn a minimum iron content is necessar}'. In general practice 
alumina is added as a mineral, usually nephelite, Na 20 * A 120 .I • 2 Si 02 , or feld- 
spar, a mixt\ire of orthoclase, K2O ’ AI2O3 * 6 Si 02 , and albite, Na 20 • AI2O3 • 
GSi 02 . In 1939 the glass industrj^ used 165,911 tons of feldspar. The original 
state of combination of the alumina does not affect its influence on the properties 
of glass, and the choice of mineral is determined by the ultimate cost, purity, and 
amount and desirability of other mineral constituents. Alumina in amounts from 
one-half to two or three per cent is a desirable constituent of glass, especially in 
its influence in decreasing the tendency toward devitrification, and increasing 
chemical durability. 

Boric Oxide — Boric oxide is frequent!}' added to the usual glass types in 
the amount of one per cent or less, to increase the rate of melting and to im- 
prove chemical durability. It is used in larger amounts in the borosilicate crown 
optical glasses, and especially in low-expansion glasses such as Pyrex chemical 
resistant glass. When the soda content is not objectionable it is added as borax, 
Xa2Bi07 • lOIIcO, or as anhydrous borax, supplied in cr}'stalline form, ^\^len 
the Xa20 content is not wanted, boric acid, H 3 BO 3 , is used. In either case a 
high purity product is obtainable.^^ 

Nitrate — Sodium nitrate or, in some batches, potassium nitrate, is frequently 
added for its oxidizing action. Either product can be obtained in satisfactory 
purity. Sodium cliloride is sometimes present as an impurity in soda ash, and is 
sometimes added as a fining agent. 

Oxides — Lead oxide is usually added as litharge, PbO, as red lead, PbaOi, or 
as a lead silicate. Red lead is used to secure oxidizing conditions in the melt, but 
the same condition is easily insured by other means. The chief impurity in lead 
oxide is alkali oxide, usually in amount insignificant for ordinary glassmaking. 
Zinc oxide is used as the sublimed product, easily obtained of adequate purity. 
Barium oxide when used in large proportion is added as barium carbonate; when 
used in small proportion barium sulfate is used for the effect of the sulfate as a 
fining agent. The carbonate is made from the sulfate by reducing to sulfide, 
dissolving, and precipitating with sodium carbonate. The remaining sulfide is 
the chief impurity. Arsenic oxide is added to many glasses as a fining agent, and 
when purified by sublimation it is satisfactory as purchased. 

Gullet — A large proportion of the charge of a furnace consists of broken 
glass, called cullet. The proportion used varies widely, from 10 to 75 per cent, 
depending on the amount of scrap glass available and the practice of the operator. 
It is generally believed that a generous proportion of cullet speeds up melting 
and produces a more unifonn product. When there is not enough scrap being 
returned, scrap glass is purchased or a fiiraace may even be nm to produce 

See Chapter 9. 
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cullet. In this case the glass is powdered by being run with water. Other culJet 
IS crushed, usually with a jaw crusher, but the crushing is only to coarse pieces 
and often no crushing is necessary. 


EQUIPMENT AND HANDLING IN GLASS MANUFACTURE 

Equipment — Glass is made either by an intermittent process in which the 
individual containers, or pots, are heated in suitable furnaces, or by a continuous 
process in a tank. Pot melting has been used since the beginning of glass manu- 
facture, and is so especially suited for many types of small-scale or discontinuous 
operation that it probably never will be entirely displaced in spite of the com- 
mercial advantages of large-scale production in the continuous tank process. 



Fig. 8. Open and Closed Pots for Melting Glass. (Courtesy Laclede-Christy 
Clay Products Co.) 


Glass Pots — Glass-making pots (Figure 8) are made of clay which is care- 
fully chosen and blended to obtain high plasticity, a minimum of shrinkage on 
heating, and a maximum of refractoriness and resistance to attack by the glass. 
They were formerly built up by hand, but are now also made by the slip-casting 
process.!* The hand-made pots are more porous and require a long time, from 
three to six months, to dry, while the dense slip-cast pots are made and dried 
more quickly. The pots maj^ be made open, or sometimes closed by a hoodlike 
top with an opening for gathering. (See Fig, 8.) In size they range from small 
pots used for experimental meltings or for small lots of glass to be used in orna- 
mentation, to large pots for plate glass. These small pots hold from 5 to 25 
pounds while the large pots hold one or two tons. Most pots are almost cylin- 
drical, with a small taper, and some are oval in cross-section. In the manufacture 
of plate glass they are removed from the furnace by overhead cranes. The glass 
IS poured onto the casting-table and the pot is returned to the furnace. For 
making ordinary blown and pressed ware, the glass is dipped or gathered from 
me pot and these pots continue in service until they are worn out. In the manu- 

See Chapter 21. 
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facture of optical glass the pots are used but once. The pot of glass is removed 
from the melting furnace and cooled in an auxiliary furnace called a pot-arch, 
after which melt and pot are broken up. 

The furnaces used in pot melting are of a wide variety of types, ranging from 
crude single-pot furnaces ^yitbout regeneration to regenerative furnaces, either 
rectangular or circular in cross-section, and holding from sixteen to twenty pots. 
Plate glass furnaces are usually rectangular, holding as many as twenty pots in 
two rows. Other furnaces arc circular, holding up to sixteen pots, each of which 
can be set, removed, or worked from, vdthout interfering with the others. 


fiJCKSTAY ,T»t HOD 



Fig. 9A. Typical Regenerative Tj^pe Glass-melting Furnace. 


Tanks — Tanks are large furnaces so constructed that the furnace walls them- 
selves are the containers for the glass. The lower part of the tank is built of 
tank blocks. These are special refractories of appropriate shapes so that the 
furnace may be assembled without mortar, and of special composition to offer the 
greatest resistance to attack by the glass. In recent years the introduction of 
high alumina and cicctrocast refractories has so improved the quality of tank 
blocks as to increase the life of the tank by several fold, which is now often more 
than a year. Tanks vary widely in siye, but a moderately large tank for manu- 
facture of containers may be 16 by 24 feet, and delivers about 90 tons of glass 
per day. (See Figure 9.) Such tanks are separated into two sections b}^ a bridge- 
wall in which a channel, called the throat, allows the glass to flow from the large 
melting end to the working end. Tanks for flat glass are usually longer in order 
to give the glass more time to become free from bubbles (“finecr’ or '^planed”), 
and do not have a bridge-wall. When glass is worked from tanks having no 
bridge-wall, thev^^gathcr'* is taken from within annular clay floaters which pro- 
vide a glass surface free from scum. 

In all furnacesUhe top, or crown, is made of silica brick and the stmeture is re- 
inforced by steel beams and girders. With regenerative firing the checkerwork 
is below the firing level. The fuel enters the furnace in ports which are arranged 

Sec Chapter 23. 
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to be sj^mmetrical vnth the e?dt ports, thereby insuring uniformity of heating 
when the ports are interchanged on the reverse cycle. The firing is either from 
the sides or the rear. 

Fuel — The fuel used in glass melting is either oil or gas, vnili the greater 
number of gas-fired furnaces using natural gas. The temperature of a tank at 
the melting end is usually from 1425 to 1550'’ C., depending on the type of glass 
and rate of pull, and at the working end about 1200 to 1300° C. The fuel cost 



Fig. 9B. Cross-Section of a Typical Regenerative Type Glass-melting Furnace. 


is about one-fifth of the cost of glass delivered to the feeder; if that cost is $15.00 
per ton, the material of the batch wU cost about $10.00, fuel cost, $3.00, and 
repairs and maintenance, $2.00. 

Batch Handling — ^The methods used in mixing the batch and feeding it into 
the furnace range from the crudest hand-mixing and shoveling, which is still 
practiced in many plants, to largely automatic processes. 

The raw materials are delivered in ground or powdered form, and crushing 
operations are not necessary. Sand, limestone, lime, soda ash, and salt-cake are 
usually delivered in paper-lined freight cars, from which they are unloaded by 
shoveling and wheelbarrows, by power shovels and conveyor belts, by suction, or 
traveling elevator. Materials delivered in barrels or bags, such as borax and 
boric acid, lead oxide, and nitrates, are usually handled by trucks. 

Weighing procedures range from hand-barrow operations with platform or 
nmh. scales, to systems in which power-operated cars are run successively under 
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cial care must be taken to prevent segregation since uniformity of the batch is 
highly important for producing good quality glass. 

In pot operation the batch is fed ^\lth scoops which are either hand- or 
machine-operated. Filling of pots is necessanly an intermittent operation. The 
batch is filled in, melted down, more batch added and the process repeated until 
the pot is full of glass. 

Tank operation is more nearly continuous, with filling taking place according 
to a schedule which depends on rate of pull and time of reversal of the furnaces 



Fig. 10 “Triangular Dog-house” for Fecdmg Batch into a Glass-melting Tank. 
(Courtesy Hartford-Empire Co ) 

Filling takes place from a built-in structure connected wuth the tank, called a 
“dog-house,” which is usually filled b}'' gra\dty by a chute from an overhead bin 
A recent development is the triangular dog-house shown in Figure 10, from wdiicli 
the batch is delivered automatically, according to a predetermined time schedule, 
by a motor-drivdp pusher in each feeder. The quantity of batch is determined 
by the size of the batch feeders themselves, the length of the pusher stroke, the 
number of strokes per minute, and the length of the feeding time. 

Annealing — A heat treatment of glass in the viscosity range 10^^ to 10^^ 
poises is important tci secure stabihzation It is in the same range of low" fluidity 
that glass is annealed! to prevent the development of permanent strain, or to re- 
move strains introduced by too rapid or non-uniform cooling. When glass is 
cooled a temperature gradient is introduced. If the gradient is introduced vhen 
the glass behaves as an elastic substance, as it does for stresses of short duration 
at the strain point, the stress resulting from the temperature will remain until 
gradient has disappeared and will disappear wdth the gradient. If the gra- 
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dient is introduced at the softening point, at which the glass yields quickly under 
stress, no strain will result from introduction of the temperature gradient, the 
glass will cool free from strain until the temperature gradient is removed, and 
the removal of the temperature gradient will produce a permanent stress. The 



Fig. 11. Commercial Annealing Lehr for Glassware. (Courtesy Hartford- 
Empire Co.) 


permanent stresses in poorly annealed glasses are developed by the removal of a 
temperature gradient at low temperatures, and the amount of this stress is the 
difference between that caused by the removal of the temperature gradient, which 
produces a compression on the surface, and the temporary strain carried down 



Fig. 12. The Distribution of Temperature in an Annealing Lehr. (Courtesy 
Hartford-Empire Co.) 


horn the high temperature at which the gradient was introduced. In short, the 
permanent stress is equal and opposite in sign to the stress lost by flow in the 
first part of the cooling. 

The annealing of glass has been exhaustively treated both experimentally and 
mathematically by Adams and Williamson, who have given explicit directions 

Adams, L. H. and Williamson, E. D., J. Franklin Insi ' 190, 597 and 835 (1920). 
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for the most efficient cooling process in terms of the properties and dimensions of 
the glass. The critical part of the cooling is in the first establishment of the 
temperature gradient, and in general the thicker the piece the lower the tem- 
perature at which it is advisable to remove stress. Naturally, the time must 
also be increased, but the loss in time is made up by the greater initial cooling rate. 

A typical commercial annealing lehr is shown in Figure 11. Figure 12 shows 
the change in temperature with distance in a lehr used for annealing bottles. 
The front part of the lehr is usually heated by gas. Where the ‘Holoom’^ on the 
ware caused by sulfur in city gas is objectionable, either natural or propane gas 
is used, and electrically-heated lehrs are in development. The delivery end of 
the lehr is not heated and is usually lower than the front end in order to aid in 
controlling convection, which usually should be from the cold to the hot end. 
The ware is carried through the lehr on a w'oven wire belt. 

GI.ASS PRODUCTS 

Hand Manufacture — ^The manufacture of glass throughout the centuries has 
evolved from a small-scale handicraft to a scientificaliy-controlled, mechanized, 
mass-production industry. Many phases of the industry, how^ever, are still de- 
pendent on the skill of the glass-blower. Even in the highly-mechanized con- 
tainer indust r3% special shapes which are used in too small quantity to justify 
the e.xpense of putting on a machine, are blown by hand. The value of hand- 
blown ware is about 50 million dollars, or one-seventh of the total of all glass 
production. 

Free Blowing — ^The process by which glass is shaped entirely by hand- 
blowdng and manipulation of the hot glass without the aid of molds is knoTO as 
free-blowing or off-hand blowing. It requires a high degree of skill, and the 
finest products of the glass-blower’s art are free-blown. The molten glass is 
gathered on a glassmaker’s pipe, roughly shaped or ^^marvered” by rolling on a 
slab of iron, then given final shape by blowing and hand-shaping with simple 
tools. Parts not produced by simple blowing, such as stems, handles, and feet, 
are welded into the main piece. 

Blowing in Molds — Much glass is hand-blown in a mold. Paste-molds of 
metal, lined with a paste of resinous material, coated with flour or other organic 
powder which will char and leave a carbonaceous lining, are used for thin ware 
of circular cross-section. For simple forms the mold is often of one piece, but 
usually it is of two parts opening on a hinge. The hot gather is formed by mar- 
vering, placed in the mold, and the pipe roUited while the piece is blowm. The 
mold is used wet, and the layer of steam formed by the hot glass acts as a cushion 
which prevents the glass from coming into actual contact udth the mold. The 
product has a good polish and is usually free from mold marks. Unlined molds 
of cast iron, usually in two parts, are employed for much large-scale production 
of shapes that do not require high polish or freedom from mold marks. To pre- 
vent wrinkles or ripple marks the molds are kept as hot as is possible without 
formation of too much scale. Ware blown in a mold, either paste or cast iron 
molds, often requires a subsequent finishing operation. Some ware is gathered 
by hand on an iron rod, called a pontil, then pressed \rithout blowing* 

In the making of hand-drawn tubing a bubble is blown in a gather of suih 
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able size, and the gather is then marvered into cylindrical shape. It is then 
manipulated by rolling and blomng so that the bubble becomes a cylindrical hole 
extending almost to the free end of the gather. This free end is then stuck on 
an iron rod and pulled into a tube by the carrier who walks away carrying the 
hot mass of glass, while the blower controls the roundness of the tube by blowing 
and manipulating the gather. Thickness of tube is controlled by the rate of 
drawing, and local hot-spots at which the tube tends to draw down are controlled 
by fanning. 

Machine-made Ware — ^The mechanical processes used in working glass differ 
widely according to product. The first branch of the industry to be considered 
is flat glass, consisting chiefly of window and plate glass, and laminated glass 
used for automobile glazing. 

Window Glass — ^Window glass, formerly made by the cylinder process, is 
now almost entirely made by drawing in flat sheets directly from the tank. In 
the Fourcault process the sheet is drawn through a ''debiteuse,^* which is a clay 
block sunk to a varjdng depth into the molten glass, and containing a longitu- 
dinal slot through which the glass rises under a slight head. The slot is four to 
six feet long, and the sheet is pulled up by rollers which are as wide as the full 
width of the sheet. The sheet is drawm at exactly the rate at which the glass 
rises through the slot under the slight head, thus avoiding the narrowing effect 
of surface tension, and the thickness is deteimined by the rate of drawing, which, 
for a single-strength sheet, 80 inches wide, is 48 inches per minute. The sheet 
is drawn vertically through an annealing zone and then cut into standard lengths. 

In another process, used by the Pittsburgh Plate Glass Company, the sheet 
is drawn vertically without the aid of a debiteuse. In the Colburn process, used 
by the Libbey-Owens-Ford Company, the glass may be dravm directly from the 
tank over bending rolls, then horizontall}’^ on a flattening table, and through an 
annealing chamber. The product of these continuous sheet processes is greatly 
superior to the older glass; so much superior that flat-drawn glass is replacing 
polished plate in some of its uses. 

Plate Glass — ^By plate glass is meant a sheet that has been ground and pol- 
ished. Much plate glass, including all large sheets, is still made in individual 
pots, ^vhich are lifted from the furnace, the glass being poured onto an iron cast- 
ing table. A heavy iron roller flattens the glass into a sheet, which is then an- 
nealed, inspected, and cut into sheets. These sheets are then ground and polished. 

In the Bicheroux process the glass is poured from the pot onto a set of power 
rollers, and in some plants the glass flows directly from the tank through rollers. 
Wire glass is made by a process similar to that for plate glass except that a sheet 
of woven wire is rolled into the glass. “CathedraF^ glass is cast with a rough, 
usually figured, surface and is not ground. 

Safety Glass — ^Automobile glazing is estimated to consume 75 per cent- of 
the output of plate glass. At first windshields and windows were of ordinary 
plate, then safety glass came to be used in the windshields, and now all glass is 
usually of a safety type. Two types of safety glass are used. One, known in 
this country as ‘^Herculite^^ or '^Tuf-Flex,” is a polished plate glass that is ther- 
mally toughened by being heated just below the softening point and then chilled 
by a large number of jets of air on each side to produce a surface compression 
and a stram pattern of a definite checkerboard type. The enormous increase in 
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strength is spectacular, as sho\vn by the familiar illustration of several men 
standing on a windshield supported at the two ends, or by a sheet being used as 
a diving board. Like any material, however, it can be broken, but the particular 
strain pattern used makes the broken glass practically harmless. Ordinarily, 
when glass breaks it develops sharp, jagged splinters, but the heat-treated safety 
glass dices into shapes best described as octahedral with edges repeatedly trun- 
cated, and free from sharp edges. About 13.5 million square feet of this type 
safety glass were produced in 1940. 

Other safety glass is made like a sandwich, with a layer of an organic plastic 
between two layers of glass. The first laminated glass used cellulose nitrate or 
cellulose acetate,^" but this was not entirely satisfactory because of the effect of 
light in turning it brown and spoiling its plasticity, and because it became brittle 
at low temperatures. Newer plastics,^® vinyl butyrol and methyl methacr54ate, 
have overcome these difheuities, and now laminated glass is used in the greater 
part of the automobile industry, in airplanes, and for bullet-resisting glass. 

In the manufacture of laminated glass the glass and plastic are cut to shape, 
inspected, washed, an adhesive applied to the glass if such a step is necessary', and 
the sandu-ich assembled. The parts are pressed together at moderate tempera- 
ture and pressure, and tlien given a final treatment in an autoclave at about 
250 pounds pressure to weld the plastic and glass ffrmi}" togeUier. After press- 
ing, the edges are cleaned and given a finishing operation to seal them, except 
with such plastics as are not affected by moisture. The outermost glasses of the 
laminated light should be as thin as possible to avoid undue spalling when broken. 
In some of the production the laminated glass used is flat-drawn sheet glass, 
which is not as flat as plate glass and consequently does not give such completely 
satisfactor}' vision. 

Tubing — The first mechanization of the manufacture of glass tubing was in 
the provision of towers for drawing. The large hand gather is marvered.as in 
the hand drawing, stuck on, and then fastened to a vertical elevator wiiicli draw's 
the tube at a uniform rate in a closed chamber. This process is much used for 
thermometer tubing wiiere uniformity of bore is essential. The w’hite backing is 
marvered into the gather. 

True mechanical drawing of tubing takes the glass directly from the furnace. 
In the Danner process the glass flows onto a hollow^ revolving mandrel through 
w'hich air is blowm. The glass wraps itself around the mandrel and flows together. 
The drawing process is started by hand; the tube being drawm off the mandrel 
and fastened to a pair of asbestos-covered belts wiiich draw’ it continuously. In 
another process the tube is drawm upwvard through a circular clay block floating 
on the glass, while air is blowm upw’ard through the center of the block. 

Hollow Ware — ^The various types of glassw'are, including plates, dishes and 
cups, tumblers and goblets, lamp chimneys, globes and reflectors, ovenw’are, and 
the wide variety of containers, are made by one of two types of machine. One 
type is the suction-feed Ow’ens machine, the pioneer machine in this field winch 
started the wiiolei'ale mechanization of the industry; the other type is the gob- 
feeder machine, of w'hich there are several variants. 

See Chapter 38 and Chapter 31, 

See Chapter 31. 
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The Owens machine (Figure 13) is a self-contained, synchronized, circular 
assemblage of a number of units or arms, which takes glass out of an auxiliary 
circular revolving pot fed from the main tank. In its operation a suction mold 
is lowered onto the molten glass, a gob of the requisite size is sucked up, and 
the excess glass cut off. The suction-mold then swings away, leaving a shaped 
gob called a parison suspended from the neck-mold. The blow-mold then rises 
to surround the parison, and the bottle is blo\vn. The suction-mold repeats its 
cycle. The blow-mold delivers a finished bottle and again rises into position to 



Fig. 13. The Owens Machine. (Courtesy Owens-Illinois Glass Co.) 


take another parison from the suction-mold. For large ware, each arm has a 
single mold, but for smaller bottles a double or triple cavity mold which shapes 
two or three bottles at once, can be used. With double molds a 10-arm machine 
can debver 100 6-ounce bottles per minute, or 1000 gross per daj^, to the an- 
nealing lehr. 

Most other types of automatic machines make use of a feeder, which delivers 
hot glass in gobs of predetermined shape and weight at regular intervals to a 
forming mold. Numerous problems arise in accomplishing this apparently simple 
purpose, and differences in their solution characterize the several types of feeders. 
Feeders are an integral part of the '"blow and blow^^ and "^press and blow^' ma- 
chines on which are made the larger part of all hollow ware. In these latter type 
machines the gob is formed mto a parison by pressing in the feeder mechanism 
and then blown Into a mold. The two units may be separate or integral. 

An example is the Hartford-Empire I S Machine (Figure 14). This is an 
assembly of several units, each of which is an independent section and may deliver 
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different shapes, provided each requires the same weight gob. The parison molds 
receive gobs distributed in turn from a single feeder. These molds form the 
parison, then swing across the table and deliver the half-formed blanks to blow- 
molds. The rate of production depends on the size and type of ^Yare and the 
number of sections. With an 8-ounce bottle a 10-section machine may deliver 
2000 gross per day. 

Several types of automatic presses in which no blowing operations are required 



Fig. 14. The Harlford-Empire I S Machine. (Courtesy Hartford-Erapire Co) 


are used in connection with feeders in the production of tumblers, dishes, oven- 
ware, tableware, and some packers’ ware. In some cases the ware requires finish- 
ing by fire-pohshiiig, but much goes diiectly to the annealer. 

Lamp Bulbs — Most lamp bulbs are made on the Coming ^^399” machine 
(Figure 15), a ribbon machine which has also been used for bulbs for Christmas 
tree ornaments and for tumblers. The glass flows in a continuous stream from 
the foreheiorth of a tank and passes between two rollers which deliver a con- 
tinuous narrow\ ribbon of glass. One roller has depressions on its surface, giving 
a series of unifdnnly spaced buttons along the ribbon, which fit over the suc- 
cessive openings \in an endless metal belt. The ribbon of molten glass is carried 
by the belt in a siVaight line under a row of blow-heads, forming a second endless 
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chain moving in time with, and above, the first. As the belt moves on, the glass 
buttons sag through the openings in the belt and the blow-heads register above 
them, after which each lengthening bulb of glass is enclosed from below by a 
split rotating metal mold which is paste-lined. The bulb is blo^vn as it moves 
forward in its place in the line by air admitted from the wind-box. After the 
bulb has cooled enough to maintain its shape, the molds open, as shown in the 
lower part of Figure 15, and the bulb is separated from the glass ribbon and 
directed into an annealing chamber* This machine has produced as high as one 


W 



Fig. 15. The Corning ^'Ribbon'* Machine. (Courtesy Corning Glass Works) 


milUoix bulbs in 24 hours, an excellent illustration of the manner in which mecha- 
nism in the industry has greatly reduced the price of an improved product. 

Glass Wool — 'Tiberglas'^ is a new product whose manufacture does not re- 
semble any process yet described. Glass fibers have long been known. However, 
the modem development, by the Owens-Corning Fiberglas Corporation, has been 
not only one of method of manufacture, but also one of greatly enhancing the 
usefulness of glass fibers by decreasing their diameter. Much of the older ma- 
terial was little more than thin glass rod. The modem product is smaller in 
diameter than any other industrial fiber. The industry has been expanding rap- 
idly since its inception a few years ago. The most recent estimates indicate an 
annual production of over 30,000 tons. 

Two processes are used in the production of “Fiberglas,^' the trade-mark name 
for the product. Continuous filament is produced by mechanical drawing of the 
molten glass into strands of indefinite length (measured in miles). The average 
diameter of the individual fibers is 0.00022 inch, but the filaments from 102 or 
more orifices are drawn into a strand without twist* After spraying with a 
lubricant, one or more strands are twisted together to form 3 mrn, and the 
yarns are plied by twisting two or more together to provide any desired thread 



S 06 


INDUSTHIAL CHEMISTRY 


or cord construction. The continuous filaments are smooth and cylindrical, and 
the 3'arn is free from fuzziness. 

Properties of Fiberglas, The fibers owe their properties to their extreme 
fineness, which is of the order of five ten- thousandths of an inch. The tensile 
strength of glass fibers increases rapidly as the diameter decreases, and especially 
as it decreases below two-thousandths of an inch. Strengths as high as one and 
a half million pounds per square inch have been obtained on fibers of about one 
ten-thousandth of an inch in diameter. Combined with high strength is extreme 
flexibility’' and softness to the touch. It has been calculated that a fiber two 
ten-thousandths of an inch in diameter has a length of 23 million feet, or 4356 



Fig. 16. Thermal Conductivity of Fiberglas Insulating Wools. (Courtesy 
Owens-Corning Fiberglas Corp.) 


miles per pound, and a total area of 1500 square feet. With so large a ratio of 
surface to mass, the properties of the surface, and especially its chemical dur- 
ability’’, become of utmost importance. The composition of the glass must be 
such as to have unusual resistance to weathering and to attack by’’ chemical 
reagents. Glasses have now been developed which will give satisfactory service 
even under extreme conditions. These are iisually soda-lime-silica glasses, low in 
soda, and containing AI2O3 or B2O3 or both. Some alkali-free glasses are in use. 

Staple Fibers. In the manufaefure of staple fibers, molten glass flowing from 
a multitude of fine holes is met by jets of high-pressure steam which Break each 
stream into a large Wmber of fibers, each so fine as to be almost invisible, and 
essentially endless. If it is to be used as a yam, the fibers are sprayed with a 
sizing or lubricant, as in other textile operations, then gathered into strands 
which may contain 60 or more individual filaments. In the manufacture of yarn, 
several of these strands are combined to fonn a thread, and two or more of the 
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threads are combined with a reverse twist. The resulting yam is free from any 
tendency to kink, and its further treatment is the same as that of any other 
textile material. 

This yam has many uses. It may be spun into cloth, used for dresses, for 
non-flammable curtains and hangings, as a filtering medium in filter presses, or 
as a separator in storage batteries. Decorative yarns, in which the coloring 
material is a part of the glass itself, are available. When used as insulation in 
electrical motors and generators, it increases their safe operating temperature, 
increases efficiency, and reduces fire hazards. When the coarser steam-blown fiber 
is gathered into a mat, it becomes a most useful heat insulator which is finding 
innumerable applications. 

Fiberglas Mats. Fibeiglas in mat or loose form is used as a heat insulator 
in houses, Pullman cars, battleships and submarines, refrigerators, and as a filter 



Fig. 17. Detail of Connection m “PjTex” Glass Pipe. (Courtesy Corning Glass 
Works) 


in air-conditioning. The fiber for tins purpose resembles staple fiber but is of 
coarser texture. In many of these uses it is considered as one type of '^mineral 
wool,” a trade name which also includes wool made from rock or slag. These 
various products all have about the same thermal conductivity, but the presence 
of unfiberized material, shot and slugs cause the rock and slag wool to have a 
higher density, about 10 pounds per cubic foot. Glass wool has a natural density 
of about 1.5 pounds per cubic foot, and when compressed to 10 pounds has a lower 
conductivity. Figure 16 shows the thermal conductivity of glass wool of different 
density at various temperatures. 

Roch Wool. The rock or slag wools are made by melting in a cupola, usually 
with coke as fuel. The molten charge is run into upwardly-directed jets of 
steam which shred it into wool. The raw product is of variable fiber-thickness, 
and contains from 10 to 30 per cent of granular material called ^^slugs,” some of 
which is usually removed before marketing. The raw materials are of widely 
differing character: argillaceous limestone or calcareous shale, ordinary shales, 
lead, iron or copper slags. To these may be added limestone, dolemite or quartz 
rock to give a more easily melted mix. Rock and slag wools differ widely in 
composition, but a representative one is: Si02, 42 per cent; AI 2 O 3 , 12 per cent; 
CaO, 34 per cent; MgO, 10 per cent; FeaOs, 1 per cent. When the lime content 
IS too great the wool tends to disintegrate and settle from reaction with moisture, 
an(Hhe presence of sulfides also causes deterioration. 

l^uilding Blocks — The production of glass building blocks, a recent develop- 
ment, is now about two and a half million square feet per year. The glass must 
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be of high chemical durabilit}^, and is usually of the soda-lime type containing 
alumina or boric oxide. The blocks are liollow, and are pressed in two parts. 
The molten glass is delivered in units or gobs of the proper size by an automatic 
feeder to an automatic press. The half-sections from the press are sealed to- 
gether before cooling, either by dipping the edges in molten aluminum and 

TABLE 5 — ^ESTIMATED WORLD PRODUCTION OP GLASS AND GLASS PRODUCTS* 

(Values have been converted into U. S. Dollars) 

Official Stalislics Unless Otherwise Noted 


Producing ^Production (000 omitted)-— No. of 

Country Year MeiricTons Value (U.S.%) Establishments Employmeni 

United States 1935 2,948 > 283,925 213 67,100 

Germany 1935 700* 132,400* 300* 85,100 "> 

United Kingdom .. . 1934 775* 70,000 125 * 43,000 

Rumania 1930 500’ 40,000’ 63’ 6,000’ 

Czccho-SIovakia . . . 1935 148 ’ 29,0C0 ’ 200 22,000 • 

France 1937 476’ 28,000’ 147’ 38,000’ 

Belgium 1935 235 ‘ 25,000 125 * 28,500’ 

Italy 1935 100 * 25,000 500 28,000’ 

Japan 1935 500 ’ 20,000 696 23,866 

Soviet Russia 1936 600 11,000 ” 71,000 

Canada 1936 75* 10,000 68 3,100 

Sweden 1935 65 7,156 58 6,000 

Australia 1937 85 ’ 7,000’ 3 4,000’ 

Poland 1935 97 6,000 60 10,000 

Netherlands 1935 75’ 5,000’ 10’ 6,000’ 

Yugoslavia 1931 45 ’ 3,500 ’ 6 ’ 1,500 ’ 

Denmark 1935 25* 2,000 5 1,163 

Nonvay 1936 12 1,350 5 855 

China 1933 16’ 1,144’ 40’ 4,000’ 

Spain 1935 30* 1,000* 150’ (>’) 

Portugal 1935 10’ 1,000’ 7’ (") 

Austria 1926 10* 4,000* 10’ 2,500’ 

Latin America 1935 100’ 11,000’ 105 17,000’ 

Total (estimated) . . 8,000 800,000 3,000 500,000 

Basis of estimates; 

1 Known relationship to exports. 7 Metric ton valued at SSO. 

2 Fuel acti^*^ty in relation to prp\dously compiled data. * 140 per cent of eand consumption. 

2 Trade estimates. * 54 per cent of average (40,000). 


* Value per ton ns indicated by exports. 85 per cent of 1928 total, 

5 Known relationship to imports. Unofficial domestic rate of ruble S.03. 

® Lists of manufacturers. No basis for estimate. 

* From “World Production nnd Trade in Glass” — Bureau of Foreign and Domestic 
Commerce, U. S. Dept, of Commerce. 

pressing together, or by transferring the liot sections to an automatic sealing 
machine. This is a rotating and indexing machine which carries the hot sections 
over and above stationary burners, and then moves the hot sections into contact 
and presses the weld. The subsequent annealing of the rigid, entirely closed, and 
stressed blocks is difficult and requires special equipment designed to give the 
necessar}'’ time- and temperature-schedules which must be precisely followed. 

Chemical Engineering Constri^ction — During the past 15 years glass has 
been increasingly used in chemical engineering construction where corrosion is 
troublesome or where purity of product is essential. Used originally in the 
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heavy-chemicals industry, particularly against HCl solutions or wet chlorine 
gases, it has more recently found numerous practical applications in processing 
fine chemicals, pharmaceuticals, foods and beverages. 'TYREX^^ glass piping 
of heat and chemical resistant glass, complete with fittings and accessories, is 
available in sizes up to 4" l.D. and is designed for maximum working pressures 
of 100 pounds per square inch. Figure 17 shows the construction of the special 
pipe joint. Other glass chemical engineering equipment includes heat-exchangers, 
bubble-towers, absorption columns, raschig rings, and centrifugal pumps. 


THE ECONOMICS OF THE GLASS INDUSTRY 

The first attempt to obtain a world-wide statistical picture of the glass 
industry is given in Table 5, reprinted, with revision, from Morey The data 


TABLE 6 — EXPORTS OF GLASS FROM PRINCIPAL COUNTRIES OF PRODUCTION* 


(Values converted into U. S. $1000) 




Per Cent 


Per Cent 

Approximate 


Per Cent 



of Total 


of Total 

Per Cent 


of Total 



World* 8 


World's 

of Local 


World's 

Country of Export 

1929 

Exports 

1936 

Exports 

Production 

1938 

Expons 

Germany 

61,300 

29 

55,387 

41 

40 

33,438 

32 

Czecho-Slovakia . . . 

40,804 

20 

24,138 

18 

80 

17,805 1 

17 

Belgium 

42,023 

21 

18,641 

14 

75 

17,034 

16 

United States 

10,931 

5 

8,264 

6 

3 

8,332 

8 

United Kingdom. . . 

11,000 

5 

7,800 

6 

10 

7,884 

8 

Japan 

6,090 

3 

7,438 

5 

40 

7,365 

7 

France 

21,281 

10 

5,870 

4 

20 

6,308 

5 

Austria 

2,287 

1 

2,187 

2 

60 

1,846 2 

2 

Netherlands 

3,557 

2 

1,742 

1 

35 

1,739 

2 

Italy 

2,032 

1 

1,109 

1 

4 

2,094 

2 

Sweden 

1,221 


1,062 

1 

14 

1,149 

1 

U.S.S.R 

2,200 

i 

720 


6 

571 

1 

China 

600 


372 


30 



Australia 

175 


320 


5 



Others (estimated) . 

1,765 


450 





Total (estimated) . . 

205,000 


135,500 






^ First nine months. 2 First ten months. 


* Bureau of Foreign and Domestic Commerce, U. S. Dept, of Commerce. 


represent conditions before the outbreak of war in 1939; present conditions are 
too unsettled for estimates to be of value and future trends are unpredictable. 
The most significant fact brought out is the pre-eminent position of the Dnited 
States as a consumer of glass. The production of glass in the United States is 
% of the total world production, four times that of either of the two nearest 
competitors, the United Kingdom or Germany, and three times the total of 
Germany, Austria and Czecho-Slovakia. The glass exported from the United 
States (Table 6) is only one-seventh that from Germany, one-tenth that ex- 
ported from Germany, Austria and Czecho-Slovakia. From these data it follows 
that the United States^ market for glass is almost equal to that of the rest of the 
world, and the consumption per^ capita is more than twice that of any other 
country. Exports of glass from the United States first exceeded imports in 1933, 
and in 1939 the total value of irdports was $5,156,000; of exports, $10,422,000. 

G. W., 'Troperties of Glass, Reinhold Publishing Corp., New York 
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be of high chemical durability, and is usually of the soda-lime type containing 
alumina or boric oxide. The blocks are hollow, and are pressed in two parts. 
The molten glass is delivered in units or gobs of the proper size by an automatic 
feeder to an automatic press. The half-sections from the press are sealed to- 
gether before cooling, either by dipping the edges in molten aluminum and 

TABLE 5 — ESTIMATED WOBLD rBODUCTION OF GLASS AND GLASS PRODUCTS* 
(Values have been converted into U. S. Dollars) 

Official Staiislics Unless Otherwise Noted 


Producing 
Country Year 

United States 1935 

Germany 1935 

United Kingdom . . , 1934 

Rumania 1930 

Czecho-Slovakia . . . 1935 
France............ 1937 

Belgium 1935 

Italy 1935 

Japan.. 1935 

Soviet Russia 1935 

Canada 1935 

Sweden 1935 

Austral ‘a 1937 

Poland 1935 

Netherlands 1935 

Yugoslavia 1931 

Denmark 1935 

Norway 193G 

China 1933 

Spain...... .... 1935 

Portugal 1935 

Austria 1926 

Latin America 1935 

Total (estimated) . . 


Basis of estimates: 


^Production {000 omitted)'-' 
Metric Tons Value {U.S. S) 


2,948 ^ 

283,925 

700 < 

132,400 2 

776* 

76,000 

600* 

40,000 7 

148^ 

29,0C0 ^ 

476* 

28,000 3 

235 ‘ 

25,000 

100* 

25,000 

500* 

20,000 

600 

11,000 

75 « 

10,000 

65 

7,156 

85 T 

7,000 3 

97 

6,000 

753 

5,000 * 

45 3 

3,500 3 

25 « 

2,000 

12 

1,350 

15* 

1,144 3 

30 3 

1,000 * 

10* 

1,000* 

10* 

4,000 * 

100* 

11,000* 

8,000 

800,000 


EmpJoymeni 


68 
58 
3 
60 
10 » 
6 « 

5 

6 

40 3 
150® 
73 
10 * 
105 
3,000 


No, of 

Establishments 
213 
300 « 

125 « 

633 

200 

1473 

125 « 

500 

696 


67.100 

85.100 

43.000 

6.000 3 
22 , 000 « 

38.000 3 
28,500 3 

28.000 3 
23,866 

71.000 
3,100 

5.000 

4.000 3 

10.000 

5.000 3 
1,500* 
1,163 

855 

4,000* 

(11) 
2,500* 
17,000 * 
600,000 


1 Known relationship to exports. 7 Metric ton valued at $80. 

* Fuel actinty in relation to proviouely compiled data. * HO per cent of sand consumption. 

* Trade estimate*? 9 54 per cent of average (40,000). 

< Value per ton ns indicated by exports. 10 85 per cent of 392S total, 

^ Known relationship to imports. n Unofficial domestie rate of ruble $.03. 

c Lists of manufacturers 13 No basis for estimate. 

* From ^'World Production and Trade in Glass” — Bureau of Foreign and Domestic 
Commerce, U. S. Dept, of Commerce. 


pressing together, or by transferring the hot sections to an automatic sealing 
machine. This is a rotating and indexing machine which carries the hot sections 
over and above stationary burners, and then moves the hot sections into contact 
and presses the weld. The subsequent annealing of the rigid, entirely closed, and 
stressed blocks is difficult and requires special equipment designed to give the 
necessar}’’ time- and temperature-schedules which must be precisely followed. 

Chemical Engineering Construction — ^During the past 15 years glass has 
been increasingly used in chemical engineering construction where corrosion is 
troublesome or where purity of produ(»t is essential. XJsed originally in the 
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TABLE 8— <JENERAL STATISTICS OF THE GLASS INDUSTRY OP THE UNITED STATES, 1931-1939* 


1931 1933 1935 1937 1939 

Number of estab- 
lishments 229 213 213 232 229 

Salaried 

personnel ^ 6,212 7 ,956 7 ,316 

Salaries 1.2 $ 14,384,855 $ 17,803,799 S 17,285,000 

AVageearners^ .. 49,917 49,797 67,138 75,051 69,821 

Wages 2.3 S 57,881,550 8 45,221,754 S 71,443,178 $101,597,694 $ 88,304,912 

Cost of materials, 

etc2 73,574,568 63,409,894 110,040,997 140,705,050 120,775,400 

Value of 

products 2 .... 216,264,830 191,947,716 283,925,061 387,709,563 357,978,022 

Value added by 

manufacture ^ . 142,690,262 128,537,822 173,884,064 247,004,513 237,202,622 


^No data for employees of central administrative offices are included, 

2 Profits and losses cannot be calculated from the census figures because no data 
are collected for certain expense items, such as interest, rent, depreciation, taxes, in- 
surance and advertising. 

® The item for wage earners is an average of the numbers reported for the several 
months of the year and includes both full-time and part-time workers. The quotient 
obtained by dividing the amount of wages by the average number of wage earners 
should not, therefore, be accepted as representing the average wage received by full- 
time workers. 

4 Value of products less cost of materials, supplies, fuel, purchased electrical energy 
and contract work. 

* Bureau of the Census, Department of Commerce, AA^ashington, D. C. 


TABLE 9— STATISTICS OF THE GLASS INDUSTRY OF THE UNITED STATES, 1939 * 


Flat Glass Value 

Window glass S 24,326,040 

Obscured, including cathedral and opalescent 2,235,080 

Wire glass, rough and polished 2,291,800 

Other flat glass i 42,532,677 

Total flat glass $ 71,385,597 


Container Glass 


Food product containera S 60,185,027 

Beverage containers 61,218,689 

Medicinal and toilet containers 38,171,646 

General purpose and not classified 6,789,475 

Total containers $156,364,837 


Tableware, Pressed and Blown Glass, and Not 
Otherwise Classified 


Machine made (automatic) tableware $ 28,366,098 

Hand made tableware 11,655,462 

Lighting glassware 21,484,048 

I^enses2 2,116,938 

Technical, scientific and industrial glass 9,952,699 

Pressed and blown glassware ^ 19,079,573 


^ Includes polished plate, other safety glass (not laminated), rough plate glass and 
spectacle glass. 

for use in headlights, lighthouses, lanterns, etc. Optical glass 

cooking ware or ovenware, fiber glass products, building glass not 
umemse classified, pressed specialties, etc. 

Bureau of the Census, Department of Commerce, Washington, D. C. 



810 INDUSTRIAL CHEMISTRY 

TABLE T^XJNITED STATES FOREIGN TRADE IX GLASS * 

United States Imports and Exports of Glass and Glass Products 
(Values in thousands of dollars) 

Country oj Origin 


or Destination 

mo 

1920 

1929 

ms 

1937 

1938 

1939 

IMPORTS 

Oerxmms' 

. . 

18S& 

4,357 

1,553 

2,487 

2,780 

1,743 

Czecho-Slovakia 

■ . (n 

338 

2,840 

769 

2,940 

2,215 

239 

Belgium 

. 1,687 

1,893 

2,733 

204 

1,202 

611 

964 

Japan 

. . 3 

308 

178 

134 

1,022 

547 

587 

France . . . 

639 

612 

2,097 

320 

428 

377 

436 

United Kingdom . ... 

. 444 

1,167 

740 

250 

561 

418 

627 

Italy .... 

38 

67 

407 

106 

136 

147 

153 

Netherlands . . . . 

. . 24 

472 

262 

51 

28 

22 

29 

Sweden 

3 

26 

159 

22 

127 

139 

199 

All other 

736 

825 

220 

104 

1,241 

272 

274 

Total 

5,038 

7,577 

13,993 

3,518 

10,172 

6,528 

5,156 

TYPE OF WARE 

Window glass 

2,099 

623 

2,184 

161 

1,504 

834 

793 

Plate glass 

247 

2,271 

2,256 

140 

738 

115 

75 

Containers 

464 

305 

308 

644 

719 

566 

383 

Household glassware 

0) 

0) 

282 

1,464 

4,202 

3,091 

2,715 

Other glassware 

2,228 

4,379 

8,963 

1,109 

3,009 

1,922 

1,190 

Countiy of Origin 

or Destination 

1000 

1020 

1020 

1033 

mr 

ms 

mo 

EXPORTS 

Canada 

580 

7,964 

5,068 

1,998 

4,288 

3,608 

4,615 

Cuba 

167 

5,296 

1,083 

311 

1,652 

1,180 

1,311 

Philippine RIands 

6 

590 

340 

200 

339 

423 

570 

Mexico 

282 

2,191 

580 

261 

591 

342 

528 

Union of South Africa 

17 

318 

159 

80 

326 

326 

423 

Australia 

249 

S61 

323 

250 

242 

302 

360 

Colombia 

13 

575 

193 

49 

269 

251 

411 

United Kingdom 

141 

4,258 

483 

no 

334 

248 

250 

Venezuela 

5 

402 

83 

19 

193 

247 

322 

Panama 

(1) 

319 

139 

91 

240 

217 

237 

All others 

476 

7,872 

2.480 

936 

1,310 

1,188 

1,395 

Total 

1,936 

30,776 

10,931 

4,305 

9,784 

8,332 

10,422 

TYPE OF WARE 

Window glass 

36 

4,097 

605 

154 

53 

36 

194 

Plate glass .. . 

0) 

2,854 

745 

1,170 

984 

791 

1,106 

Glass containers 

. 0) 

9,576 

3,570 

1,116 

3,321 

2,896 

3,454 

Table glassware 

0) 

423 

1,658 

424 

1,750 

1,581 

1,963 

All other 

1,900 

13,136 

4,353 

1,441 

3,676 

3,028 

3,705 


^ Data not shown separateljx 

* Bureau of Foreign apd Domestic Commerce, Dept, of Commerce, Washington, 

D. a 


Employment in Gl^ss Industry — Another significant comparison is that of 
employment in the indue, trj^ In 1935 the United States produced 2,948,000 tons 
of glass with an emplojinent of 67,100, or 43.9 tons per person. Germany, with 
a production of 700,000 tons, less than a quarter that of the United States, had 
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TABLE 8— GENERAL STATISTICS OF THE GLASS INDUSTRY OF THE UNITED STATES, 1931-1939 * 
19S1 1933 1935 1937 1939 


Number of estab- 
lishments 329 213 213 232 229 

Salaried 

personnel^ 6,212 7,956 7,316 

Salaries 1.2 $ 14,384,855 $ 17,803,799 $ 17,285,000 

Wageeamers3 .. 49,917 49,797 67,138 75,051 69,821 

Wages 2,3 $ 57,881,550 $ 45,221,754 $ 71,443,178 $101,597,694 $ 88,304,912 

Cost of materials, 

etc 2 73,574,568 63,409,894 110,040,997 140,705,050 120,775,400 

Value of 

products 2 .... 216,264,830 191,947,716 283,925,061 387,709,563 357,978,022 

Value added by 

manufacture ^ . 142,690,262 128,537,822 173,884,064 247,004,513 237,202,622 


^ No data for employees of central administrative offices are included. 

2 Profits and losses cannot be calculated from the census figures because no data 
are collected for certain expense items, such as interest, rent, depreciation, taxes, in- 
surance and advertising. 

3 The item for wage earners is an average of the numbers reported for the several 
months of the year and includes both full-time and part-time workers. The quotient 
obtained by dividing the amount of wages by the average number of wage earners 
should not, therefore, be accepted as representing the average wage received by full- 
time workers. 

4 Value of products less cost of materials, supplies, fuel, purchased electrical energy 
and contract work. 

♦Bureau of the Census, Department of Commerce, Washington, D. C. 


TABLE 9 — STATISTICS OF THE GLASS INDUSTRY OF THE UNITED STATES, 1939 ♦ 


Flat Glass Value 

Window glass S 24,326,040 

Obscured, including cathedral and opalescent 2,235,080 

Wire glass, rough and polished 2,291,800 

Other flat glass ^ 42,532,677 

Total flat glass S 71,385,597 


Container Glass 


Food product containers $ 60,185,027 

Beverage containers 51,218,689 

Medicinal and toilet containers 38,171,646 

General purpose and not classified 6,789,475 

Total containers $156,364,837 


Tableware, Pressed and Blown Glass, and Not 
Otherwise Classified 


Machine made (automatic) tableware $ 28,366,098 

Hand made tableware 11,655,462 

Lighting glassware 21,484,048 

Lenses 2 2,116,938 

Technical, scientific and industrial glass 9,952,699 

Pressed and blown glassware ^ 19,079,573 


^ Includes polished plate, other safety glass (not laminated), rough plate glass and 
spectacle glass. 

^So-called lenses for use in headlights, lighthouses, lanterns, etc. Ontical clacs 
lenses not included. 

® Includes glass cooking ware or ovenware, fiber glass products, building glass not 
classified, pressed specialties, etc. 

Bureau of the Census, Department of Commerce, Washington, D. C. 
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an employment of 85,100, almost one-quarter greater, or 8.2 tons per person. 
The total of Germany, Austria and Czecho-Slovakia gives a production of 7.9 tons 
per person. These differences in productivity offer striking evidence of the 
tendency of American manufacturers to develop mass production methods. 

In 1937 the glass industry of the United States was 24th 21 in order of in- 
dustries based on number of wage earners, and 3Sth in value of product. Its 
rank in value added in manufacture was 2oth ; but of the first 25 industries it 
was fourth in ratio of value added in manufacture to total value of product. In 
this respect it is exceeded only by the printing and publishing industries, and 
by foundrj^ products. In 1939 the total value of the glassware produced in the 
United States was 8320,405,252, produced by 69,821 manufacturing wage earners. 

International Trade — Table 7 gives a survey of world trade in glass, and 
shows the source and amount of imports and exports into the United States, and 
destination and amount of exports. Prior to 1939, Germany and Czecho-SIovakia 
were the source of more than half of our importations of varied types of ware. 
The importations from Belgium have been largely of flat glass. Our most impor- 
tant export market for many years has been the Canadian-Newfoundland area. 
Latin America is second, with largest shipments going to Cuba, Mexico, Colombia, 
Venezuela and Panama. In 1937, of a total importation into Latin America of 
13.5 million dollars, 4.0 million, or 29 per cent, came from Germany; 3.3 million, 
or 25 per cent, from the United States; Belgium, 22 per cent; Czecho-SIovakia, 
10 per cent; the United Kingdom, 5 per cent; and Japan, 3 per cent. In 1935 
the United States was the leading exporter of glass to Latin America, obtaining 
25 per cent of the business, while Germany was second \ritli 24 per cent. Fiat 
glass is the leading type of glass product being imported by Latin America, 
amounting to 37 per cent of the total. Glass containers were next in value, 25 
per cent of the total, and household glassware accounted for 16 per cent of the 
total importation. Next to Latin America comes the Far East, largely because 
of sales to the Philippine Islands. 

Table 8 gives general statistics for the industry" as a whole, and in Table 9 
this is broken up into different sections by product. 

All otheis READING LIST 
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CHAPTER 21 


THE CLAY PRODUCTS INDUSTRIES 

W. A. KonHLKR 

Professor of Chemical and Ceramic Engineering ^ TPcst Virginia University 

The clay products industry is one of the oldest of the manufacturing indus- 
tries. Primitive clay vessels v'ere merely sun-baked, and therefore very limited 
in their uses, but ver^" early man learned that if clay vessels are heated to a red 
heat in a fire their strength is greatly increased and that the clay no longer softens 
in water. During the centuries that followed, the utility and desirability of clay 
wares was appreciated more full 3 % and clay was used in the manufacture of a 
larger variety of articles. With the introduction of Portia nt cement, a serious 
competitor started to replace clay products in a number of instances, and since 
then newer materials of construction threaten to compete more seriously vath a 
variety of clay products. However, cla)' products possess certain desirable 
properties so that the industry'' as a whole is quite secure. In favor of cla}' wares 
should be mentioned abundant and cheap raw materials. The highest price for 
best quality refined cla}’ seldom is above S20.00 a ton, the average price of all 
domestic cla 3 "s being under S5.00 a ton. Clay wares also possess durability and 
beauty that has not been successfully imitated. 

Scope of the Industry^ — Clay products of one t^^pe or another are made 
in ever>' state of the Union. Considering the value of all clay products produced, 
Ohio has been the lending producing state, but in the past several years Pennsyl- 
vania has practically equaled Ohio, each producing approximately 20 per cent 
of the total U. S. production, New Jerse}^ West Virginia, California and Missouri 
following in order. 

The value of all clay products produced in the U. S. in 1S99 was 96 million 
dollars; this increased steadily imtil 1926 when the total value was approximately 
460 million dollars, followed by a decline to 97 million dollars in 1932, followed 
again by a rise to 155 million dollars in 1935, dropping again to 109 million 
dollars. These data indicate that clay products suffer from competition of other 
materials and are hard-hit in times of economic depression, but that there is a 
basic, stable demand amounting to something over lOO million dollars annually. 

Hea\w-clay products production suffered severely during the depression. 
Common brick production reached a maximum of 7.6 billion bricks in 1925, then 
declined approximately 1 billion in 1932, followed by another maximum of a little 
over 3 billion in 1937. The trend in face bricks has been similar, with ap- 

^ For reference to statistical infonnation, see bibliography at end of chapter. In- 
formation on location, importance and development of the industry is abl}’ presented 
by Hamilton, C. A., ^‘Marketing Bumed-Cla}’' Products,” The Ohio State University 
Columbus, Ohio (1939). 
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proximately 2.5 billion bricks produced in 1924. Paving brick production was at 
its maximum in 1914 after which it declined fairly regularly until 1933 when it 
was down to about 200 million bricks, and has stayed near that figure since. 
Concrete and bitumen mixes have been largely responsible for the decline for 
demand for paving bricks. 

Total pottery production reached a maximum of approximately 118 milhon 
dollars in 1924, then declined to a low of 53 million dollars in 1932. 

The total clay products produced annually represents approximately ont 
per cent of the value of all manufactured products. 


CLAY, THE BASIC RAW MATERIAL 

Nature and Origin — Claj^s vary widely in chemical composition and physical 
properties. They are mixtures of various minerals, but the basic constituents 
kaolinite (AhOs • 2Si02 * 2 H 2 O) or similar hydrous aluminosilicates are common 
to nearly all clays Clays are the decomposition product formed by the weather- 
ing of feldspar or of feldspathic rocks; the following reaction is usually given as 
typical : 


K2O • AI2O3 • eSiOa + CO2 + 2H2O = AI2O3 ‘ 2Si02 ■ 2H2O + 4Si02 + K2CO3 
(Orthoclase feldspar) (Kaolinite) (Sand) 

The soluble potassium carbonate is leached away but the sand and other in- 
soluble minerals are left mixed with the kaolinite, and the combined deposit is 
called clay. 

If the clay thus formed is found overlying the parent rock it is termed 
residual or primary clay; if the clay has been carried to other regions by currents 
of air, water or by glaciers it is called sedimentary or secondary clay. 

Residual clays are mixtures of kaolinite or related hydrous aluminosilicates, 
sand and undecomposed particles of the parent rock. As a rule, the farther down 
one digs through a residual clay deposit, the greater the admixture of undecom- 
posed parent rock, until finally the original rock mass is encountered. If this 
deposit contains little or no iron, it is called kaolin^ kaolin rock or china-clay rock. 
The undecomposed rock particles and sand can be removed by a washing process 
leaving a clay high in the mineral kaolinite] such a washed clay is called china 
day and is an important constituent in whitewares. All china clay imported from 
England is derived from residual kaolins. Domestic kaolins are obtained mainly 
from western North Carolina, but smaller amoimts are also obtained from Penn- 
sylvania and New Jersey. 

Sedimentary clays are usually of a finer texture than the primary clays, for 
the coarser mineral particles have dropped out in transit. The deposits can be 
recognized by their stratification and the clays usually bear no relation to the 
underl^g rock. A sedimentary clay may therefore have undergone a washing 
or purifying process during transit and thus be considerably purer than the parent 
residual clay. However, as has happened much more frequently, impure clays and 
^ sediments are also transported to the same deposit and mixed with the 
purer clay so that the net result is a relatively impure clay. This process of 

267-286^19^^^^^ discussion of the nature of clay see Kerr, P. E., Jour. A. Cer. Soc., 
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transportation is going on at the present time just as it has for ages past, and h 
can readily be seen that the red and brown muddy waters seen at times in nearly 
all streams, will, when they deposit their burden at their final resting place, add 
nothing to the purity of the deposit. Clays that have been deposited in their 
washed and purified form in the past, without addition of other impurities, are 
indeed rare. Outstanding examples of fairly pure sedimentary cla3'S are the ball 
clays of western Kentucky and Tennessee, the wdiite-buming clays of Georgia and 
South Carolina and the plastic kaolins of Florida. Many sedimentary claj'^s are 
plastic and white burning and are therefore also classed as china clays, and in 
commercial circles sometimes as kaolins. 

Sedimentary clays comprise a large group of cla^’^s having great variations in 
their properties. This classification includes clays used for face bricks, common 
bricks, fire bricks, stoneware, terra-cotta, roofing tile and also includes soil clays. 

Sedimentary^ clay^s are often covered to great depths by other sediments so 
that they are subjected to great pressures, which cause them to form into firm 
masses called shale. If the clay particles in shale have not been surrounded by 
deposited mineral matter, they will, on grinding, develop plasticity when mixed 
with water. If in addition to the intense pressure the shales are subjected to 
heat, they may lose a good share of their chemically combined water, thus being 
transformed into slate and schist. 

Chemical Composition — ^The kind and amounts of minerals in a clay deter- 
mine to a large extent its suitability for any particular purpose, but the phy^sical 
states of the minerals also have an important bearing on their usefulness. In the 
chemical analy^sis of clay^s, the various constituents are usually reported as the 
oxides; such an analysis is called an ultimate analysis and is of considerable aid 
in forecasting the suitability of a clay for certain purposes. The average ultimate 
analyses of various clays, compiled from Ries,^ are given in Table 1. 


TABLE 1 — ULTIMATE ANALYSES OF VARIOUS CLAYS 


PcO, NanO, Ignition 

SiOz AlnOz FczOz CaO MgO KzO TiOz Loss 

Kaolin 57.84 2S.66 0.91 0.18 0.32 0.80 0.0 10.37 

Ball-clay 48.61 35.38 0.98 0.39 0.31 2.12 0.50 11.56 

Fire-clay 60.75 25.56 1.36 0.29 0.35 1.23 0.96 9.39 

Stoneware clay 58.09 20.79 2.48 0.32 0.74 1.67 0.48 7.60 

Sewerpipe clay 58.84 21.34 6.12 0.47 1.00 3.42 0.38 0.68 

Paving-brick clay 56.00 22,50 6.70 1.20 1.40 3.70 ... 7,00 

Common-brick clay . . . 58,00 13.60 4.17 6.92 1.35 3.33 0,40 1U6 


Many ceramists find more use for a rational analysis, which indicates the 
amount of different mineral constituents present. The minerals in a high grade 
kaolin consist chiefly of kaolin, AI2O3 • 2Si02 * 2H2O, orthoclase feldspar, 
K2O ‘ AI2O3 • CSiOa, and quartz, Si02. Each of these minerals exerts its influence 
on the properties of the clay: the kaolinite is plastic and refractory; the feldspar 
is non-plastic and easily fusible; the quartz is non -plastic and reduces the shrink- 
age due to kaolin and feldspar. It is therefore desirable that for certain purposes 
the constituents be held within close limits. A rational anal3''sis helps the clay 

^Ries, H., “Clays, Their Occurrence, Properties and Uses,” third edition, John 
Wiley & Sons> Inc. G927). 
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worker in adjusting the various clays by adding feldspar or sand or both in order 
to bring about certain desired properties. 

A rational analysis can best be made with a petrographic microscope supple- 
mented by an ultimate analysis. An approximate rational analysis can be cal- 
culated from an ultimate analysis, and methods have also been suggested for de- 
termining the rational analysis directly by chemical means.^ 

Mistakes can easily be made by judging a clay solely by its chemical analysis. 
Materials differing so widely in their properties as kaolin, ball clay and coal ash 
may have practically identical compositions as far as their ultimate analyses will 
show. 

Impurities, In addition to kaolinite, clays contain various other chemical 
components which are usually classed as impurities, even though they confer 
very desirable properties to the clay. Free silica as quartz, Si02, is present in 
all clays and is also in the combined form in other minerals in the clay. It 
increases the refractoriness of clay at low temperatures, and even at high tem- 
peratures, if present in large quantities. It diminishes the air- and fire-shrinkage 
and increases the porosity of the fired product. Alumina, AI 2 O 3 , like quartz, is 
present in the combined form in kaolinite, feldspar, micas, and other minerals; 
it is a refractory component of clay. Iron oxide, FeO, Fe203, lime, CaO, magnesia, 
MgO, and the alkalies, K 2 O, Na20, are classed as fluxes. They lower the fusion 
point of the clay, which is desirable for certain purposes, but is especially un- 
desirable if the clay is to be made into refractory ware. The iron oxides are the 
strongest naturally occurring coloring ingredients in clay. 

Clays with an iron oxide content up to a little over 1 per cent may burn 
white; buff-burning clays have an iron oxide content ranging from 0.5 to 5 per 
cent, and red-burning claj^s 4 to above 7 per cent. It will be seen from this that 
the color produced by iron oxide is not merely dependent on its amount; its 
physical state and other materials present, influence the color as well. For 
instance, lime, CaO, has a bleaching action on iron oxide. If iron is present in 
the clay in the ferrous state it is changed to the ferric state by the usual oxidizing 
conditions in the kiln. It may be possible, however, that so much carbonaceous 
material will be present that the oxidation is not completed by the time vitrifica- 
tion sets in, in which case dark colors are obtained instead of a red. 

Lime is the cause of considerable trouble in the firing of clays; not only is it 
an active flux, but it gives a very short vitrification range to the clay, which may 
mean a large percentage of spoilage in the product of the kiln. If lime is present 
m the clay as carbonate it will bum to the oxide and may slake later; an expan- 
sion accompanies the slaking which is often sufficient to rupture the fired ware. 
If lime is present as sulfate it may cause efflorescence. Magnesia is not as 
objectionable as lime, for it gives a longer vitrification range to the clay than the 
lime does. It is sometimes added to clay to be used for paving bricks, producing 
a more uniform, tough product. The alkalies are the strongest fluxing ingredients 
m clay. They are present in the feldspars and micas. It is on account of the 
alkalies in clay that a relatively low-firing temperature produces the proper 
degree of vitrification. Feldspar is added to clays for certain wares to lower 

^ For methods of analyses of clays see Ries, loc. cit., pp. 105-111, and J. Am. Cer 
Ji, 351-77 (1928). 
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the fusion point of the clay. Alkalies are undesirable in clays to be used for 
refractories. Mica is common to many clays, but if not present above 2 per cent 
it exerts but little influence on the properties of the clay. 

Physical Properties — More important to many ceramists than the chemical 
properties of clays are their physical properties. A very important physical 
property is that of plasticity. Most clays when wet are plastic; i.e., they will 
yield under pressure and will hold tlje new shape when the pressure is released. 
The degree of plasticity varies vddely in the different clays. The kaolins are but 
slightly plastic (lean) while the ball clays are very plastic (fat) but the difference 
in plasticit)' cannot be attributed to difference in chemical composition. If a clay 
is too plastic, its plasticity can be reduced by adding a less plastic clay or sand, 
while plasticity of a clay batch can be increased by adding a highly plastic clay. 
The plastic clays will take uj) more water than the less plastic ones and on dr}dng 
will, therefore, be more subject to shrinking and cracking. The practical potter 
can readily tell the whether a cla)" batch has the right degree of plasticity 
for his particular piece of work, but modern scientific developments require that 
the human element be eliminated as far as possible, and more precise methods 
for determining the degree of plasticity would be desirable. No satisfactorj^ all- 
around method has }'et been devised. Wilson ^ gives a review of '\^arious methods 
tliat have been used with some degree of success, and a summary of the theories 
proposed to account for the plasticity of clays. 

Other important physical properties are texture (fineness) including distribu- 
tion of sizes of particles, tensile strength, air- and fire-shrinkage, porosity and 
fusibility. 

Types of Clays — Certain t 5 ’pes of c]a 3 ’s ha^'e well-recognized properties and 
have found special uses in the arts. In some cases a claj" used for one purpose 
may also be used for some other, but the follovdng tj’pes may be mentioned. A 
difficult^’' encountered here is that certain terms through long years of use have 
changed their meanings considerably^ or some terms have been used loosely with- 
out much regard to their original meaning.® 

Kaolin. This term has been variously used to designate (1) A primarj'' clay 
of low plasticity but with a high degree of purity, (2) Sedimentary^ white-burning 
plastic clays of Florida, (3) An amorphous variety of AI 2 O 3 * 2Si02 • 2 H 2 O (the 
cry^staliine form is called kaolinite), (4) China clay. A suitable present-day 
definition is: (5) A white-firing clay which in its beneficiated condition is made 
up chiefly of minerals of the kaolinite type. 

China Clay. The term china clay can properly be applied to a relatively pure 
commercial variety of kaolin derived from the original kaolin formation by an 
artificial or, in some cases, a natural washing process. In this washing process, 
which may consist of clutriation, levigation or sedimentation, the disintegrated 
clay mass is agitated vdth a large amount of water and is then allowed to stand 
quietly in a pond or large tank. The coarse particles of sand, flint, mica and 
other parts of the undecomposed parent rock settle out in the washing process, 

® Wilson, H., “Ceramics, Clay Technology^^' pp. 107-119, McGraw-Hill Book Co., 
Inc. (1927). 

® To remedy this lack of uniformity the Committee on Geological Survc 3 ’’s of the 
American Ceramic Society jirepared a list of 58 definitions, wliich are published m 
Bull. Am. Ceram, Soc., JS\ 213-215 (1939). 
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leaving a relativelj’’ pure white-burning clay J Kaolin and china clay are grouped 
together in government statistics. The clays are used for paper filler and coating, 
wWteware, refractories, and a variety of other purposes. Over three times as 
much china clay is used in the paper industry than is used in the clay products 
industries. 

Georgia produces approximately two-thirds of the domestic kaolin with South 
Carolina and Pennsylvania following in order. Florida, although producing a 
relatively small tonnage, produces a high grade of plastic kaolin. An appreciable 
amount of china clay is imported from England. 

Ball Clays. Ball clays are sedimentary clays and have a high degree of sub- 
division. They derive their name from the shape of the clay masses as they are 
dug from the deposits, first in somewhat cubical forms which become rounded with 
handling. On account of the extreme fineness of the particles ® and because of 


some organic matter present, these cla 3 "s are exceptional!}^ plastic. They also 
have a high drying shrinkage and are relative^ strong in the dry unfired state. 
The ball clays vitrify at lower temperatures than do china clays. Ball clays 
usually contain an appreciable amount of organic matter which burns out in the 
kiln leaving a white or cream mass. The organic material discolors the raw clay 
which leads to such names as blue ball clay and black ball clay. Ball clays mixed 
china clay are used in a large number of whiteware bodies used for making 
dinnerware, electrical porcelain and wall and floor tile. Ball cla 3 ^s are mined in 


western Kentucky and Tennessee, with much smaller amounts in New Jersey; 
appreciable amounts are imported from England. 

Fire Clatjs. Fire clays will stand a high degree of heat. As a rule clays are 
expected to withstand temperatures above IGOO^* C. (2912° F.) before they are 
classed as fire clays. In order to withstand such temperatures a clay must have a 
small percentage of fluxes, such as Fe203, FeO, CaO, MgO, K 2 O, Na 20 and Ti 02 . 
usually the sum of all these fluxes represents less than 4 per cent of the total, 
and commonly less than 3 per cent. The Si 02 content for regular fire clays ranges 
etween 40 and 60 per cent and the alumina between 25 and 45 per cent. High 
a nmina clays may contain AI 2 O 3 above 70 per cent. The high alumina clays are 
0 tamed principally from Missouri and contain relatively large amounts of 
laspore, Al 203 ‘H 20 . Such clays are highly refractory and are used for refrac- 
ones intended for severe duty. 

Rre clays are commonly divided into the following types: plastic clays are 
and easily worked into desired shapes ; flint clays are hard and rock-like due 
great pressures encountered since their deposition and require fine grinding 
evelop plasticity; refractory shales are fire clays that have been converted to 
aes as described in the following section. Fire clays are used for making 
ac ory wares such as fire bricks, special shapes and muffles, but in some cases 
tile ° making structural w^ares such as face brick and hollow building 


us These are clay strata that have become hardened by pressure and 

chemical alteration has not taken place. On exposure to 
^ er they soften and become more clay-like and may become fairly plastic 

(193^^^^^^°^' Ceram. Age, 33, 74-5 (1935); Maddock, J. B., ibid.. 33, 12-4 

^Whittaker, H., Jour. Amer. Ceram. Soc., 33, 16-22 (1939). 
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after wet grinding. Shales are widely used in the manufacture of structural clay 
products. 

Buff and Red-Firing Clays. These clays, together with shales, form the 
basis of a large industry manufacturing wdiat is commonly knowm as hea\"y clay 
products or structural W’are. The red and dark firing clays contain some form 
of iron oxide together with other impurities and as a rule will not stand as high 
a temperature as the buff burning clays, and are widely used for face bricks, com- 
mon bricks, and hollow’ tile. Buff-firing clays are also widely distributed, large 
quantities being found in the coal bearing seams of Pennsylvania, West Virginia 
and eastern Ohio. The hardness may vary from a shale-like variety to a soft 
plastic variety. The cla3’s find use for making structural brick and tile, terra 
cotta, stonew’are, sew'er pipes and potter3% 


DOXIESTIC PRODirCTION, IXfPORTS AND EXPORTS OF CLAYS 

The total clay sold b}’’ producers in the United States lias increased from 
year to year with some irregularities since 1929 and amounted to four million 
tons valued at 17 million dollars in 1939. Noticeable has been the increase in 
kaolin and clfina clay production, increasing steadily from 121,000 tons in 1905 
to 780,800 tons in 1939. This increase is largely due to the improved quality of 
the clay produced. For a long time potters and paper makers felt that English 
china clay was necessary for their wares. English china clay had the advantage 
of being very uniform, and the consumers could depend on obtaining the same 
uniform quality 3’ear after year, and to the usens this w’ns an important advantage. 
The American deposits lack this uniformity. Howe^’Cr, during the past decade 
the domestic producers have developed methods of purification and blending® 
under careful scientific control so that they can guarantee a high degree of purity 
and imiformit3’ with the result that man3’ potteries and paper factories now’ de- 
pend entirely upon the domestic supply. The consumers have likew’ise put their 
production on a more scientific basis and can now’ more readih’ cope W’ith slight 
variations in the quality’ of the c]a3’s. 

The domestic production of ball cla3' and of fire cki}’ has not increased in the 
same proportion that china cla3’ has, each approximately doubling in amount 
from 1905 to 1939, 

The importation of clays increased steadily since 1900 until 1926 w'hen nearly 
half a million tons W’ere imported; since that year the trend has been dow’mvard; 
in 1939, 151,500 tons were imported, valued at one and a third million dollars. 
In addition to china clay importation, w’hich in 1939 amounted to 116,000 tons, 
close to 30,000 tons of "common blue and Gross-Almerode” cla3’s w’ere imported. 
The common blue cla3' generall5’ refers to English ball cla3’ and Gross-Almerode, 
to a German refractor3’ cla3’ used in the manufacture of glass pots. Lesser 
amounts of fuller’s earth and miscellaneous clays w’ere also imported. 

Statistics available do not give a true picture of the total cla}’ mined, for 
cla3’s utilized for making bricks, sew’cr pipe and other heav3'’ cla3’ products are not 

0 Grout, J. R., Jr., Bull. Amer. Ceram. Soc., 10 , 387-90 (1937), 

"Minerals Year Book” and "Mineral Resources of the United States,” U. S. Bu* 
reau of Mines, both publislied annual^*, Superintendent of Documents. 
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included in the statistics, for they are ordinarily made into finished products by 
the producer. 

The United States exports a relatively small amount of clay. Approximately 
3% per cent of the total clay mined and sold by producers is exported. Fire clay 
and fuller^s earth are the chief exported clays. 

CLAY PREPARATION 

When clay is delivered to the plant it must be prepared for the process in 
which it will be used. The preparation consists of one or more steps which 
resolve themselves into a number of unit operations. 



Fig. 1. Dry Pan. 


Disintegration — ^Weathering improves all clays, but since it ties up capital 
for a considerable time it is not used to any large extent. The clay in layers 2 to 
3 ft. thick is exposed to the action of ram, frost, and the sun for a period varying 
■^rom a few months to several years. In the weathering process some of the sol- 
uble salts are leached out, the larger particles disintegrate through slaking, and 
the plasticity is improved. The process is necessarily expensive and more direct 
methods are usually used. 

Shales and fiint clays may require jaw crushers, but dry pans (Figure 1) are 
more commonly used. The pan rotates and as the material passes under the 
heavy wheels or mullers it is crushed. Centrifugal force throws the material 
oyer the perforated bottom to the run of the pan, the fines falling through to the 
pit below. The scrapers then move the coarser material back under the mullers 

for further grinding. The clay and shale to be ground in a dry pan should be 
dry. 

If the clay requires fine grinding, or if it contains small stones, roll crushers 
may be most satisfactory. Also in use are disintegrators for clay. A disintegrator 
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after wet grinding. Shales are widely used in the manufacture of structural clay 
products. 

Buff and Red-Firing Claxjs. These clays, together with shales, form the 
basis of a large industry manufacturing what is commonly known as heavy clay 
products or structural ware. The red and dark firing clays contain some form 
of iron oxide together with other impurities and as a rule will not stand as high 
a temperature ns the buff burning clays, and are widely used for face bricks, com- 
mon bricks, and hollow tile. Buff-firing clays are also vddely distributed, large 
quantities being found in the coal bearing seams of Pennsylvania, West Virginia 
and eastern Ohio. The hardness may var>' from a shale-like variety to a soft 
plastic va^iet 3 ^ The clays find use for making structural brick and tile, terra 
cotta, stoneware, sewer pipes and pottery. 

DOMESTIC PRODUCTION, IMPORTS AND EXPORTS OF CLAYS 

The total clay sold hy producers in the United States has increased from 
year to year with some irregularities since 1929 and amounted to four million 
tons valued at 17 million dollars in 1939. Noticeable has been the increase in 
kaolin and china clay production, increasing steadily from 121,000 tons in 1905 
to 780,800 tons in 1939, This increase is largely due to the improved quality of 
the clay produced. For a long time potters and paper makers felt that English 
china clay was necessary'' for their wares. English china clay had the advantage 
of being very’’ uniform, and the consumers could depend on obtaining the same 
uniform quality year after year, and to the users this was an important advantage. 
The American deposits lack this uniformity\ Ilow'evcr, during the past decade 
the domestic producers have developed methods of purification and blending^ 
under careful scientific control so that they can guarantee a high degree of purity 
and uniformity’’ ^^^th the result that many’ potteries and paper factories now de- 
pend entirely upon the domestic supply’. The consumers have likeuise put their 
production on a more scientific basis and can now more readil}’’ cope with slight 
variations in the quality of the cla)’s. 

The domestic production of ball clay’’ and of fire clay’’ has not increased in the 
same proportion that china clay has, each approximately’’ doubling in amount 
from 1905 to 1939. 

The importation of clay’s increased stGadilj’ since 1900 until 192G when nearly 
half a million tons were imported; since that year the trend has been downward; 
in 1939, 151,500 tons were imported, valued at one and a third million dollars. 
In addition to china clay importation, which in 1939 amounted to 116,000 tons, 
close to 30,000 tons of “common blue and Gross-AImerode” clays were imported. 
The common blue clay’ generally refers to English ball clay’ and Gross- Almerode, 
to a German refractory clay used in the manufacture of glass pots. Lesser 
amounts of fuller’s earth and miscellaneous clays were also imported. 

Statistics available do not give a true picture of the total clay mined, for 
clays utilized for making bricks, sewer pipe and other heavy clay products are not 

Grout, J. R., Jr., Bull, Amer. Ceram. Soc., 10, 387-90 (1937). 

^0 “Minerals Year Book” and ^‘Mineral Resources of the United States,” U. S. Bu- 
reau of Mines, both published annually’. Superintendent of Documents. 
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included in the statistics, for they are ordinarily made into finished products by 
the producer. 

The United States exports a relatively small amount of clay. Approximately 
per cent of the total clay mined and sold by producers is exported. Fire clay 
and fuller's earth are the chief exported clays. 

CLAY PREPARATION 

When clay is delivered to the plant it must be prepared for the process in 
which it will be used. The preparation consists of one or more steps which 
resolve themselves into a number of unit operations. 



Fig. 1. Dry Pan. 


Disintegration — ^Weathering improves all cla3^s, but since it ties up capital 
lor a considerable time it is not used to any large extent. The clay in layers 2 to 
3 ft. thick is exposed to the action of rain, frost, and the sun for a period varying 
from a few months to several years. In the weathering process some of the sol- 
uble salts are leached out, the larger particles disintegrate through slaking, and 
the plasticity is improved. The process is necessarily expensive and more direct 
methods are usually used. 

Shales and flint clays may require jaw* crushers, but dry pans (Figure 1) are 
commonly used. The pan rotates and as the material passes under the 
heavy wheels or mullers it is crushed. Centrifugal force throws the material 
oyer the perforated bottom to the rim of the pan, the fines falling through to the 
pit below. The scrapers then move the coarser material back under the mullers 

for further grinding. The clay and shale to be ground in a dry pan should be 
dry. 

If the clay requires fine grinding, or if it contains small stones, roll crushers 
be most satisfactory. Also in use are disintegrators for clay. A disintegrator 
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consists of a large feed roll operated at a low rate of speed and a small dis- 
integrating roll, which is provided with steel cutting bars, driven at a high rate of 
speed. The combination has the effect of removing successive portions of the 
clay, and at the same time breaking it up and destro 5 ing it^ original grain or 
fiber. Disintegrators vnll liandle dry or damp clays. Ring roll crushers and 
hammer mills are finding ^\^der application for fine grinding of clay and shales. 

Prepared clay may be improved by aging the damp clay in a moist and dark 
room. Aging improves the plasticity of the clay because of bacterial growth. 
The action is believed to be due to some colloidal formation and due to removal 
of dissolved or entrapped oxygen in the clay. A poorly plastic clay vail improve 
in its plastic properties in two days, but two weeks to several months is necessaiy^ 
for the maximum effect. Aging is not used as much as it was formerly, partly 
because the process tics up material in production for a considerable time, and 



Fig. 2. Pug Mill. 


do-airing processes, to be described later, in a number of instances obtain similar 
results in a few minutes. 

Tempering — Plastic clays improve in their properties by tempering. This 
consists of thoroughly mixing the clay and the water content so that the clay 
becomes a uniform homogeneous mass throughout. Several machines have been 
developed for this purpose and in some cases grinding and tempering can be per- 
formed in a single operation. 

Ring pits were formerly in common use and are still in use in some yards. The 
pits are about 25 ft. in diameter and from 2 to 3 ft. deep. A hea'^^’’ wheel, usually 
of iron, is so arranged that it travels around the pit by horse power, in a spiral 
motion, thus gnnding and mixing the clay. 

Pug mills, Figure 2, are used in most modern plants. The mill consists usually 
of a horizontal semic^dindrical tank, open at the top and containing longitudinally 
a rotating shaft to which are attached a number of blades set at different pitches. 
The blades work the clay into a homogeneous mixture and discharge the worked 
clay at one end. A pug mill takes up little room and power and is continuous in 
operation. 

Wet pans also are used in modern plants for tempering and mixing cla^^. A 
wet pan is constructed similar to that of a dry pan except that it has a solid bot- 
tom. The wet pan is used for tempering clay or shale after it has been prepared 
in a dry pan or crusher preparatory to the manufacture of bricks and other heavy 
clay products. 

The term ^Tempering is also used in a different sense in connection with 
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brick manufacture, in which case the term implies a partial and uniform reduction 
in the moisture content of bricks made by the soft-mud process. 

De-Airing — ^If a plastic clay mass is subjected to a vacuum, a good deal of 
the dissolved and adsorbed air is removed from the clay. For many purposes 
this de-aired or evacuated clay has markedly improved properties over clay not 
so treated. De-airing may improve the plasticity, working, dr3ang and firing 
properties of a clay. De-airing of a plastic clay mass is accomplished in a special 
de-airing machine, which consists essentially of two pug mills in tandem, with a 
vacuum chamber between. The first mill extrudes the cla}^ in the form of flat 
ribbons into the vacuum chamber, where the air leaves the clay. The second mill 
compacts the evacuated clay into a solid mass and extrudes the clay in the cus- 
tomary bar or column. De-airing is applied to all types of clay products manu- 
factured by the plastic method from heavy clay products, such as bricks, to the 
finest china bodies De-airing is also successfully applied to the manufacture 
of clay wares by the dry-press process and for preparing casting “slip.” (See 
footnote 22, p. 841.) 

Drying — In nearly all forming processes used in the clay industries, the 
wares after they are shaped, are in a damp condition. The moisture must be 
removed before the clay can be placed in the kiln for firing, for the rapid drying 
in the kiln would warp or crack the ware. In some instances the damp articles 
are merely exposed to the atmosphere until sufficiently drj^, in others elaborate 
drying equipment is used with controlled temperature and humidity. 

Shrinkage, Clays, like most porous materials, shrink on drying. In a wet 
clay, each tiny particle is surrounded by a film of moisture which holds the clay 
particles apart. As the moisture is removed by evaporation and these films are 
removed from the particles the latter are drawn closer together and the piece 
of clay shrinks. When the shrinkage has reached its maximum, there will still 
be free moisture in the pores throughout the clay, which is removed on further 
drying. The total moisture in clay is therefore divided into two groups, the 
shrinkage water, equal in volume to the total volume shrinkage of the clay on 
drying, and the pore water, equal to the difference between the total moisture 
content and the shrinkage water. 

The amount of shrinkage of clay on drying will depend on the amount of 
moisture present and the nature of the clay, A ball clay, on account of the fine- 
ness of the particles, shrinks considerably, while a less plastic clay like a kaolin 
or a sandy clay, shrinks less. The linear drjdng shrinkage of claj^^s varies from 
over 12 per cent down to a negligible amount. A clay with considerable amount 
of coarse material like sand may shrink very little. Sometimes fired clay is ground 
to form "grog” which is incorporated with the clay to reduce its drjdng shrinkage. 

^^ying Rates. Clay wares cannot dry uniformlj^' throughout, for in order 
for the moisture to travel to the surface there must be a moisture gradient and 
the outside will be drier than the inside, and will therefore shrink first. During 
this time the damp and more plastic parts may yield to the distortion caused 
by uneven shrinkage, but by the time they dry and shrink the parts that dried 
earlier have lost their plasticity and have “set” so that permanent deformation 
and stress are bound to follow. This can be reduced by slow drying so that there 

338^-40^(193%"^* ' Kriegel, W. W., ibid, U 

\ 

/ / 
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never is a great moisture differential throughout the ware. In massive day arti- 
des like some terra-cotta pieces great care must be used during the drjdng process. 
In artides with tliin sections only, like tea cups, such care is not necessary. 

There are two essential factors in drying: rate of evaporation from the sur- 
face, which is governed by the temperature, humidity and velocity of the drjdng 
air; and rate of diffusion of the moisture through the material being dried, which 
depends upon the amount of moisture, the moisture gradient, the temperature of 
the material and the size and shape of the porcs.^- 

The diyung rate is accelerated at elevated temperatures because the rate of 
evaporation from the surface is increased, and the viscosity of the pore moisture 
is decreased so that diffusion from the interior to the surface takes place more 
readily. At higher temperatures there is danger that the surface moisture is 
removed too rapidly, causing an excessive moisture gradient through the ware 
and therefore uneven shrinkage with the possibility of cracks forming at the 
surface. The practical upper temperature limit for diydng is about 90° C. 
(194° F.). In clay wares the limiting factor in the rate of drying is the diffusion 
rate of the moisture. Therefore, to increase this rate it is desirable to operate 
near the upper temperature range, but it is necessary to keep the air velocity low 
and the humidity high to prevent too rapid evaporation from the surface. 

Types of Dryers. Tlic oldest method of drjung which is still in use is to place 
bricks out in the open to be dried by the sun and wind; sometimes the drying 
areas are covered with a roof. Drying sheds are also common in which the bricks 
are placed on boards winch arc lield in tiers by racks. The sheds are more eco- 
nomical in space but are also limited to summer use. 

Hot floors are used considerably for drjnng refractories. The floors may be 
heated by waste heat from the kilns or by direct heat from coal or oil fires, the hot 
gasses passing under the floor in flues, or the floors can be heated by steam pipes 
placed under the floor. On account of closer control of temperature and heat 
distribution, steam is preferable to other means of heating. 

Txtnnel dnjers are widely used in the brick industiy. The bricks loaded on cars 
are passed through heated tunnels, entering at the cool end and progressing 
slowly to the heated end as car after car is pushed into the tunnel on a pre- 
determined schedule. For every car of moist bricks entering the tunnel a car 
of dry bricks leaves it. The tunnels are heated by direct firing in flues beneath 
the tunnels, by steam coils or by waste heat from kilns that are cooling. 

In a newer development of the tunnel dr 5 ^er, the tunnel is divided into sec- 
tions, each section being under independent temperature and humidity control. 
In one dryer, for example, there are four sections separated by doors, each section 
containing four cars of clay wares. Periodically all doors open, including the end 
doors of the tunnel, and four cars of moist wares are pushed into the drj^er at tlie 
cool end and four leave at the hot end. Each group of four cars advances to a new 
section of the dryer under a higher temperature and lower humidity than the 
preceding section. Circulating fans or injectors are used to circulate the air 
around the steam coils and through the bricks. This type of dryer is used for a 
variety of clay products, including structural wares and sanitary ware. 

For drying tableware and electrical porcelain it has been common practice 

“^2 For a discussion of the principles of drying, We^Chapter 2. 
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to place the damp ware in a room heated with steam coils, A newer method, now 
widely used, is to use scientifically designed dryers that contain a set of conveyors. 
The ware to be dried is placed on boards which are placed in the dryers. The 
conveyor carries these boards up and down over pulleys, gradually moving the 
boards forward to the other end of the dryer, the boards with their load of wares 
always being kept horizontal. The specially constructed chamber in which this 
conveyor operates is heated with steam coils, and humidity control can be in- 
stalled if desired. The drying time for dinnerware is usually under two hours. 


FIRING 

Firing is one of the chief steps in producing clay wares, for the firing process 
gives the clay its strength, hardness, durability and pleasing appearance. In all 
cases the clay is heated to a red heat or higher. Seldom can a clay be fired suffi- 
ciently hard at a temperature below 800® C. (1472® ¥.), while some wares like 
fire bricks may require a temperature of 1500® C. (2732® E.). 


TABLE 2 — FIRING TEMPERATURES OF VARIOUS CERAMIC MATERIALS 



Cone 

° C. 

° F. 

Common brick 

. 012-06 

875-1015 

1787-1858 

Vitrified brick 

5-10 

1205-1305 

2200-2381 

Firebrick 

5-18 

1205-1490 

2200-2714 

Hollow blocks and fireproofing .... 

. 03-1 

1115-1160 

2039-2120 

Terra-cotta 

. 010-8 

895-1260 

1643-2300 

Red earthenware 

. 010-05 

895-1040 

1643-1904 

Sewer pipe 

1-11 

1160-1325 

2120-2418 

Vitreous floor tile 

8-12 

1260-1335 

2300-2435 

Stoneware 

6-8 

1230-1260 

2246-2300 

Semivitreous tableware, bisque 

8-10 

1260-1305 

2300-2381 

Semi vitreous tableware, glost 

4-7 

1190-1250 

2174-2282 

Whiteware, overglaze decorations , . 

019-010 

660-895 

1220-1643 

Vitrified hotel china, bisque 

11 

1325 

2418 

Vitrified hotel china, glost 

5-8 

1205-1260 

2200-2300 


STAGES DURING FIRING 

The firing of clay wares takes place in several stages, none of which, however, 
TS definitely divided from a preceding or following stage. The stages or periods 
are commonly divided as follows: 

1. Dehydration 

(a) Mechanical dehydration or 'Vater smoking” 20°-150° C. (68°-300° F.) 

(b) Chemical dehydration or '^chemical water smoking” 150®-600° C. 

(300°-1110° F.) 

2. Oxidation, 300°-950° C. (570°-1740° F.) 

3. Vitrification, 900*^ C. (1650° F.) and above. 

Dehydration — ^During the dehydration period, water not removed during the 
drying process, and hygroscopic water adsorbed from the atmosphere are re- 
®ioved. In addition to this mechanical water, chemically combined water is also 
removed, as for instance that of the kaolinite, Al203‘2Si02'2H20. The greatest 



826 


INDUSTRIAL CHEMISTRY 


rate of moisture removal is near 500® C. (932® F.). Just following the chemical 
dehydration, the clay ware is at its greatest porosity. The time of water-smoking 
for bricks varies according to the moisture content, ranging from about twelve 
hours as a minimum to eight or ten days or even more for dry-pressed bricks 
which have not been previously dried. Lo\v fires and a good draft to carry off 
the water vapor are ideal, but it is difficult to obtain a good draft with low fires. 
It is desirable to connect several kilns to one chimney so that a kiln under full 
fire aids in the draft of a kiln in the water-smoking stage. During this stage 
moisture and soot have a tendency to condense in the cooler parts of the kiln. 

Oxidation — ^The oxidation period starts with the oxidation of the easily ignited 
organic matter at about 300® C. (572® F.) or less, and may continue up to above 
900® C. (1652® F.). During this period the ferrous iron is changed to ferric iron, 
but before this can be completed the carbon must be oxidized, and prior to this, 
the sulfur must be oxidized. In other words, the more easily oxidizable sulfur 
and carbon must be removed before the bright-red of ferric oxide can be obtained, 
and all this must take place before ^^trification begins. During this stage calcium 
and magnesium carbonates dissociate into their respective oxides and carbon 
dioxide. 

Vitrification — ^The vitrification period is the period during which some of the 
minerals melt to a glassy state and on cooling bond the uninelted particles into a 
firm mass. For some wares, like high tension electrical insulators, vitrification is 
carried out to completion so that no pore spaces remain. During this stage the 
clay wares shrink and the amount of shrinkage is often taken as a measure of the 
progress of the firing. The ntrification temperature varies according to the sand 
and fluxes in the clay; for common clay the range is between 950® and 1050® C. 
(1742® and 1922® F.). The degree of nitrification obtained depends upon the 
temperature and the time (soaking period), while the degree of ^itrification de- 
sired depends upon the nature of the wares fired. In common brides complete 
\itrification is unnecessar}^, as a porous structure is not undesirable; paving bricks 
are more completely vitrified and are classed as vitrified bricks. 

Coloration or Flashing — By shutting off the air supply from the fires the 
kiln atmosphere can be made strongly reducing, which if properly controlled may 
produce a variety of colors in the bricks. A clay that will ordinarily fire red (due 
to ferric oxide) will flash to brown due to the iron being reduced. Clays that 
burn buff in ordinary firing will change to a rich yellow or brown during the flash- 
ing period. 

Cooling and Annealing — All clay ware should be cooled slowly in the kiln 
after the temperature is down to a low red heat ; then all drafts are shut off com- 
pletely so that the ware may be annealed properly. If the annealing is not carried 
out carefully, strains will devclo \ in the bricks or other wares fired in the kiln, 
which diminishes their soundness and toughness. Cooling craclcs may be so small 
as to escape casual observation, be detected by the lack of the ring when 

two bricks are struck together. ^ 

Kilns — ^Various types of kilns for ping bricks, pottery and clay wares in gen- 
eral are in use. They vary widely in c( Inst ruction and operation and do not admit 
of simple classification, but the following types of kilns exemplify the chief one? 
in use today. 
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Fig. 3. An Up-draft Periodic Pottery Kiln, 
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then pass up among the wares in the kiln, and up through openings in the crown 
and out the stack. 

Down-Draft Kilns. Another common type of kiln is the down-draft periodic 
crown kiln shown in Figure 4. This type of kiln is commonly used for firing all 
types of heavy clay products, including bricks, refractories, hollow structural tiles 
and sew^er pipes. The kiln illustrated has twelve furnaces B, equipped with grates 
for burning coal. The hot gases from the furnaces pass up the bags S, and up 
toward the closed crown. There they are deflected downward and pass among 
the w^ares and then into the under-floor flues F, through openings A in the flue 
covers. The gases then pass along flue D, and out the chimney C. Openings in 
the crown aid in the cooling of the kiln. A 30-foot kiln will hold about 100,000 
face bricks. 


Continuous Kilns. All periodic kilns are wasteful of fuel. This waste can be 



Fig. 5. A Continuous Chamber or Hoffman Kiln, 


in the driers. Continuous kilns, also known as tunnel, ring, and economizer kilns, 
have for their purpose still greater economy in fuel. The chamber kiln, which is 
a type of continuous kiln and one form of which is shown in Figure 5, was first put 
into practical operation in Germany in 1858 and is known as the Hoffman kiln, al- 
though it has undergone many improvements over the original design. The kilns 
or chambers are built in series in the form of a closed circle, flattened oval, or a 
rectangle, with removable partitions or with connecting flues. The cooling cham- 
ers serve to preheat the air for the chambers in fire and the hot products of 
the chambers in fire dry, heat and water-smoke the chambers 
th^^ bricks that are getting ready for fire. The compartment 

at has cooled and is about ready to be unloaded is adjacent to the compart- 
ment that is being unloaded and is separated from it by a removable partition 
mo paper. The loading / unloading, cooling, firing, and drying 

roceed from chamber to chamber progressively in a continuous cycle. Each 
compartment is connected by a flue to a 4ntral stack or individual stack but all 
dampers except one or two hear the chamber that has just been set 

through openings in the 

• and in §ome cgs^s also through openings at the sides near the bottom. 


I 
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Car Tunnel Kilns, The car tunnel kiln, Figure 7, has come into prominence 
in recent years but its introduction antedates that of the Hoffman compartment 
tunnel kiln. In the car tunnel kiln the wares to be fired are placed on cars that 




Fig. 6. Chamber Kiln Showing the Temporary Track for the Cars and the 
Paper Partition Back of the Setting of Bricks. This paper partition burns out 
as the fire advances. 

pass slowly through a long tunnel about 130 to 500 feet long W’hich is heated to 
its maximum temperature near the middle of its length. As the cars enter the 

comparative!}^ cool charging end of 
tile kiln they slowly approach the 
hot zone so that water-smoking, de- 
lijilration, and \itrification progress 
in the WMres as tlie cars pass through 
the zones of corresponding tempera- 
tures. After the cars pass the 
burner zone they enter the cooling 
zone in wdiich the temperature grad- 
ually decreases toward the discharg- 
ing end so that the W’ares are cooled 
slowly. The kiln is full of cars its 
entire length, the cars being moved 
slowly by a pusher or other mechan- 
ical device. When the cars leave the 
tunnel they move at right angles 
along a short transverse track and 
then back to the charging end on a 
track parallel to the tunnel. While 
the cars are on the return track they are unloaded and reloaded with fresh w^ares 
to be fired. The fuel economy of a carj tunnel is about equal to that of a large 
kiln of the Hoffman type* The hot zone of the kiln is centralized, being in a region 



Fig. 7. A Cross-sectional View of a Car- 
tunnel Kiln, 
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about 35 to 40 feet long; only this zone requires high-grade refractories. The 
car tunnel kiln is used in a wide variety of plants producing practically all types 
of fired clay wares. A cross-section of one type of car tunnel kiln is shown in 
Figure 7. The car is loaded with saggers filled with white ware. The top of the 
car is about 4 feet wide, and the kiln will hold 40 to 60 cars. 

Circvlar Tunnel Kiln, The circular tunnel kiln is one of the newest develop- 
ments in kiln design. In some respects it is similar to a car tunnel Min, but in- 
stead of being straight, the kiln is built in the form of a circle so that the entrance 
end and the discharge end of the kiln come fairly close together as sho\vn in 
Figure 8. The ware, instead of being placed on individual cars, is placed on a large 
horizontal ring which carries a refractory clay slab on its top on which the ware 
is set. The ring turns slowly carrying the ware through the kiln just as cars carry 
ware through a straight kiln. As the ware comes out the discharge end it is 
removed and new ware is put in its place, the operations being performed as the 
ring continues to move. This type of kiln is adapted to firing nearly all types of 
wares from fine china to heavy clay products. 

Measuring Kiln Temperatures, Various methods are in use for measuring 
kiln temperatures or heat conditions in the kiln. One of the oldest methods is the 
use of pyrometric cones, also called Seger and Orton cones. The cones are actually 
slender pyramids about 2 in. long; they consist of mixtures of clays and fluxes, 
graded to give a series of fusion points. Cone No. 021, corresponding to about 
615'’ C., consists of 


0.5 Na20 
0.5 PbO 


0.1 


AI 2 O 3 ■ 2 I 


.2 Si02 
.0 B 2 O 3 


(The figures represent the approximate molecular proportions.) 


The cones soften and finally melt as the temperature increases; a cone is said 
to be **down” or to have reached its “end point’' when it has bent under its own 
weight so that the apex touches the base on which the cone is mounted. The end 
points of a few pyrometric cones for different rates of heating are given in 
Table 3. 

TABLE 3 — END POINTS OF PTROMETIIIC CONES * 



eo^ c. 

150° C, 


£0° C, 

150° C, 

Cone 

per Houri 

per Hour 

Cone 

per Hour 

per Hour 

No, 

End Point 

End Point 

No. 

End Point 

End Point 

020 

625° C. 

650° C. 

1 

1125° C. 

1160° C. 

015 

770 

805 

5 

1180 

1205 

010 

890 

895 

10 

1260 

1305 

05 

1030 

1040 

15 

1410 

1435 

01 

1110 

1145 

20 

1520 

1530 


For a complete table see Fairchilds, C. 0. and Peters, M. F., Jour.'Amer. Ceram, 
oc., P, 738 (1926); Anon., ibid., 11, 340 (1928); Ries, H., “Clays: Their Occurrence, 
roperties and Uses,’^ third edition, p. 309, John Wiley & Sons, Inc. (1927) ; Andrews, 
^ i n Ueramic Tests and Calculations,” p. 126, John Wiley & Sons, Inc. U928). 

I itefers to rate of temperature rise. 

The softening point of the cones depends upon the rate of heating and the 
atmosphere in the Min and cannot, therefore, be used as precise temperature 

Function of Time in the Vitrification of Clays,” Bur. Stds. Tech 
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Fig. 8. A Circular KUn. 
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indicators. Cones are used extensively in the pottery industry, but pyrometers 
now supplement them in many of the larger potteries.^^ 

Veritas or firing rings are also used. They consist of clay mixtures, their con- 
traction with heating being a function of the temperature. They, like cones, have 
specific usefulness in that they can be placed in saggers or other inaccessible parts 
of the kiln, and on account of their cheapness can be used in large numbers. Trial 
pieces, consisting of rings or bars made of the same material as the ware in the 
kiln, may also be placed in pottery kilns with the ware. From time to time a trial 
piece is removed to note progress of the firing. Recording thermocouples are now 
finding extensive application for measuring kiln temperatures and practically all 
users of tunnel kilns keep a graphic record of temperature conditions in different 
sections of the kiln. For temperatures above the range of thermocouples, optical 
and radiation pyrometers are used.^® 


MANUFACTURE OF HEAVY CLAY PRODUCTS 


The term "heavy clay products” commonly used in the clay industries includes 
bricks, sewer pipe, drain tile, hollow block, terra cotta, flue linings, conduits, roof- 
ing tile and fire clay refractories. These wares are usually made from clay di- 
rectly as dug except that the clay is ground, and in some cases screened, and 
tempered. In fire brick manufacture several clays may be mixed together. 

The manufacture of all the various kinds of heavy clay products cannot be 
discussed here but a few types will suffice to give a general view of the processes. 

Bricks — ^Brick-making is one of the oldest of the ceramic arts. Bricks said 
to have been made by the Babylonians 6000 years ago are still in good condition. 

Preliminary Preparation of Clays. Relatively low grades of clay are suitable 
for brick manufacture. Some clays can be made into bricks directly without any 
preliminary treatment but others require special preparation, and therefore are 
subjected to one or more of the processes of weathering, grinding, pugging and 
tempering as previously described. 

Soft-Mud Process. The soft-mud process is the oldest method of making 
bricks. The clay is worked up with sufficient water to make a soft mud that 
can be easily pressed into wooden molds, either by hand or by machines. The 
inolds are sprinkled with sand on the inside to prevent the brick from sticking; 
this sand shows in the finished brick. A modem power-driven soft-mud brick 
machine has a capacity of from 1000 to 6000 bricks per hour. A large variety 
of clays are suitable for the soft-mud process, and the bricks if properly fired are 
of excellent quality with well-defined edges, of a solid homogeneous structure 
and have the property of withstanding the action of frost very well. The soft- 
mud process is especially used in making fire bricks. 

^iff-Mud Process. The stiff-mud process is a more modern development 
0 the brick industry. The clay is groimd and pugged just as in the soft-mud 
process, but the amount of water added is much less. The mud is just soft 
enough to be squeezed through a die under pressure, but stiff enough for the 

For ^ discussion of temperature measuring instniments see Chapter 5. 

tice” pyrometric practice in ceramic industries see "Pyrometric Prac- 

(1924) ^ Tech. Paper No. 170, and Brown, Jour. Amer, Ceram. Soc., 7, 620-5 
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bricks to hold their shape in handling. The mixed and pugged clay mud is 
fed into an auger machine, Figuie 9, in which a tapering auger forces the clay 
through a die. The clay comes out of the die in the form of a bar whose cross- 
sectional dimensions are equal to one face of the brick. The clay bar passes 
along a short belt conveyor onto a cutting table, Figure 10, on which a frame 



Fig. 9. Auger Jlachine. 


with a number of wurcs automatically cuts the bar into bricks. Whih the wires 
are passing through the clay they, with the frame, move in a direction parallel 
to the motion of the clay and at the same velocity. This insures a cut at 
right angles to the bar. After each cut the frame moves back to its original posi- 
tion. The stiff-mud process is very popular on account of its automatic fea- 
tures and large output. The clay requires no attention from the time it enters 



the pug mill until the cut bncks are removed fiom the belt conveyor. Stiff-mud 
machines have capa(*ities up to 15,000 bricks per hour, wdnch is greater than 
that of any other t/pe of machine. The lincks, howe'ier, have a tendency 
toward a laminated structure on account of the center of the clay bar passing 
through the die faster ^ than the sides where fiictional resistance is greater. If 
the die is not lubricated properly (with steam, oil, water or by electrical means) 
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the edges of the bar of clay become serrated. The stiff-mud process also re- 
quires closer regulation of the plasticity of the clay than do the other methods.^® 

If the bricks from the soft-mud and stiff-mud processes are to be used as 
face bricks they may be repressed in a repressing machine. Repressed bricks 
are compact, perfectly dimensioned vnih edges and corners clearly defined. Re- 
pressing is done in hand presses or in power presses, the latter having a capacity 
up to 3000 bricks per hour. 

Dry-Press Process, In the dry-press process the dry clay containing usu- 
ally less than 15 per cent moisture is fed from overhead bins into the press 



Fig. 11. Dry-press Brick Machine. 


hopper through canvas tubes. As the machine operates, the charger moves 
over the mold, fills it and withdraws. Top and bottom plungers then move 
toward each other in the mold, subjecting the clay to very great pressure, pro- 
ducing a dense compact brick with well-defined and smooth faces. The bricks 
tend to be of a stratified texture if not carefully prepared. The clay must be 
thoroughly ground and pulverized and should be screened through a 16-mesh 
or finer screen. The bricks from the dry-press machine, Figure 11, may be set 
ui the kiln directly, but it is considered preferable to give the bricks a preliminary 
drying. 

Semi-dry-pressed bricks are made in a manner similar to the dry-pressed 
except that the clay contains more moisture. 

Efflorescence, Efflorescence, also called whitewash, drier white, kiln white, 
wall white, sulfation, and scumming, refers to discoloration on the surface of 
clay products due to soluble salts in the clay. This discoloration may take 

Barker, G. J., and Truog, E , Jour. Amer. Ceram. Soc., 21, 324-29 (1938). 
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place in the driers (drier white) due to salts being concentrated on the surface 
as the water evaporates. Calcium and magnesium sulfates are the most bother- 
some. If the ware is exposed to sulfur dioxide fumes caused by sulfur in the 
fuel, calcium and magnesium carbonates in the clay may be decomposed in the 
presence of moisture to the corresponding sulfates. This may happen in the 
kiln (kiln wdiite) or in the drier if it is heated by waste kiln gases. The calcium 
and magnesium sulfates thus formed may not show when the ware is removed 
from the kiln, but if the bricks are exposed to the weather, moisture absorbed 
by the bricks will concentrate the salts on the surface as it evaporates, forming 
wall white. Efflorescence may be overcome by working the clays before soluble 
salts are formed by weathering, or by letting the clay weather completely so 
that soluble salts are removed by leaching; by drying and firing the ware rapidly 
to prevent concentration of the salts on the surface; by avoiding sulfur- 
containing fuels; firing the ware in reducing atmosphere; or by precipitating 
the soluble sulfates with barium salts. 

Drying, Bricks are dried outdoors, or in sheds, and more commonly in car 
tunnel dryers. 

Firing, Bricks are commonly fired in scove kilns, periodic down-draft kilns, 
Figure 4, continuous kilns, Figures 5 and 6, and car tunnel kilns, Figure 7. The 
firing range is generally between cones 012 to 06 (875° to 1015° C., or 1787° to 
1858° F.). 

Prodxiotion. Common brick production reached a maximum in 1923 when 
the value of the bricks manufactured equalled $94,500,000. The depression 
low in 1932 was $8,700,000 after which the increase was fairly regular. The 
peak production of face, fancy and enamelled bricks amounted to $47,000,000 
in 1925. 

The state of New York leads in the production of common bricks, producing 
approximately 11 per cent of the national production, Pennsylvania and Illinois 
following in order, Ohio leads in face brick manufacture, producing approxi- 
mately 17 per cent of the total, with Pennsylvania and Illinois following in 
order. 

Sewer Pipe Manufacture — Sewer pipes are made mainly from shale tem- 
pered vdth fire clay. Sewer pipes are made in special presses, Figure 12, by the 
stiff-mud process. The press consists of two cylinders in tandem with axis 
vertical. The upper is the power cylinder operated by steam; the lower is the 
clay cylinder from which the prepared clay mixi:ure is extruded downward 
through a die at the bottom. The process is, therefore, intermittent. A counter- 
balanced table free to move vertically is placed below the die to receive the pipe 
as it is cx'presscd. Tlie pipe is cut into proper lengths by a power cutter or by a 
wire operated manually. Special sliapcs as elbows and traps are made by 
hand in plaster molds. 

Some sewer-pipe presses can be fitted witli a '^goose neck^^ at the bottom 
of the clay cylinder. The clay is then expressed horizontally instead of verti- 
cally. The "goose neck^^ may be fitted with dies to make bricks or structural 
hollow ware. ^ 

Sewer pipes are salt glazbd; the pipes are set on end in the kiln impro- 
tected from the flames. Wheil the kiln is up to temperature, cone 1 to 11 (1125° 
to 1285° C,, 2057° to 2345° F.), salt is put in the fireplaces, a few shovelsful 
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at a time, over a period of several hours. The salt volatilizes at the high tem- 
perature and combines with the clay, forming a glaze on the surface. All clays 
are not adapted to salt glazing. Salt glazing is also applied to some stoneware. 
Sewer pipe production reached a 


peak in 1923, when the value of the 
product amounted to $32,500,000; the 
present production is approximately 
half this amount, Ohio, Pennsylvania 
and California are the chief producing 
states. 

Hollow Structural Tile — In- 
cluded in this classification are fire- 
proofing terra-cotta lumber, hollow 
blocks and hollow bricks, some of 
which are shown in Figure 13. The 
fireproofing materials are those which 
are employed in floor arches, partitions, 
and wall furring for girders and columns. 
Terra-cotta lumber is a soft and porous 
material produced by mixing sawdust 
with clay and subsequent!}'' burning it 
out. It is not fired very hard and can 
be nailed and sawed the same as 
lumber. Hollow blocks and hollow 
brick are used for outside avails. 



Hollow ware is made by the stiff- ¥ig. 12. A Sewer Pipe Machine, 
mud process by auger machines. Many 

stiff-mud brick machines have interchangeable dies so that they can be used not 
only for making bricks, but also for a great variety of hollow ware. Sewer- 
pipe presses can also be fitted with dies for making hollow structural material. 



Fig. 13. Hollow Structural Tile. 


The maximum annual production of hollow structural tile to date was in 
929 when the value of the product was $30,500,000. Ohio, New Jersey and 
owa are the chief producing states. 
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Terra Cotta — ^Terra cotta denotes hand-made clay products for structural 
decorative purposes. Semi-fire clay mixed with a low grade of clay or shale 
and grog (ground firebricks) is commonly used for terra cotta. The ware is 
formed either by hand modeling or in plaster molds and requires a great deal 
of skill. On account of the large bulky shapes frequently made, the drying 
must be carried out very carefully to prevent warping and cracking. Although 
most terra cotta is glazed, the body is not given a biscuit fire, but the glaze is 
sprayed in the form of a slip directly on the dried green ware. Terra-cotta is 
fired in muffle kilns at temperatures varying from cone 010 to 8 (895° to 
1260” C., 1643” to 2300” F.). 

Tile — Under this heading come roofing tile, floor tile, and wall tile. For 
roofing tile the clay is prepared similarly as for bricks although more care is 
used. Simple forms can be expressed from auger machines and cut into proper 
lengths. Other forms are made by repressing slabs of clay. Floor tiles are 
made from a body similar to whiteware from fire clays, buff-burning clays or 
shale. They are fired to a dense body at cone 8 to 12 (1260° to 1335° C., 2300° 
to 2435° F.), Wall tile are made in dr>’' press machines from a white burning 
bod}" but fired at a temperature considerably below that of vitrification. The 
shapes are first given a biscuit fire in saggers and are then glazed and glost fired 
in a muffle kiln. 


FFHE CLAV REFRACl'OnrnS 

Fire clay refractories are among the earliest manufactured refractory mate- 
rials, and at the present time, on the basis of tonnage, represent more than all 
other t 5 'pes of refractories manufactured. 

Fire clays, the properties of which are described earlier in the chapter, are 
uddelj'' distributed. Pennsylvania is the chief producing state followed closely 
by Missouri and Ohio. 

Methods of Manufacture — Fire clay refractor}’ shapes are manufactured 
by the various methods used for making building bricks, including the dry press, 
stiff-mud, soft-mud and hand-made processes and some shapes are made by cast- 
ing the thin clay slip in plaster of paris molds. Massive shapes must be dried 
very carefully to prevent cracking and warping. The dried shapes are fired in 
various types of kilns such as down-draft, car tunnel and circular kilns. 

Characteristics of Fire Clay Refractories — Certain properties are desir- 
able in refractories and these will vary according to the uses to which the refrac- 
tories are put. For instance, for a boiler setting or a kiln lining, low heat 
conductivit}^ is usually desired, while for use in muffle, high heat conductivity is 
desired. \ 

Resistance to High Temperatures. As a rule a fire clay refractory should 
be able to resist tempera tpres of at least 1600° C. (2912° F.), without softening 
and some of the high alunfina clays may be put to use in furnaces in which they 
will encounter temperatures above 1800” C. (3272” F.), The temperature at 
W’hich a refractory can be used satisfactorily depends to a large measure upon 
such factors as load, chemical nature of the charge or slag, oxidizing or reducing 
conditions and the abrasion to which it is subjected. Fire clays that soften 
between 1500” C. (2732° F.) and 1600° C. (2912” F.) are sometimes classed as 
semi-fire clays or low heat duty clays. 
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Load-Bearing Capacity, Refractory linings of furnaces are ordinarily not 
expected to carry the load of the superstructure of the furnace, such as the 
boiler in boiler furnaces. This load is carried by common bricks encasing the 
refractory structure and therefore not subjected to any high temperatures. The 
refractories usually carry only the load of the other refractory materials resting 
on them. Fire clay refractories have a tendency to shrink under load at high 
temperatures, the degree of shrinkage permitted again varying with the nature 
of the service. In a standard test the refractory is heated under a load of 
25 lb. per sq. in. A high heat duty brick should not deform a great deal at 
1350° C. (2462° F.), an intermediate heat duty brick at 1300° C. (2372° F.) and 
a moderate heat duty at 1100° C. (2012° F.). In the earlier specifications the 
actual deformation permitted for each class was specified, but at present this is 
not as rigid, except that a high heat duty brick containing 70 per cent or more 
of silica should not shrink more than 4 per cent or expand more than one per 
cent at 1350° C. (2462° F.) under the above conditions. 

Spalling. When bricks are subjected to a temperature gradient there will 
be uneven expansion or contraction with the result that a stress is set up between 
different parts of the brick or other refractory ware, which may be of sufficient 
magnitude to cause pieces of the brick to break off. This breaking off, called 
spalling, may also be caused by compression in the structure due to expansion 
of the whole from a rise of temperature, or may be due to slag penetration into 
the brick, thereby causing variations in the coefficient of expansion. Spalling 
may be reduced by avoiding sudden temperature changes, or by modifying the 
furnace design so stresses are not set up as the furnace heats. If the spalling 
is the result of uneven expansion due to slag penetration into the brick, the 
spalling can be reduced by originally firing the bricks at a temperature greater 
than their operating temperature. This reduces the pores in the brick and 
checks slag penetration. However, such a brick is dense and rigid and cannot 
adjust itself to relieve strains caused by uneven heating. If contact of slag with 
the brick is avoidable, spalling caused by thermal shock can be reduced by mak- 
ing a relatively porous brick. Such a brick can more readily expand unevenly 


without spalling. 

Chemical Properties. Refractory materials may come in contact 'with slags 
or other materials in the furnace that will react with the refractory and thereby 
reduce its useful life. Since it may be impossible to eliminate chemical action 
between the refractory and the charge, efforts may be successful in reducing the 
rate of reaction and thereby prolong the life of the refractory. Some of the chief 
methods for reducing the rate of reaction are the following. 1. Since chemical 
reactions increase in velocity with rise in temperature a logical attack would be 
to operate the furnace at lower temperatures. However, most furnace processes 
require a certain temperature and this method of attack is not practical. It is 
possible to cool the furnace walls from the outside and thereby reduce the 
mterfacial temperature between the charge and the refractory. This necessi- 
tates considerable heat loss but is common practice in glass tanks. After the 
tank w^all has become thin due to the reaction between the glass and the tank 
ocKs, air blasts or water coolers are used to cool the refractory and thus extend 


A. S, T. M. Designation C 16-20. 
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its life. 2. If the refractory is of the same chemical nature as the charge or slag, 
reaction will be slow. For this reason it is generally recommended that acid 
refractories be used with an acid charge and basic refractories with a basic 
charge. At moderate temperatures, however, chemical action may be so slow 
that the refractory and charge may be of opposite chemical nature, as is the 
case in a lime kiln lined with silica refractories. In these cases other factors 
such as abrasive resistance become more important than those of chemical 
nature. Fire clay refractories are acidic in their nature, \mless they contain 
much excess alumina, in which case they may be basic. 3. The rate of reaction 
depends also upon the surface exposed. If a refractory is porous, slag can pene- 
trate the pores and on account of the large surface for attack reaction may be 
rapid. A dense brick thus resists corrosive reaction much more readily, 4. If 
the slag or charge flows rapidly over the brick surface, the reacted material is 
washed nway and fresh surface is exposed for more attack. Thus, a fluid slag 
that flows down a refractory wall rapidly will wear down the wall much faster 
than a viscous slag that accumulates and moves slowly. 

Heat Transmission. Heat may be transmitted through refractories by 
conduction and by radiation.^® Convection is of little importance in trans- 
mitting heat through furnace walls, but may be of great importance in carry- 
ing the heat from the interior of the furnace to the walls. In a dense refractory 
the heat is carried through the walls by conduction. If the refractory is porous, 
convection of the gases in the tiny pores is relatively unimportant in aiding heat 
transmission, but at higher temperatures radiation across the pores becomes 
important. Since the amount of heat radiation is proportional to the difference 
between the fourth power of the temperatures, radiation becomes of increasingly 
more importance with rise in temperature. The more porous a refractory, the 
greater is its resistance to heat transmission, especially at low and moderate 
temperatures. At high temperatures radiation across the pores becomes more 
important and the insulating qualities arc reduced. As a rule, it is desirable 
to have a furnace lined with refractories of low heat conductivity to reduce heat 
loss, but in some cases this causes the inner surface of the refractory wall to 
reach such high temperatures that its life will be reduced. Therefore it is desir- 
able in some cases to use walls having good heat conductivit}^ and to cool the 
walls from the outside. For muffles, in muffle furnaces where the charge and 
the flame are separated by a refractory wall, a refractory possessing good heat 
conductivity is desirable. 

Use of Grog in Refractories — ^As a rule, fire bricks are not made from a 
single raw clay, for the firing shrinkage would be high and the porosity of the 
brick would be low. A high firing-shrinkage causes cracking and warping of the 
refractory and it is difficult to produce the finished product to close dimensions 
so desirable in refractories. Most refractories are made from a plastic clay and 
a grog. The grog is a granular, non-plastic material consisting of flint fire clay 
or of fire clay that has been fired in a kiln and then ground to a granular form. 
Broken, cracked and warped fire bricks arc commonly ground to make grog, but 
grog is also produced by firing cl a}’’ especially for this purpose. 

Increasing the amount of grog in a refractory up to about 70 per cent con- 

18 For a discussion of the principles of heat transfer see Chapter 2. 
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tinually reduces the firing shrinLage. After this point the addition of grog 
has little effect on the shrinkage. The size and amount of grog affects the spall- 
ing characteristics of the brick.^® In the range from 2 to 20 mesh the spalling 
resistance increases with increase in the size of the grog particles. An increase 
in the amount of grog up to approximately 50 per cent increases the spalling 
resistance of the bricks. 

Insulating Refractories — ^The use of insulating bricks for backing-up re- 
fractories to conserve heat has been common practice in many installations. A 
number of refractory manufacturers are now making a porous refractory brick 
that has heat insulating properties itself. Among the advantages of using such 
insulating refractories may be mentioned saving in heat storage, reduced time 
in bringing the furnace to temperature (for a given rate of firing a furnace lined 
with insulating refractories may be brought up to temperature in from 25 to 35 
per cent of the time for a furnace ^vith a firebrick lining), and saving in fuel, the 
saving amounting to 20 per cent and over for a fully insulated furnace. 

The heat insulation is obtained by producing a porous brick. Insulating 
refractories have a bulk density ranging commonly between 45 to 50 lb. per 
cu. ft., as compared to 120 to 140 lb. per cu. ft, for firebricks. The porosity 
may be obtained by,^! 1. adding a combustible material such as coal or sawdust 
to the refractory mix, which burns out in the kiln, 2. aerating a powdered body, 
3. bloating the mix in slip form by gas evolved by chemical reaction, or 4. de- 
veloping a stabilized foam in a refractory mix in slip form. 

Shapes of Fire Clay Refractories — ^The refractory manufacturer may be 
called upon to supply over 3000 different fire clay sizes and shapes. Of these over 
a hundred are in such common use that they are called standard shapes. The 
most common size is what is usually called a firebrick, technically known as a 
standard 9-inch straight, measuring 9 in. by 4% in. by 2% in. A unit half 
as thick is called a split, one half as wide is called a soap. Other standard 
shapes are wedges, keys, skews, cupola blocks, checkers, tiles, baffles, and flue 
liners. 

Refractory Mortars and Cements — ^Firebrick are customarily laid up with 
a mortar in slip form consisting of ground fire clay and water. The mortar is 
applied with a brush, or the face of the brick may be dipped into the slip. Only 
enough mortar is used to fill up any irregularities in the surface of the bricks, 
for the bricks must actually rest on one another. 

Cements in plastic form are also used for patching walls and for constructing 
walls. Such cements may contain a number of ingredients, raw clay and grog 
being in wide use. For some cements sodium silicate is added. This makes 
the cement air setting to hold it in place until the first firing. Plastic refractories 
are used widely for building up refractory walls especially in boiler furnaces, 
generally referred to as monolithic walls. 

F. H., ^^Refractories, p. 362, McGraw-Hill Book Co., Inc., New York 

Hepburn, W. M., Jour. Amer. Ceram. Soc., X8, 13-17 (1935). 
rr b W. C., Jour. Amer. Ceram. Soc., 18, 18-22, especially 18 (1935) ; Foster, 

* Ceram. Soc., 19, 468-473 (1940) . 

* “ ^ riip” in ceramics refers to a mix of ceramic material such as clay with suffi- 

of water to make it pour easily. Desired fluidity can be obtained with 

uch less Water if about 0.6 per cent alkali is added. 
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A refractory cement called 'Tumnite/^ consisting essentially of calcium 
aluminate, has many of the properties of a Portland cement (calcium silicate) 
and in addition is refractory. It can be mixed with a refractory aggregate such 
as old firebricks or a variety of other materials ground to proper size to make 
a refractory concrete that can be placed in the same manner as ordinary con- 
crete, and has similar air setting properties. 

CHEMICAL STONEWARE 

Chemical stoneware is used widely in industry to resist acid solutions and 
also mildly alkaline solutions. It is used for pipes, stop-cocks, acid pumps, 
montejus, chlorinating vessels, condensers, retorts, stills, packing for absorption 
and scrubbing towers, pickling baskets, and a variety of other purposes. The 
physical properties of chemical stoneware are summarized in Table 4.^3 

TABLE 4 — PHYSICAL PROPURTmS OP CHEMICAL STONEWARE 


Ultimate compressive strength, lb. per in. 2 82,000-115,000 

Ultimate tensile strength, lb. per in 2 1,650- 4,300 

Modulus of elasticity, lb. per m.2 L05-5.95 X 10® 

Specific heat 0.2 

Thermal conductivity, B.t.u. per ft .2 0.78-2.05 

Linear expansion, per ® F 1.9 -2.3 X 10^® 

Ultimate bending strength, Ib. per in.2 5,900- 12,500 


The chemical composition of stoneware is usually between tlie following 
limits: Si02 60-70 per cent, AbOa 20-25 per cent, Fe203 O.S-l.S per cent, CaO-l- 
MgO 0.5-1 .2 per cent, K 2 O -f NaeO 1,5-3 .5 per cent. The best grades of stone- 
ware are considered to contain approximately 70 per cent SiOa and 22-23 per cent 
AI 2 O 3 . Chemical stoneware is closely related in its composition and properties 
to porcelain. In fact, for small articles, especially for laboratory use, porcelain 
is used, and it can be ^considered a high grade, highly refined chemica^ stone- 
ware. ^ 

Clay for chemical stoneware is carefully selected, and it is usually necessary 
to blend two or more clays to produce the desired properties. The clay should 
contain little iron oxide and lime compounds, and CaCOa especially should be 
absent. The clay should \utrify at about cone 9 (1250° C. or 2282° F.) and 
should produce a dense texture. Grog in the form of ground stoneware is neces- 
savy for the manufacture of all but smallest pieces of ware. The grog is ground 
so that Nill will pass throiugh a 60-mesh screen, but a good share should be 
retained (m a 200-me3h screen. For some clays it is necessary to add 5 to 10 
per cent fivdspar as a flux in order to produce a dense body. 

The ra v materials arc ‘ crushed and screened and then mixed with excess 
water in a plunger. On leaving the blunger the slip is passed through a mag- 
netic separator to remove ilbe iron-bearing particles. The slip is then filtered 
in a press t|| remove exces 5 ^ water and some of the objectionable soluble salts. 
The plastic ^filter cakes, the( grog, and any feldspar are thorouglily pugged in a 
pug milk The pugged bod y is then stored in cool moist vaults for two weeks 
to improve the plasticity. 

2S Chem. & Met. Eng., sA 651 (1932). 
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The plastic material is formed into desirable shapes by one of several opera- 
tions, such as jiggering, extruding, hand pressing, casting, and dry pressing. 

The ware is carefully dried and can be fired in any of the types of kilns used 
for firing heavy clay products, the down-draft kiln being generally used for 
this purpose.-^ It is salt-glazed in the kiln, but the inside of the ware may 
receive a special glaze for better chemical resistance. 

Chemical stoneware is not a good heat conductor and cannot withstand 
severe thermal shock. To obtain sufficient mechanical strength the 'walls are 
made relatively thick which further hinders heat transfer. Thus for heating or 
cooling solutions in stoneware the heat is seldom transferred through the con- 
tainer wall. Cooling or heating coils are placed inside the container. These 
coils may be made of chemical stoneware, for the wmll sections of pipes can be 
made relativelj'’ thin. 


POTTERY 

Classification — ^The term '^pottery” includes a variety of ware made of clays 
alone or clays compounded with other materials. Pottery may be divided 
broadly into earthenware and china (including porcelain) ware. A more com- 
plete classification is as follows: 

A. Natural body. 

1. Common earth enw^are, or crockery, covered with lead glazes or soft tin 

enamels. 

2. Stoneware. 

(a) Salt glazed. 

(b) Lead glazed. 

1. Yellow 'ware. 

2. Rockingham ware. 

3. Jet 'ware. 

4. Samian w^are. 

B. Compounded body. 

1. Porous, nonvitreous body. 

(a) C.C. (cream colored) w^are. 

(b) Whiteware. 

(c) Ivory ware. 

2. Dense, vitreous, and translucent body. 

(a) Feldspar porcelain, high biscuit and low glost fire. 

(b) Feldspar porcelain, lo\v biscuit and high glost fire. 

(c) Bone china, high biscuit and low glost fire. 

Whiteware — A detailed description of the method of manufacture of all the 
above classes of pottery cannot be given here. Only that of earthenware, also 
called semivitreous dinnerware, will be described. It is a type of tableware 
possessing a white comparatively porous body, covered wdth a brilliant trans- 

640^(^40)^ flow-sheet of the manufacturing process see Chem. & Met. Eng., 47 , 637- 

^^Clays: Their Occurrence, Properties and Uses,” third edition, p. 131 
onn Wiley & Sons, Inc. (1927). This reference also defines all the terms used. 
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parent glaze. Ivory ware is similar, except that the body materials have been 
so selected as to give a pleasing ivory tint. 

Bodij Mixtvre: Coyjiposition and Preparation. A typical body composition 
for semivitreons tableware is given below: 

Per Cent 


English china clay 14,0 

Ball clay 16.0 

Florida clay 6.5 

North Carolina clay 14.0 

Feldspar 13.5 

Flint 36.0 


The kaolin serves as the main body material and gives the white color to the 
ware. It has in itself insufTicient plasticity to permit proper working on the 
potter’s wheel. The Florida and North Carolina clan’s are used to replace part 
or all of the more expensive English clay. In the past few 3 '’ears much improve- 
ment has been made in the refining of domestic clays. In some ivory bodies, no 
English china clay is used. The ball clay is added to give plasticit}'' and bonding 
power to the bod 3 \ It has a tendency to give a creamy color to the fired ware 
and is, therefore, added to the body in the smallest amount possible. The flint 
adds porositj'- to the ware, reduces drjdng and fire shrinkage and resists the 
deformation during firing caused by the softening of the other materials. Tlie 
feldspar acts as a flux; it melts to a glass at the high kiln temperatures and dis- 
solves some of the clay and quartz and cements tlie tmdissolvcd particles into a 
"^^rm vii^it. Tlierc is insufficient fu.sion to cause all the porosit 3 »' to disappear; the 
porosityvof well-burned, unglazed, white ware is about 8 per cent, A small 
amount of cobalt oxide is used to overcome anj” creamy color in the fired wares, 
unless an Wory color is desired. 

The raw materials are ground up finely, mixed with sufficient water to form a 
slip, and then agitated in stirring machines called blungers. A blunger consists 
of a large tank with a revohing gate as the stirring device. It mixes the compo- 
nents of the body and breaks up all the agglomerated particles so that the whole 
mass is brought into suspension. The blunged body is passed beneath strong 
electromagnets to remove any particles of metallic iron and then through a fine 
screen or lawn. The excess water is removed from the slip by means of a filter 
press. The press-cakes are placed in a pug mill and are thoroughly pugged and 
then expressed in the form of a circular column through a die, so that pieces of 
desired size can be cut off with a udre. The pugged body is sometimes stored 
in clay cellars to increase the plasticit}^ of the ma.ss. 

Shaping the Ware — ^IVliiteware may be shaped by four methods, all of 
which are in use in American potteries. 

Throwing. The thrower’s wheel, Figure 14, consists of a disc fastened to the 
top of a vertical spindle. The spindle was originally rotated by the thrower’s 
foot, but mechanical power is more common now. The thrower places or throws 
a wad of clay on the disc, and as it rotates he shapes the ware with his fingers. 
Throwing is the oldest method of forming pottery and is still in extensive use 
in Europe. In America it is used in the smaller potteries and to some extent in 
the larger ones for special shapes or odd pieces. 
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Jiggering. The process of jiggering is used extensively for making table- 
ware. A horizontally rotating plaster mold having the shape of either the inside 
of flat ware (plates, saucers) or the outside of deep ware (cups, bowls) receives 
the clay, Figure 15. A lever with a profile shaped to conform to the outside (or 
inside) of the ware is lowered over the mold with its clay to a definite position 


Fig 14. A Potter s Wheel, 


so that all excess clay is removed. The mold with the formed ware is then placed 
in the drying room. 

Pressing. Pressing is used for making vessels of oval cross-section, pitchers, 
and jugs. The plaster mold is made in several sections, usually so that the inside 
of the mold conforms to the outside of the finished clay article. Slabs of clay 
are pressed over the mold parts and trimmed to the proper size. The mold 
pieces with the clay are put together and the seams are cemented and smoothed 
with the aid of a wet sponge. After drying, the mold parts are removed, leaving 
the formed vessel. 

Casting. In the casting process, a clay slip is poured into a plaster mold, 
the inold having the form of the outside of the ware. Some of the moisture of 
the slip near the mold is absorbed by the plaster, and after sufficient absorption 
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has taken place, the excess slip is poured out, lea\nng a thin uniform coating in 
the mold. The mold is set to dry; the clay shrinks from the mold and the two 
can be easily separated. The plaster mold may be made of several parts to 
permit removal from complicated shapes. Handles, spouts, and the like may 
be made separately and then cemented to the vessel by means of a clay slip. In 
order to obtain a slip of the greatest fluidity ^^dth the least amount of water, 
small amounts of sodium silicate or carbonate or both are added to the slip; an 
easily pouring slip may contain no more than 30 per cent water. 

Turning. Ware made by throwing and jiggering is sometimes finished on a 
lathe. The lathe has a horizontally rotating spindle like a wood-turner's lathe, to 

the chuck of which the partially shaped ware 
is attached. The ware is then finished with the 
aid of special tools or merely smoothed with a 
wet sponge. 

Biscuit Firing— The dried clay ware is 
first fired in a biscuit kiln in which the body is 
fired to the proper degree of vitrification. 
The ware is set in cla^’’ receptacles called sag- 
gers, which are then set in straight bungs in 
the kiln. The saggers serve to keep the ware 
in the bottom of the kiln from carrying the 
load of the ware above it and to keep the 
flames from coming in direct contact with the 
ware. The sagger joints are sealed uith Avads 
of clay. An up-draft crown kiln will hold 
from 20G0 to 3000 saggers. When the kiln is 
loaded the door is sealed, and a slow fire is 
started. Ordinary Avhiteware requires from 
40 to 50 hours for the water-smoking, oxida- 
tion, and vitrification, and 48 hours additional 
for cooling. The biscuit Avare is fired to cones 8 to 10 (1260° to 1305° C.). 

Glazing — ^The biscuit is glazed to prevent the porous body from absorbing 
moisture, and to give a lustrous a])pcarancc to the body as Avell as to make it 
easily clcanable. A glaze is a colorless gloss specially prepared to have a coeffi- 
cient of expansion corresponding to that of the body. The chemical composition 
of glazes is diAuded into three groups: the bases (RsO and RO), the sesquioxides 
(R2O3) and the acids {RO2). A glaze may have the folloAAung composition ex- 
pressed in mols, more commonly called equivalents by ceramists: 

0.20 NaaO 
0.05 K 2 O 
0.25 PbO 
0.50 CaO 

Borax and boric acid (avIiic’ii supply the B 2 O 3 ) on account of their solubility 
in AA^ater must first be made in^luble by fusing or fritting AAdth some of the other 
ingredients of the glaze. Tha recipe for a glaze for semiAutreous w\are is given 
in Table 5. 
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TABLE 5 — PRECIPE FOR GLAZE FOR SEMIVITREOUS WARE 
FRIT ' GLAZE 


Borax 

Boric acid 

Flint 

Paris 

20 

130 

150 

Frit 

Feldspar 

Clay 

Parts 

200 

300 

40 



White lead 

160 



Whiting 

110 



Zinc oxide 

30 


The frit is ground with the other ingredients in water in a ball mill to form a 
slip. The cleaned biscuit ware is dipped in the glaze slip as shown in Figure 16 
and then placed on shelves to dry. In some potteries a mangle is used for drjdng ; 
it consists of shelves moved b}'' chain conveyors through a heated chamber, part 
of the conveyor being shown in Figure 16. 



Fig. 16. Applying a Coating of Glaze to Plates by Dipping Article into the Glaze 
Suspension. 

Glost Firing — ^After the glaze has dried the ware is ready for the second or 
glost firing. The ware is again placed in saggers but the pieces must not come 
in contact with one another, for the glaze on softening would cause the pieces 
to stick together. The pieces of ware are separated by specially shaped clay 
pieces called pins, which make only point contact with the ware. In order to 
reduce volatilization of the glaze on the ware, the saggers are coated on the inside 
ivith glaze. The firing requires from 24 to 36 hours, the temperature varying 
from cones 4 to 7 (IIQO'* to 1250° C.) according to the glaze composition. The 
biscuit and glost firing are both carried out in periodic kilns, car tunnel kilns or 
in circular kilns. 

A number of potteries are now producing ^^one-fire” ware. The glaze is ap- 
plied to the unfired ware and the body and glaze are fired in one process. This 
not only saves the use of special kilns, and the fuel for a separate firing, but also 
n great deal of handling necessary for each firing process. 
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Decorations — ^Decorations are either underglaze or overglaze. Overglaze 
decorations permit a wider range of colors, for they need not be heated to as high 
a temperature as the underglaze colors, which are subjected to the heat of the 
glost firing (1190° to 1250“ C., 2174“ to 2282° F.); overglaze decorations are 
fired to about 750“ C. (1382“ F.). The coloring material is usually a metallic 
oxide combined with a flux. The most popular method of applying decorations 
is by means of transferring designs printed on special paper. Sometimes the 
transfer supplies only the outline of the design, which is then filled in by hand 
painting. Bands and lines are applied by holding brushes with the coloring 
material to the ware on a rotating table (decorator^s whirler). Decorations are 
fired in a muffle kiln without the use of saggers. 


POnCELAIN 


If the fluxing materials in whiteware body be increased at the expense of the 
clay and the ware fired at a higher temperature, nearly complete vitrification 
will take place so that the fired body is of a translucent, glassy structure with 
practically no porosity. Such a body is called porcelain or china. The difference 
in the composition of semivitreoiis ware (the popular table earthenware) and 
china is indicated in Table 6, although the body of neither has a fixed composition. 

TABLE 6 — coMVAnisoy or co^fPosmoN or chika and earthenware 



China 

Earlhcnware 


Per Cent 

Per Cent 

English china clav 

. . . 10.0 

14.0 

Florida clay 

. , . 10.0 

6.5 

North Carolina clay 


14,0 

Ball clay 

... 17i 

.;10,0 

Feldspar 

. , . 15.0 

135 

Flint 

. . . 36.0 

36,0 

Dolomite 

... 2,6 


Average porosity of firnd ware . . 

... 05 

8 


If the main flu.xing agent is feldspar, as illustrated in the table above, the porce- 
Iain is called spar china, if it is bone ash (calcium phosphate) it is called bone 
china. 
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CEMENT, LIME, AND PLASTER 

Tod G. Dixon 

Supervisor Ch. Eng. Course, Pratt Institute, Brooklyn, New York 

The problem of building materials is to get one that will stand the test of 
bime. Materials which are completely oxidized are chemically stable in our 
atmosphere as far as oxygen is concerned and hence, are susceptible to a very 
long life. The supply of raw materials for producing this type of product is 
almost limitless, being found in the earth's crust as minerals, and most of them 
can be obtained at a very low cost. Hence, it would seem that such materials 
would be permanent and probably be a most important item in construction. 

HISTORY 

Man has always looked for some material to fasten other materials together. 
The first material to be used was clay which had been worked with water. In a 
general way, cement, lime and plaster can all be clas^d as mortars, for they are 
used as binders in^yarious kinds of compos ite building matoials. Next to iron 
and steel, lime ahHEement are now the most important building materials in use 
today. Various forms of lime and cement have been used for many years but 
they have been greatly improved during this century. As far back as the 
Romans, it was known that various minerals, when treated, could be used as 
mortar. This was the beginning of the cement industry. 

The fundamental principle of making lime, cement and plaster is to take 
some natural materials and treat them with heat and grinding. The heat will 
drive off the water or carbon dioxide. When the product formed is ground and 
treated with water, a chemical action takes place which with the aid of air 
causes a reverse action to that of heating and a tendency for the product to 
return to its original state. The Egyptians were one of the first people to use this 
in the production of plaster from gypsum. Later the Greeks used the process 
with hmestone and marble. The Romans were the first to make a cement 
similar to our Portland cement. The year 1756 is considered the starting point 
of our modern cement industry and John Smeaton, an English engineer, is given 
the credit. 

Portland cement takes its name from the fact that it resembles in color a 
stone that comes from Portland, England. Joseph Aspdin, an English bricklayer, 
in 1824 patented a hydraulic lime wiiich he named Portland cement from its 
color. Portland cement manufacture in the United States dates from 1872. 
Today lime and cement manufacture has become one of the principal chemical 
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engineering industries. Chemistrj'' has played a big part in the development 
of better products, especially through the use of phase rule diagrams. Engineering 
in the development of kilns and grinding apparatus has also improved the 
manufacture of cement and lime. 

Economic Growth — ^Frorn an economic standpoint, lime, cement and plaster 
form one of the most important industries in the United States. The production 
of these products has shown a marked increase over a long period of years, and, 
as a long-time trend, is still increasing as new uses are being found. Cement 
in many cases has taken the place of wood, iron or steel and brick. Develop- 
ment of plaster board and wall board has made some inroads into the direct 
use of lime and cement, but many of these products use either lime or cement 
as a binder. 

Cement production in the United States increased from two million barrels 
in 1888 to 176 million barrels in 1928. The latter part of the 1920 decade was 
a period of very extensive highway and building construction. The economic 
depression beginning in 1929 brought a decrease in these activities and brought 
a serious decline to the cement industr 3 \ It slowly recovered and 1939 found 
the United States production back up to 125 million barrels. 

CLASSIFICATION OF THC PRODUCTS 

Materials which are used in various mortars nmy be classified in several 
ways but for this discussion their properties, manufacture and raw materials 
will be used, 

1 . Natural cements are made by calcining impure limestones, containing 
CaO, SiOa, AhOa, and Fe 20 ,i, at a low temperature which will not cause vitrifica- 
tion. These cements do not slake, and to make hydraulic cement they must be 
ground. 

2. Portland cements are made by calcining to vitrification an intimate mix- 
ture of calcareous and argillaceous minerals, CaO + AI 2 O 3 -b SiO^. The result- 
ing product does not slake when water is added. "Wlien the cement is ground 
after cooling it forms a cement which will hydrate to form a hard mass in the 
presence of water. 

3. Puzzolan cements are produced by the intimate grinding of a mixture of 
slaked lime with slag, volcanic ash or Portland cement clinker and treated slag, 

4. Common limes are made by calcining limestone, pure CaCOs, forming 
CaO. The lime slakes witli water but has no hydraulic properties. 

5. Hydraulic limes are made by calcining impure limestone, containing silica, 
alumina and iron, at a low temperature. The resulting product will slake with 
water and has hydraulic properties. 

6 . Finishing limes are made by calcining dolomite, high magnesium limestone, 
at a white heat. The resulting product will slake and has special properties of 
whiteness and ease of working under the trowel. 

7. Plasters are made by heating g 5 'psum (CaS 0 j 2 H 20 ) until three-fourths 
to all of the combined water is lost and then grinding the resulting product. 

Typical analyses of the raw materials and methods of treating are shown in 
Tables 1 and 2 . 
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TABLE 1 — DIAGRAM OF LIMES AND CEMENTS 


Raw 

Materials 

Heat 

Treatment 

Mechanical 

Treatment 

Properiies 

1 Classification 

Made from rela^ 
tively pure lime- 
stones. 

Burned at low 
temperatures. 
600^-900° C. 

Slake on addi- 
tion of water 
to burned 
product. 

Not hydraulic. 

1. Common 
limes. 

Made from dolo- 
mite. 

White heat. 


Finishing lime. 

Made from argilla- 
ceous or impure 
limestone. 

600°-900° C. 



2. Hydraulic 
limes. 




3. Natural Ro- 
man orRosen- 
dale cement. 

Made from an inti- 
mate mixture of 
argillaceous and | 
calcareous sub- , 
stances in proper 
proportions. 

Burned at high 
temperatures. 
1400-1600° C. 

Do not slake i 
on addition 
of water, 
but must be 
ground finely 
for use. 

Hydraulic. | 

4. Portland ce- 
ment. 

Made from mix- 
tures of slaked 
lime or Portland 
cement and 
blast-furnace slag 
or volcanic ash. 

Not burned. ^ 



5. Slagorpuz- 
zolan cements. 

Made from gyp- 
sum. 

Burned at from 
165°-200° C. 


Not hydraulic. 

1 

6. Plasters. 


Burned at above 
200° C. 


i 

i 

i 

1 

7. Keene’s ce- 
ment, floor- 
ing, plaster, 
etc. 


TABLE 2 — ANALYSIS OF MORTAR MATERIALS * 


Ataferial 

From 

SiOs 

Fe 204 

Al^Qs 

CaO 

MoO 

SO 3 

CO 2 

H 2 O 



0 15 

n 







Lime 

York, Pa 

0.52 

0^24 




0.96 


Lime 


(L25 

n IK 






Lime 


1 gx 

0^ 

17 






Hydrated lime .... 

Union Bridge, Md, . . 

o!38 

0.08 

0.06 

72.59 

0.74 


U.41 

2.10 

23*11 

Hydrated lime .... 

Carey, Ohio 

0.34 

0. 

18 

45.37 

31.20 


3.02 

20,07 

Hydraulic lime . . . . 

La Forge Cement. . . . 

31.10 

2.15 

4.43 

58.38 

1.09 

0.60 

1.28 


Hydraulic lime. . . . 

Tiel, France 

19.05 

0.55 

1.60 

65.10 

■ofifS 

0.30 


12.46 

Plaster of Paris. . . . 

Nova Scotia 

0,11 

0.01 

0.03 

38.90 

0.14 

54.81 

0.54 

6.33 

Plaster of Paris. . . . 

Buffalo, N. Y 

2.48 

0.32 

0.40 

37.81 

0.39 

53.12 

0.61 

4.98 

Natural cement , . . 

Cumberland, Md. . . . 

29.92, 

4.78 

11.23 

36.50 

11.93 


5.42 


Natural cement. . , 

Rosendale, N. Y 

27.75 

4.28 

5.50 

35.61 

21.18 

biso 

4*05 



* From Meade’s “Portland Cement.” 
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Natural Cement — Nntural cement was at one time manufactured exten- 
sively in this count^ 3 ^ But oning to the cheapness with which Portland cement 
can be manufactured, it has been largely replaced by this latter. Natural 
cements are produced by burning, calcining and subsequently grinding clayey o r 
argilla ceous limestones, which are natural mixtures of calcium carbonate and 
clay. These limestones usuall y _carr>^ from 13 to 35 per cent clayey matter 
^ 7§iQ2 + Ala + FegOiO , and often a considerable percentage of magnesia, which 
seems to be mterchangeable with lim e an^ to replace the latter without dis - 
advantage,. 

The kilns used for burning natural cement are verj’’ similar to those used for 
burning lime. The best kiln consists of a steel cylinder lined 'vnth firebrick and 
provided with an opening at the bottom through which the burned material may 
be drawn from the kiln. Tlie kiln is continuous in operation and the charging 
is done by introducing at the top alternate layers of limestone and fuel. This 
latter usually consists of small-size anthracite coal or coke. The temperature 
of burning is usually between 1000° and 1200° C. (See Figure 5, p. 867.) 

After passing through the kilns the burned material presents the appearance 
of a soft yellowish-brown mass. It is then ground to a fine powder. As it is 
quite soft, this is usually done with bulir-stoncs or in tube mills. However, excel- 
lent results can bo obtained by grinding the natural cements to an extreme degree 
of fineness with some of the more modern mills. The grinding of the clinker 
should be such that 00 per cent will pass through a 100-mesh screen. 

Natural cemen t is pot. no\y used for concrete as its strength is far lower and 
^ts hardening much slower than Portland cement . It is used to some exten t for 
x ^aying brick and ston e and as a coinponcnt of cements used for this purpose . 
Generally some hydrated lime is added to such a mixture in order to give plas- 

ticity, and if some Portland cement is also added the mixture will give a stronger 
mortar. It is also desirable to add some (1 or 2 per cent) waterproofing agent 
such as stea ric acid or calcium stearat e. 

Portland Cement — Co77iposition. Investigations on the composition of Port- 
land cement indicate that this is a inixture o f tri-calcium silica te (3CnO* SiO? ). 
tri-calcium aluminatc (3CaO • AI 2 Q 3 ). and di-calcium silic ate (2CaO • SiQ s). 
Thq most important _of these compounds is the '(ri-caicium silicate and the mor e 
of this which is present the better, although th e oUicr compounds also have h y- 
dranbe vaTucT NIost Portland cement has its ^hca at) out equally divided between 
the tri-calcium silicate and the di-calcium silicate. All the alumina is present a s 
tri-calcium alumina te and practically all the lime is combined with the si lica, 
, alumina and iron. Cement which is sound contains onh’* a trace of free lime. 
^Wlien cement is burned, the CO 2 is first driven off the limestone. The first 
compounds formed are the SC aO • 3^11203 and the 2CaO ■ SiOi> . These then 
gradually unite with the remainder of the CaO to form SCaO • AI2O3 and 
3CaO ■ Si02, some 2CaO • Si0 2 remaining in excess. The iron oxide present in 
ordinary cement acts as atjhi^nd promotes this change. 

There is a definite relation between the possible composition of Portland 
cement and the conditions under which it is made. By finely grinding the raw 
materials, burning slowly and having the composition sufficient!}’' high in lime, 
cements with a high percentage of tri-calcium silicate can be made. These, when 
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finely ground, will be quick hardening and show great strength. The so-called 
“high-early-strength^' cements are obtained by this means. 

Knowledge gained from the use of the phase rule and phase rule diagrams 
has done much to produce a better Portland cement and one of uniform quality. 
The phase diagram^ for the system lime-alumina-silica is shown in Figure 1. 
The most desirable constitueirt of cement, tri-calcium silicate, is designated on 
this diagram as CsS. It will be noted that the field for this compound is very 
small, which means that it exists over only narrow ranges of composition of the 


SiO^ 



Fig. 1. Phase Diagram of the System CaO — ^Al203 — Si02. 


mix. The smallness of this field of permissible composition is a challenge to the 
cement industry, --for it calls for very close control of composition and operating 
conditions to obtain the desired constituent. In recent years the industry has 
been very successful in meeting this challenge, as evidenced by greatly increased 
quality and reliability of cement. 

Iron oxide is also present in cement, so the phase diagram should really be 
for four components. But in the quantity in which iron oxide occurs in the 
raw materials it does not greatly affect the size or position of the fields of com- 
position so the three-component diagram is valid for the control of cement 
manufacture. 

The chemical composition of Portland cement of good quality is usually 
within the following limits: 


^ meaning oUuch diagrams see: Taylor, H. S., "A 
Physical Chemistry ” s econd ed ition, Vol. I, Chapter IX, Van Nostrand 

Marsh, J. S., “Principles of Phase Diagrams,” McGraw-Hill (1935). 
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RANGE OP COMPOSITION OF PORTLAND CEMENT 



Limits 

Average 

Silica 

20-24% 

22.0% 

Iron oxide 

2-4 

2.5 

Alumina 

6-9 

7.5 

Lime 

60-04.5 

62.0 

Magnesia 

1-5 

2.5 

Sulfur trioxide 

1-2 

1.75 


Analyses of typical Portland cements are reported in Table 3. 


TABLE 3 — ANALYSIS OF POUTLAND CEMENTS * 


Where Made 

Made from 

SiOz 

FciO, 

AWz 

CaO 

MgO 

so. 

Loss 

New Jersey. . . . 

1 

I Cement rock and | 

21.82 

2.51 

8.03 

62.19 

2.71 

1.02 

1.05 

Pennsylvania. . 


1 limestone 1 

21 94 

2.37 

6.87 

60,25 

2.78 

1.38 

3.55 

Michigan 



22.71 

1 3.54 

6.71 

62.18 

1.12 

1,21 

1.58 

Ohio 

j 


21.86 

1 2.45 

5.91 

63,09 

1.16 

1.59 

2.98 

Virginia 


1 f 

21.31 

I 2.81 

6.54 

63.01 

2.71 

1.42 

2.01 

Missouri 


^Limestone and clayi 

23.12 

i 2.49 

6.18 

63.47 

0.88 

1.34 

1.81 

Pennsylvania f j 


1 1 

23.56 

0.30 

6.68 

64.12 

1.54 

1.50 

2.92 

Illinois 

Blast f urnace slag and 









limestone 

22.41 

2.51 

8.12 

62.01 

1,68 

1.40 

1.02 

Germany 


20.48 

3.88 

7.28 

64.03 

1.76 

2.46 


Belgium 


23.87 

2.27 

6.91 

64.49 

1.04 

0.88 


France 


22.30 

3.50 

8.60 ! 

62.80 

0.46 

0.70 


England 


19.75 

5.01 ! 

7.48 ' 

01.39 ' 

1.28' 

0.96 


Germany J . ... 

Iron ore and limestone 

20.5 

11.0 ! 

1 

1.6 : 

63.6 ; 

1.5 

1.0 ; 



* From Mtade's '* Portland Cetncnt." t While Portland cement. t Sea-water cement. 

As indicated above, the essential elements in cement are lime, silica and 
alumina. The magnesia comes from the limestone, some of this being present 
in all limestone. The amount is limited by the standard specifications to 5 
per cent, as it is supposed to be harmful. Iron ox ide is jpresent in nearly all 
clays and sh ales, and hence is a lways present in cemen t. It has a definite ad- 
vantagGj in that it assists in burning and lowers the temperature of fusion. 
_Cement- containing no iro n is white , jnij/ rather hard to bum. Th e sulfur triop dde 
for the most part comes from the gypsum which is added to correct the set. 

The proportions of a good cement should satisfy the following ratios: 


, Per cent lime 

Per cent silica per cent iron oxide 4- per cent alumina 


1.9 to 2.15 


Per cent silica 

r — : — = 2.5 to 4. 

Per cent alumina 


In the manufacture of ^ Portland cement great care ij,JUiken to see that the 
composition satisfies the above ratios, ^f^oo m uch JjxQ^ j ^rcsen t the cement 
will be "unsound” — that is, in time concrete made from it .will expand and crack . 
If too little lime is present the concrete will be low in strength and may "seP 
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quickly— th at. harden hp.fnre. the masons have a cha n Cf) to place it in the form s. 

Cement in which ^lurniiia^ high , is also apt to be quic k setting, and is hard 
bum unifonnl y. High silica cement s are usuall y very slow hardem i^, and 4o 
not attain their full strength for a considerable -period^ 


METHODS OF MAHUFACTURB 

Materials — ^The materials from which Portland cement is manufactured may 
be divided into two classe s: those which supply the liiQ e and those which supp ly 
the* silica, iron^oxide an d alumina . The first are termed calcareous and the 
second ^argillaceou^ The following groups show the principal materials used 
in the manufacture of Portland cement. 


Calcareous Materials 

Argillaceous Materials 

Limestone Cement Rock 

Clay 

Marl 

Shale 

Chalk 

Slate 


Bket fumace ala^ 


The cement rock is an argillaceous limestone which contains usually between 
65 and 80 per cent calcium carbonate. If it contains more than 75 per cent it is 
necessary to add clay, shale or slate in order to make a satisfactory mixture 
for burning. If it contains less than 75 per cent it will be necessary to add lime- 
stone for a similar purpose. 

Limestone is usually mixed with clay or shale; marls and chalks with clay. 
Blast furnace slag is used with limestone. Alkali waste (or precipitated CaCOa, 
obtained from the manufacture of caustic soda) is mixed with clay. 

Limestones, marls and chalks which are to be u^ed in the manufacture of 
Portland cement should contain less than 3% per cent magnesia and preferably 
not more than 3 or 4 per cent silica, iron oxide and alumina combined. Clay, 
shales and slates should all have at least 2% and not more than 4 times as much 
silica as alumina. Exceptions to this are in the case of a high silica limestone, 
with which a high alumina clay may be used to advantage, since all that is neces- 
sary is that the mixture shall satisfy the requirements expressed by the above 
formulas for the desirable composition. 

In rough outline the manufacture of cement consists of mixing the calcareous 
and argillaceous materials together intimately and heating them to the point 
of incipient fusion. The intimate mixing of the two materials is accomplished 
by finely grinding them together. The fine powder is then subjected to a tem- 
perature of from 1400° C.-1600° C., when a sintering or semi-fusion takes place 
and the mixture rolls up into little balls varying in size from that of a walnut 
down to that of wheat, wdth an occasional larger piece and some fine sand. After 
cooling, these lumps or ''clinkers'^ are mixed with a small amount (2-3 per cent) 
of gypsum and finely pulverized. The resulting powder is Portland cement. 

Two Processes — The two processes employed for the manufacture of 
cement are known respectively as the wet process and the dry process. The wet 
process is the older of the two and is used almost universally in Europe. The 
dry process originated in America and is employed to the greater extent here. 
The two processes differ only in the treatment of tbe raw materials and very 
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much the same equipment is used in each. The treatment of the burned clinher 
is the same in both cases. 

The wet process is always used for marl and clay and the dry process for 
cement rock and for blast-furnace slag. Both processes are used for limestone 
and clay or shale. Where applicable, the drj' process is the more economical but 
it is easier to control the composition of the cement by the wet process. This 
latter is also better where the materials cannot easily be dried. 

Where the wet process is cmploj^d for limestone and shale, the two mate- 
rials are crushed and stored \Nithout clrjdng just as in the dry process. They are 
then mixed in proper proportions and fed to the grinding machinery, at ^Yhich 
point water is added and the materials ground wet. The result is a thin mud 
or ^'slurry/' as it is called, which is made just fluid enough to flow easily. Tins 
slurry, containing from 35 to 40 per cent water, is fed directly into the kilns and 
burned. 

In the dry process, the limestone, cement rock, and shale are usually crushed 
to about two inches or smaller and then dried. The cru.shing is nearly always 
done in large jaw or gyratory crushers which are followed by hammer miUs. 
The dried materials are stored in separate bins or piles and are drawn out of 
these as desired and mixed in proper proportions by automatic scales. The 
mixture is then ground and burned. Sometimes the storage and mbdng precede 
the drjdng. 

Drying is done by means of rotary driers. Tliese are cylinders of sheet steel 
from 6 to 8 feet in diameter and from 60 to 100 feet in length. They are unlined, 
and are usually providefl with channel irons bolted to the inside to act as shelves, 
to carry the rock up and drop it tlirough the hot gases. The driers are heated 
by a coal fire at the lower end or else by the waste gases from the rotary kilns. 
They are similar in construction to the rotary kilns described farther on except 
that lhc\^ are smaller and are not lined \vith firebrick. 

Storage — In order to provide a constant supply of material in case of a cessa- 
tion of quarry operations, due to bad weather, etc., a storage is usually provided 
for the crushed raw material. This is often sufficiently large to hold a week or 
hvo's supply of material. Tlie most common form of storage is large covered 
concrete bins provided with belt conveyors— one overhead for bringing in the 
stone and others in tunnels underneath the bin for taking it out. Another form 
of storage is provided with a traveling crane and grab bucket, similar to the 
storage for clinker which will be described further on. 

Mixing — The materials are usually mixed after leaving the storage, various 
methods being employed for proportioning the two different kinds. Hopper 
scales are used in many of the older mills, while in most of the newer ones lime- 
stone and shale are proportioned just as they arc fed to the grinding mills by 
means of some type of^ adjustable feeder such as a ^'poidometer” or a rotating 
table feeder. Clay is often first worked up ^nth water and the thin slip formed 
is proportioned by volume to the limestone just before the latter goes to the ball 
mill or compeb mill. A revolving wheel vdih wickets, known ns a Ferris wheel, 
is usually employed for this purpose. 

Where the wet process is employed for limestone and shale or clay, no drier 
is employed and sufficient water to make the ground material flow is added just 
before the mill. 
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Grinding — ^The grinding of the raw materials may be done in one or in two 
stages. The combinations now most often employed are (1) Ball mill and tube 
mill, (2) Kominuter and tube mill, (3) Hercules mill and tube mill, (4) Griffin 
mill and tube mill. 

In place of the combination of ball and tube mill, a single mill combining 
the elements of these two mills is now most generally used in the newer cement 
plants. These combination mills go under different names according to the maker 
such as ^^Compeb Mill,^^ ^^XJnidad Mill,^^ ^^Combination Mill, etc. These mills 
are somewhat similar to a tube mill except that they are made longer and there 
are usually three or more compartments, separated by perforated or grid par- 
titions. 

The degree of fineness to which the raw material is to be ground depends 
entirely upon conditions. It is stated as a general rule that it should be suffi- 
ciently fine so 90 per cent will pass through the 100-mesh sieve, and in most cases 
95 to 98 per cent is required to produce a sound cement. The finer the grinding 
the more perfect the combination between the silica, the alumina, the iron and 
the lime during the burning operation. If the raw materials are not finely 
enough ground, the cement will be unsound — ^that is, some of the lime will not 
combine. This yields a cement which disintegrates rapidly. 

Flotation — The fine grinding of the cement materials affords the possibility 
of the use of a unique method for adjusting the composition of the mix. As 
has been indicated above, the various oxides must be proportioned uithin fairly 
narrow limits to give a satisfactory product. This means that many deposits 
of natural materials cannot be used because they cannot be proportioned in 
any way to give the desired chemical composition. Recently the operation 
of flotation has been used with great success to separate the finely ground min- 
eral constituents from each other.- It is now being used to correct mixtures 
and to make many raw materials usable which were formerly considered un- 
usable. By removing impurities from cheap materials they can be used to 
replace the more costly ones. Proper control of the flotation operation pro- 
duces a better mix before burning. This has been one of the principal develop- 
ments in the cement industry in recent years. 

(For a general discussion of the operations of crushing, grinding and flotation, 
see Chapter 2, The Unit Operations.) 

Storage of Ground Material — ^In the wet process, the ground materials con- 
taining from 33 to 40 per cenj; water, are stored in tanks or basins which are 
agitated with either mechanical or compressed air agitators. The material as 
ground is usually passed into one set of vats called correction basins from which 
samples of the slurry are drawn and analyzed. When a basin is full, if the com- 
position is not correct, it is adjusted either by stirring in more clay or by mix- 
ing the contents of two or more basins. The slurry whose composition has been 
satisfactorily adjusted is then passed on to a second set of basins known as '"kiln 
feed basins.” These are also provided with agitators. 

In the dry process, it was quite usual at the older plants to send the mate- 
rial directly from the grinding mills to the kilns. At the newer plants, however, 
the ground material is sent into large storage tanks where its composition is 

2Engelhart, G, K., Ind. Eng. Chem. 645 (1940). 
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checked and if found unsatisfactory is adjusted by blending the contents of two 
or more tanks, etc. When this is done the dry process will give fully as uniform 
cement as the wet. 

Conveying Materials — ^The material is usually carried from one stage of 
manufacture to another by various t\T)CS of conveyors. The product of the 
crushers is conveyed to the granulating mills on belt conveyors, and the product 
of these latter mills and the tube mills is transported by screw-conveyors. The 
elevating is done by means of bucket elevators of the link-belt t\qie. Fmely 
ground raw material and cement may also be conve 3 'ed by means of the Euller- 



Fig. 2. Rotary Cement Kiln — View from Firing End. 


Kinyon system through a pipe line. Slurry and marl are pumped through pipe 
lines by means of either plunger or centrifugal pumps, or by a compressed air 
system. 

Burning — ^In. the early days of the American Portland cement industry’’, the 
burning was done in intermittent upright kilns, similar to those used for burn- 
ing lime. These were soon improved, b}’’ making them continuous in action 
in order to economize on fuel. This allowed the charge to receive the waste 
heat from the clinkering of the cement, and the air for combustion to be pre- 
heated, by passing through the fully-burned material. 

The Rotary Kiln, The rotary kiln was introduced about 1887 and this is the 
form of kiln now universally used in this country. 

The rotary kiln, in its usual form (Figure 2), consists of a cjdinder, from 6 to 
12 ft. in diameter and from CO to 350 ft. long, made of sheet steel and lined with 
firebrick. The burning of cement is essen tiallj’’ an application of the unit opera- 
tion of heat transfer, by radiation, and therefore it is necessary to have equip- 
ment and conditions which will bring about a large amount of heat transfer® 
from the flame to the solid material. 

3 For a discussion of the factors which contribute to rapid heat transfer by radia- 
tion, gee Chapter 2. 
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The steel sheets of the kiln are held together by single-strap butt joints. This 
long cylinder is supported at a very slight pitch (% to % in. to the foot) from 
the horizontal, on two or more tires made of rolled steel, which in turn revolve 
on heavy friction rollers. The kiln is driven at a speed of from one-half to one 
revolution per minute by a girth-gear situated near its middle, and a train of 
reducing gears. The power is supplied by either a line shaft or a motor. The 
upper end of the kiln projects into a brick flue, which is surmounted by a steel 
stack, also lined with firebrick for its entire height. The flue is provided with 
a door at the bottom, which serves not only to allow the flue to be cleared of 
the dust which accumulates in it, but also a damper to control the draft of the 
kiln. 

The material to be burned is usually fed into the kiln through a horizontal 
water-jacketed screw-conveyor, or else spouted into it through an inclined cast- 
iron pipe. The raw material feeding device is usually attached to the driving 
gear of the kiln, so that when the kiln stops the feed also stops. 

The lower end of the kiln is closed by a firebrick hood. This is usually 
mounted on rollers, so it can be moved away from the kiln when the latter has 
to be relined. The hood is provided with two openings: one for the entrance and 
support of the fuel-burning apparatus, and the other for observing the operation, 
temperature, etc., of the kiln, and through which bars may be inserted to break 
up the rings of material which form, and to patch and repair the lining. The 
lower part of the hood is left partly open. Through this opening the clinker falls 
out and most of the air for combustion enters. 

Typical capacities of various sizes of rotary kilns are given in Table 4. 


TABLE 4 — CAPACITIES OF ROTARY KILNS — ^BBLS. PER DAY 


6- ft. diam. X 60 ft. long 

7- ft. diam. X 100 ft. long 

8- ft. diam. X 125 ft. long 

9- ft. diam. X 150 ft. long 

10- ft. diam. X 175 ft. long 

11- ft. diam. X 175 ft. long 
11-ft. diam. X 250 ft. long 


Dry Process 

. 200 
. 430 

. 700 

. 1100 
. 1500 
. 2000 
. 2500 


Wet Process 
140 
300 
500 
800 
lOOO 
1500 
1800 


Heating the Kiln — The kiln is heated by a jet of burning fuel, usually pow- 
dered coal, but sometimes natural gas or fuel oil are used. 

The necessary temperature of the hottest part of the kiln is about 1400® C., 
and is rarely less than 1300® C. To maintain this temperature, about 80 lbs. 
to 160 lbs. of fuel are required per barrel of cement, the actual amount depend- 
ing on the coal itself, the material to be burned and the dimensions of the kiln. 
The longer the kiln, the greater the fuel economy. Dry materials require much 
less coal than slurry. With limestone and shale mixture, in a kiln 100 ft. long 
by 7 ft. in diameter, the coal consumption will amount to about 90 lbs. of good 
gas slack per barrel. A kiln 60 ft, long by 6 ft. in diameter will, on the other 
hand, require about 110 lbs. of coal per barrel. Wet materials require about 
30 per cent more fuel. 

Grinding the Coal. When coal is used for burning, this is pulverized in mills 
similar to those used for grinding the raw materials. It is, however, first crushed 


/ 
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passing through rolls or roll-jaw crushers, and then dried in rotary driers of 
special type. The mills most used for coal pulverizing are the Fuller mill and 
the Raymond mill. The coal should be pulverized so that 90 per cent of it will 
pass a sieve having 100 meshes to the linear inch, and should contain from 30 to 
45 per cent volatile matter. 

Thermal Efficiency, Of the heat supplied to the kiln by the burning of the 
coal, by far the larger proportion is wasted. About 50 to 75 per cent of it is 
carried off by the waste gases of the stack, and from 10 to 15 per cent by the hot 
clinker falling from the lower end of the kiln. The gases enter the stack at from 
600°-800° C., and the clinker leaves the kiln at not much under 1200*^ C. If 
the kiln could be made to show the same economy as is common in good boiler 
practice, a barrel of cement could be burned with 25 lbs. of coal. 

The gases leave the dry process kiln at about 800*^ C. In many plants the 
waste gases are led through waste heat boilers located at the end of the kilns. 
By so doing about 4 to 5 lbs. of steam arc generated per pound of coal burned. 
The flow of gases through the l^oilers at a high velocity is one of the requisites 
for successful employment of the waste gases for steam generation and this is 
obtained by means of an inducted draft fan. By employing modern turbine 
engines, directly connected to electric generators, enough power may be obtained 
from the waste gases to operate the entire plant. The gases are sometimes puri- 
fied and the carbon dioxide reclaimed. 

Dnat Losses. Normally from 3 to 5 ])er cent of the raw material is carried 
away in the exit gases of the kiln as dust. Various schemes have been tried with 
a "view to eliminating the dust, such as settling chambers, water sprays and 
electrical precipitation. The latter, Cottrell precipitator, is the only method, 
however, wliich i.s used to any extent. Several instaDations of this S 3 'Stcm are 
now in operation. The dust collected by the latter is found to contain consider- 
able potash for about half the potash in the raw material is volatilized in the kiln. 
Some of this potash is water soluble and may be recovered and used for fertilizer. 

Forjnxng the Clmkcr. The raw material as it enters the kiln contains about 
33 per cent carbon dioxide. For the first 30 ft. of its journey through a 100-ft. 
kiln, it is merely heated up, and whatever water it contains is driven off. In the 
next 40 ft. it loses all its carbon dioxide and sticks together, forming small, soft, 
lemon- 5 ^cllow balls, which, as they reach the hottest part of the kiln — ^the last 
30 ft. — partially vitrify, become rough and hard. Properly burned Portland 
cement clinker is greenish-black in color, of vitreous luster, and, usuall}^ when 
just cooled, sparkles with small bright glistening specks. It fonns in lumps 
from the size of a walnut to hardly more than dust, with here and there a 
larger lump. Under-burned clinker is more or less soft, is irregular in shape, 
and not as black as the well-burned inatcrial. It usuall}’’ shows soft-brown 
centers. Hard-broum centers are due to ver}" hard burning. 

Cooling the Clinker. As the clinker leaves the kiln at about 1200® C., it is 
entirelj^ too hot to grind, and must be cooled to ordinary air temperatures. This 
can be done by allowing it to lio in piles or bj’' passing it through revohdng 
coolers. The latter consist of steel cylinders provided wth angle irons on the 
inner periphery to cariy^ the material up and drop it through the current of air 
passing through the cylinders. They arc mounted on tires and rollers, just as 
are kilns and driers, and revolve at one or two revolutions per minute. They 
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are usually placed below the kiln, and the clinker falls into them from the kiln. 
The air for cooling is also drawn through them into the kiln. They thus serve 
not onlj^ to cool the clinker but also to preheat the air entering the kiln. 

When the clinker is cooled in piles it is usually handled by means of bridge 
cranes equipped with grab buckets of the clamshell type. Cooling out of doors 
by this method also serves to season the clinker. This makes it easier to grind 
and also makes it sounder, due to the slaking of any free lime present in the 
clinker. A modern plant will employ a bridge crane operating on an elevated 
track and covering an area sufficient for 100,000 to 300,000 bbls. of cement. 














Fig. 3. Bird's-eye View of a Modern Cement Plant. 


Grinding the Clinker. After cooling, the clinker is ground, in any of the 
mills previously mentioned, to a fineness of at least 78 per cent, passing a sieve 
having 200 meshes to the linear inch. 

In order to regulate the set of the cement, since clinker ground alone would 
set very rapidly, it is necessary to add 2 to 3 per cent of calcium sulfate to it, 
usually as gypsum, or plaster of Paris. It is the usual practice to add the re- 
tarder to the clinker before the latter is ground, and to grind the two together. 

Storing the Clinker. After passing tlirough the clinker mills, the cement is 
conveyed to the stock house. This consists of a number of reinforced concrete 
silos similar to those employed for storing grain. They are each from 25 to 
35 ft. in diameter and from 50 to 80 ft. in height. A modern cement plant %vil] 
usually have storage for at least a three-month output. Stock houses of from 
100,000 to 250,000 bbls. capacity are quite common. 

The cement is brought into the stock house by an overhead conveyor or the 
FuUer-Kinyon system pipe line and dropped into any desired bin. A screw- 
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conveyor also runs tinder the floor of the stock house. The bins are provided 
with gates, and when it is desired to pack from any bin, these gates are opened 
and the cement is allowed to run into the screw-conveyor. The screw-conveyors 
then carry it to the packing machines. 

Cement is packed almost exclusively in paper or cloth bags holding 94 lbs. 
each, 4 bags constituting a barrel (376 lbs. net). The cement is packed as 
shipped, and the bags are trucked directly to the cars. 

Figure 3 is a bird^s-cye view of a modern cement plant. 


CONCRETE 

When Portland cement is mixed with water and sand or line aggregates, it is 
called mortar. If coarse aggregates, such as crushed stone or gravel, are used 
in addition, the mixture is then referred to as concrete. A fine aggregate in con- 
crete should be W to 14" in diameter, wliile the coarse aggregate should run from 
M" to 11^" in diameter. The proportion of cement, sand and aggregates in con- 
crete varies with the use to which it is to be put. Concrete for watertight work 
is made up of one part cement, one part sand and two parts gravel. If not re- 
quired to be watertight, the mixture can be changed to one part cement, three 
parts sand and five parts gravel. The more cement, vuthin limits, the more 
waterproof the concrete wall be. In addition, concrete must be cured and the 
slower dried, by keeping the mixture damp, the better the concrete and the 
more waterproof. Slow drying and a larger amount of cement permits the voids 
in the aggregate to be filled, thereby producing a better concrete. Curing is re- 
tarded by low* temperatures but freezing should be avoided as this impairs the 
strength of the finished material. When concrete is placed around iron or steel 
rods and around various structural shapes the resulting mass is referred to as 
reinforced concrete. 


PUZZOLAN CEMENTS 

Puzzolan cements are of very ancient origin, and in most of the engineering 
work done by the Romans this cement was employed. They manufactured it 
by mixing slaked lime with fine volcanic ash. These cements are still employed 
to some extent in Europe, but have never found a market in tliis country. A 
cement manufactured from blast furnace slag and slaked lime was made at one 
time in this country "by a number of concerns, but at tlie present time its manu- 
facture has been almost entirely discontinued. Its only use now is for a non- 
staining cement for laying tile. The acti\nty of this class of cement depends upon 
the fact that the volcanic ash and slag both contain soluble silicic acid, which 
readily enters into combination with calcium hydrate to form silicates. 

In manufacturing slag cement, the cement is chilled and granulated by run- 
ning it, while still molten, into water or by directing a stream of water against 
a stream of melted slag. This slag is then mixed with slaked lime and very finely 
ground. Slag cement must not be confounded with Portland cement made from 
slag. Several new forms of slag cement have recently been introduced. These 
consist in granulating slag of proper composition with water and mixing the 
slag so obtained with a small percentage of Portland cement clinker. The 
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‘Tassow Cement,” manufactured in Germany, is of this class. A mixture of 30 
per cent granulated blast furnace slag and 70 per cent Portland cement mar- 
keted in Germany under the name ^Tron Portland.” 


LTMB 

Lime is nearly pure calcium oxide, CaO; or a mixture of calcium and 
magnesium oxides, CaO + MgO ; sometimes called quicklime. High calcium 
limes are stronger than those containing considerable percentages of magnesia. 
They are also better suited for mortar work, as they slake more readily. Magne- 
sium limes, on the other hand, are better for plaster finishing because they work 
more smoothly under the trowel. Pure lime, whether magnesium or not, is snow 
white. However, a very small percentage of certain impurities such as iron or 
manganese may give the lime a gray or yellow color. Through certain methods 
of burning the ash of the fuel may be introduced into the lime, causing dis- 
coloration. Typical analyses of raw materials used for lime production are given 
in Table 5. 


TABLE 5 — analysis OF MATERIALS USED FOR MANUFACTURE OF LIME AND CEIklENT 


Material 

From 

SiOi 

Fe20z 

A.I 2 OZ 

CaO 

MgO ■ 

CO 2 

SOs ' 

Used for 

Limestone. . . 

Annville, Pa 

0.36 

0.45 

64.45 

0.54 

43.24 


Portland 

Limestone . . . 

Glens Falls, N. Y. . . 

3.30 

1.30 

52.15 

1.58 

40.98 


cement 

tt 

Limestone, . . 
Marl 

Mitchell, Ind 

Bronson, Mich 

0.74 

1.78 

0.13 

1.21 

52.94 

49.55 

1.87 

1.30 

43.68 

40.35 


n 

Cement rock. 

Nazareth, Pa 

13.44 

6.60 

41.84 

1.94 

32.94 



Cement rock. 
Clay 

Martin’s Creek, Pa. 
Alpena, Mich 

11.11 

61.09 

6.31 

26.97 

42.51 

2.51 

2.89 

0.65 

36.67 

1.42 

it 

Clay 

Suisun, Cal 

58,44 

26.50 

1.70 

1.88 

12.35 


It 

Cement rock. 

Rondout, N. Y 

15.37 

11.38 

25.50 

34.20 


Natural 

Limestone. . .j 

Union Bridge, Md. . 

0.89 

0.47 

54.68 

0.32 

43.44 


cement 

Lime 

Limestone. . .1 

Woodville, Ohio. . 

0.78 

0.48 

31.15 

20.78 

45.76 


it 

Oyster shells.' 

Long Island Sound . 

i 

3.30 

0.25 

52.14 

0.25 

41.61 


a 


Lime is made by burning limestone in suitable furnaces at a temperature 
sufficient to drive off all of its carbon dioxide, the reaction being: 

CaCOs + 21,900 cals. ^ CaO + CO 2 . 

Theoretically, 806 gram-calories per gram of calcium oxide and 733 gram- 
calories per gram of magnesium oxide are required to produce this change. At 
atmospheric pressure the temperature at which calcium carbonate decomposes ^ 
is stated as SOS'" C,, while magnesium carbonate decomposes at 575° C. 

Kilns — Lime kilns are ordinarily operated at from 900° to 1100° C. in the 
hottest or burning zone. If a temperature much above 1200° C. is employed, 

^Johnston, J., J. Am. Chem. Soc. 30, 1357 (1908). 
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the lime will be partially ^’itrified on the outside of the lumps, due to combina- 
tion of the CaO with impurities SiOa and AI2O3, always present in small quan- 
tities in even the purest limestone. This causes the lime to be vcr>' slow in slak- 
ing, which is undesirable, as some of it may escape hydration in the mortar box 
and later will expand, or “blow” or ^^pop” in the wall. This manifests itself in 
small blisters in the finished plaster work. 

Intermittent Kilns. The types of kilns ordinarily employed in burning lime 
may be divided into two classes — ^intermittent and continuous. The intermittent 
kilns are primitive and uneconomical, though they are frequently used by farmers 



Fig. 4 , Intenmttent Type of Lime Kiln. 


and other small producci*s of lime. Figure 4 shows such a kiln. There is a great 
waste of heat and time in such a kiln, owing to the fact that it must be cooled 
and reheated each tune it is charged. They are seldom, if ever, used in large 
scale commercial operations. 

Contiimovs Kilns, Three different t3'pes of continuous kilns are employed: 
these are, ( 1 ) the vertical kiln with mixed feed, in which the limestone and fuel 
are charged in alternate laj'ers; ( 2 ) the vertical kiln with separate feed, in which 
the limestone and fuel are not brought in contact; and ( 3 ) the rotary kiln. 

Vertical Kihij Mixed Ford. Vertical kilns with mixed feed are similar to 
the intermittent ones, except that the}’ are provided with «nn arrangement whereby 
the lime may be drawn at regular intervals from below. They are built on the 
side of a hill, usually of limestone blocks, and are sometimes lined with firebrick. 
In charging them, first a ]a5*cr of anthracite coal or coke and then a lajw of 
limestone is fed into the top. Fire is started at the bottom and works its way 
up, Tlie process of charging and drawing the lime is continuous. These kilns 
are economical and, for the same size kiln, yield a larger quant it5^ of product 





867 


CEMENT, LIME, AND PLASTER 

than do the vertical kilns v’ith separate feed. On the other hand, the lime is 
contaminated by ash of the fuel, and the lime burned in these kilns must be care- 
fully sorted in order to discard those lumps to which the fuel ash has adhered. 

Vertical Kiln, Separate Feed. The vertical kiln with separate feed usually 
consists of a steel cylinder lined with firebrick. This is equipped with two or 
four fireplaces for the burning of the fuel, which are built into the sides of the 



kiln, so that the fuel is not mixed with the stone. The hot gases of combustion 
pass from the fire-box mto the kiln, while the ash of the fuel drops through 
the grate bars into an ash-pit below, and does not mix ^vith the lime. The kilns 
are often constructed with a hopper-shaped cooling chamber, set below the fire- 
box, which is closed by doors at the bottom. The cooling chamber holds about 
one draw of lime. Figure 5 shows such a kiln. They are from 6 to 10 ft. in 
cross-section, and from 40 to 50 ft. in height. They are usually charged by 
employing an incline and a cable hoist, by means of which the cars of limestone 
are dravm from the quarry to the top of the kilns. They are sometimes pro- 
^fided with steel stacks in order to induce a better draft. 

An improved system of draft employs an exhauster. Where this is done, it is 
of course necessary to close the top of the kiln and to charge the limestone intq 






868 


INDUSTRIAL CHEMISTRY 


the latter through a door or a charging bell somewhat similar to that of a blast 
furnace. Pigure 5 shows such an arrangement. When the kiln gases are drawn 
off for their carbon dioxide (as in the Solvay process for soda) this bell type of 
seal is generally employed. A properly installed induced draft will often in- 
crease the capacity of a kiln SO per cent. 

Wood, oil, and coal are employed for burning the w^ood. Wood is the best 
fuel, as it burns with a long flame of comparatively low temperature. This is 
an advantage, as it is essential that the heat should be dispersed a considerable 
distance throughout the kiln without having excessive temperatures at the mouth 
of the fire-box. The steam, which the wmod introduces, also seems to be beneficial, 
and indeed some manufacturers prefer to use green wood because of the greater 
quantity of steam which it introduces. Wood-burned lime is whiter than that 
burned ^Yith coal. 

W’here coal is employed as a fuel, it is customarily used wet. A steam jet is 
also often employed, being inserted below the fire-boxi The steam passing 
through the hot bed of coals is decomposed into hydrogen and carbon monoxide 
as follows; 

H 2 O -f C = II 2 + CO. 

These gases arc burned in the kiln itself, and hence carry the heating zone 
further up the shaft. 

With hand-fired kilns the diameter cannot be increased beyond the limit 
to wdiich the flames from the fire-box can reach effectively or the limestone in the 
center of the kiln will not be burned. The limiting diameter for such a kiln is 
about 6 to 7 ft. With gas, on the other hand, the kiln may be made much 
larger because the gas may be made to bum in nil parts of the kiln. The use of 
gas also saves the labor of stoking the grates. On the other hand, more skill is 
required to burn lime with gas than \vith any other fuel and considerable 
experimenting is usually required before satisfactory results are obtained. Natu- 
ral gas is used and producer gas ^ is now being used for kilns of large capacity. 
Usually'’ the producer g.as enters through openings around the side of the kiln 
and the air through holes in the bottom of the kiln. The air is thus preheated 
by passing up through the hot lime, which it cools. It then comes in con- 
tact with the producer gas in the center of the kiln, w^here combustion takes 
place, spreading back to the gas openings. Gas-fired lime kilns are now*' built 
having capacities of from 40 to CO tons per day. 

Oil also makes an excellent fuel. When it is used in the kiln described, the 
burner is placed in the door openings of the fire-boxes and these are bricked in 
with firebrick leanng openings for the burner and for observing the lime. 

The shaft kilns described above 'svhen heated wuth w'ood, coal, or oil wall 
produce from 8 to 20 tons of lime per day, depending on the kiln and the lime- 
stone burned and whether natural or induced draft is employed. When fired 
with ^as the capacity wall range from 17 to 60 tons per day. 

Rotary Kilns, Lime is also burned in rotary kilns similar to those described 
in the section on Portland cement. The limestone is first crushed to pieces rang- 
ing in size from 2Vj ins. dowm to dust and fed into the kiln, w’hich is heated by 
producer gas, oil or powdered coal. These kilns are peculiarly adapted to burn- 

®For a discussion of making producer gas see Chapter J9* 
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ing highly crystalline stone, which would crumble when subjected to heat and 
so stop the draft of the vertical kiln, and to supplying lime for chemical and 
metallurgical purposes. 

There was at one time considerable objection to the use of rotary kiln lime, 
due to small particle size produced. The mason, being accustomed to lime in 
large lumps, assumed the rotary kiln lime was air-slaked. Now, however, this 
prejudice has been overcome and much lime is sold in the powdered or granu^ 
lar condition. Powdered lime, made by grinding lump or granular lime which 
results by decrepitation when certain crystalline limestones are burned, slakes 
much quicker and is less likely to pit than are most lump limes. Pebble lime 
is a rotary kiln lime made by burning carefully sized stone usually ranging 
between 1 to 2% ins. Better results are obtained as regards the uniformity of 
the lime if material finer than % in. is screened from the stone before burning. 

The rotary kiln is more economical of labor than is the shaft kiln. This 
applies to both the quarry, where stone for the latter must be carefully sized 
and all small stones discarded, and to the attention required by the kiln itself. 
It requires more fuel than the best type of shaft kiln, but the heat in the stack 
gases may be recovered by installing waste-heat boilers after the kilns, passing 
the waste gases through the boilers and utilizing the steam for power, etc. 
Rotary kilns are now being quite generally employed for burning building lime 
where a large output is required. A kiln 8 ft. diameter by 150 ft. long will 
produce 100 tons or more per day. 

Rotary kilns are also used to burn lime from various wastes, such as ^lime- 
sludge” from paper mills and sugar purification. Lime is now burned from the 
calcium carbonate waste from caustic soda manufacture ® at a number of plants 
by first passing the waste through some form of dewatering device such as a 
continuous rotary, drum or disc filter, the waste being obtained from the latter 
in the form of a wet mud containing about 50 per cent water. The recovered 
lime is very pure and usually contains some alkali otherwise lost, the percentage 
varying from 3 to 8 per cent of the lime recovered. This practice not only can 
be carried out generally for less than the cost of purchasing lump lime but it also 
disposes of a troublesome waste product. 

The rotary kiln is particularly well adapted to burning chemical lime and is 
to be preferred where a very well-burned lime, free from carbon dioxide, is de- 
sired as in the manufacture of carbide and in metallurgy. 

A refractory product is now made by grinding together dolomite, CaMg(C 03 ) 2 , 
and a small amount of iron ore, and burning the mixture in a rotary kiln at a 
somewhat higher temperature than is required for lime. The product so ob- 
tained consists of small roughly rounded nodules, hard and dark brown to black 
in color. It generally contains from 4 to 8 per cent iron oxide. The function of 
the latter compound is to make the lime slake less readily on exposure to the air 
and so improve its keeping qualities. This material is known in the trade as 
“dead burned dolomite” and under various trade names. 

Fuel Requirements for Shaft Kilns— The quantity of fuel required depends 
on many things, among which may be mentioned the kind and quality of fuel, 
skill of the operator, and the limestone itself. Magnesium limestone burns more 

® See Chapter 10. 
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easily than high calcium stone and an impure stone more easily than a pure 
one. The amount of fuel actually required is about as follows: 

1 ton of good bituminous coal, hand-fired, will bum from 3 to 4% tons of lime; 

1 barrel of fuel oil will bum % to 1 ton of lime; 

1 cord of seasoned hardwood will burn from 1% to 2% tons of lime. 

Hydrated Lime — ^Vlien quick-lime is treated with water it combines with 
the water to forai calcium h 3 '’droxide: 

CaO + HcO = Ca(OH) 2 . 

If the lime is free from impurities, it will take up 32 per cent of its own Aveight 
of w’ater. This quantit 5 ', however, is reduced somewhat because of the impurities 
that are always found to a greater or less extent in all commercial limes. \Vhen 
lime slakes, heat is generated. One gram of CaO converted to Ca(0H)2 liberates 
270 gram-calories, or enough heat to evaporate 0.5 gram of water at 100° C. 
The chemical reaction itself requires 0.31 gram of water. Tlnis, assuming the 
w'ater and lime both to be at 100° C., 1 gram of CaO could satisfy O.Sl gram of 
water. In practice appreciably less is employed due to radiation losses, and heat 
required to bring the materials up to 100° C. Former^, lime w'as hydrated, 
or slaked, by the mason just preparator>' to its use. An excess of water was 
always used, and the calcium h 5 'droxide formed a wet mass called *lime putty.” 
No\v, meclianical means of hydration have been introduced whereby the lime 
is In^d rated by the manufacturer \vith just suflicient water to form the Iwdrate, 
leaving none in excess. This hydrated lime is a fine dry powder, practicallj’^ all 
of wliich will pass through a 100-mesh screen. It is packed in paper bags or 
cloth sacks, and will keep indefinitely. It can be stored without danger of caus- 
ing fire, which is not true of caustic lime. Mortar made with it shows less danger 
of blowing or popping in the walls. When added to cement, it makes it water- 
proof to some extent and more easy to trowel. 

In manufacturing hydrated lime the lump lime is first ground to small size. 
It is then mixed with a predetermined amount of w’ater, wdien it falls to a fine 
powder. The slaked lime is then sieved to separate out the unhydrated lumps 
or siliceous cores from the latter, or else these cores are ground so fine that they 
will cause no “popping.^* 

The plan adopted in grinding the quicklime in the most successful hydrating 
plants consists in crushing the lime by means of a swung hammer mill or a Sturte- 
vant open-door crusher. This reduces it to pieces about % in. and under. Lime 
which is to be hj'dratcd should not be burned at as high a temperature as is 
ordinarily used. Fresh lime hydrates much more readity than that \vhich has 
been allowed to remain for some time in the air. 

There are a number of processes and machines for mixing the lime with 
w^ater wdiich have been successfully used in hj^d rating. The four best kno^vn 
of these are the Kritzer, the Schaffer, the Schulthess, and the Clyde hydrators. 

Hydrators^ The Clyde by drat or is a batch machine, in which a given quan- 
tity of lime, usually one ton, is placed. The machine itself consists of a revolving 
pan provided with plows wdiich store up and mix the water and the lime. The 
w*ater is w^eighed and added in a predetermined amount. When the operatoi 
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judges the process to be complete, as is determined by the fluffiness of the 
powder, the lime is scraped from the pan through an opening in the center of 
the same into a hopper under the hydrator. 

The Kritzer hydrator consists of a number of cylinders one over the other, 
which are provided with paddles which revolve around a central shaft. The 
lime is fed into the upper cylinder in a continuous stream. Here a regulated 
amount of water is spread upon it. The moist lime is worked by the paddles 
and passes through the upper cylinder to the next lower one, etc., and finally 
works its way out at one end of the bottom cylinder. It is now entirely hy- 
drated and dr3^ The steam from the lower cylinders passes to the upper ones, 
and helps to hydrate the lime. 

In principle of operation the Schaffer h^^drator resembles the Kritzer. In its 
case, however, the working is done by plows in shallow trays which are superim- 
posed one on top the other. 

The Schulthess hydrator consists of a stationary horizontal cylinder in the 
center of which revolves a shaft with plows. The lime is introduced into a re- 
volving screen at one end of the cylinder and water is sprinkled on it here. As it 
slakes, it falls through the screen and the plows work it through the cylinder. 
The advantage of this hydrator is that it vdU handle lumps and hence no crusher 
is needed. 

Hydrated lime is now packed in paper and cloth bags. Automatic machines 
have been devised which force the lime through a valve in one comer of the bags, 
which are pasted shut or tied, except for one corner, before the lime is placed 
in them. 

Finishing Lime — ^Finishing lime is made in the same manner as ordinary 
lime in a rotary kiln. Dolomite is used, varying in magnesium carbonate content 
from 10 per cent to 50 per cent. In the United States the dolomite limestone 
is found in Ohio, New York and a few deposits in the far West. Finishing lime 
is always supplied to the trade in the slaked form and is called Finishing Hydrated 
Lime. It is used chiefly as a finishing coat in wall plastering as it gives a very 
white surface and can be troweled smooth. Another use is as a lubricant in con- 
crete mixtures. Due to the fact that the lime is finer than Portland cement, it 
acts as a filler and renders the cement watertight. Lime with a high magnesium 
content has a higher plasticity than other limes. 

Hydraulic Lime — Limestones containing amounts of impurities sufficient to 
give the calcined product hydraulic properties, but insufficient to take up all the 
lime present, make, when burned, hydraulic limes. They form an intermediate 
product between ordinary lime and natural cement. These products range from 
feebly hydraulic limes to limes which harden quite satisfactorily under water. 
At one time these limes were manufactured to a large extent in Europe. Until 
recently they were not manufactured in any quantity in this country, but are now 
made and used to some extent for laying brick and stone. They are generally 
sold under the designation — “brick cement.^' They are made by burning lime- 
stone containing from 10 to 17 per cent silica, alumina and iron, and from 40 
to 45 per cent lime. Magnesia may replace lime to a considerable extent. Hy- 
draulic lime slakes with water just as does ordinary lime, only much more slowly. 

Grappier Cements — These are obtained by grinding the hard cores which 
are obtained in the manufacture of hydraulic lime, and consist of that portion 
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easily than high calcium stone and an impure stone more easily than a pure 
one. The amount of fuel actually required is about as follows: 

1 ton of good bituminous coal, hand-fired, nill burn from 3 to 416 tons of lime; 

1 barrel of fuel oil 'v\dll bum to 1 ton of lime; 

1 cord of seasoned hardwood vnW burn from 1% to 2 V 2 nf lime. 

Hydrated Lime — ^Vhen quick-lime is treated with water it combines nith 
the water to form calcium hydroxide: 

Ca0 + H20 = Ca(0H)2. 

If the lime is free from impurities, it will take up 32 per cent of its own weight 
of water. This quantity, however, is reduced somewhat because of the impurities 
that are always found to a greater or less extent in all commercial limes. When 
lime slakes, heat is generated. One gram of CaO converted to Ca(0H)2 liberates 
270 gram-calories, or enough heat to evaporate 0.5 gram of water at lOO® C. 
The chemical reaction itself requires 0.31 gram of water. Thus, assuming the 
water and lime both to be at 100° C., 1 gram of CaO could satisfy 0.81 gram of 
water. In practice appreciably less is employed due to radiation losses, and heat 
required to bring the materials up to 100° C. Formerly, lime was liydrated, 
or slaked, by the mason just preparatoiy^ to its use. An excess of water was 
always used, and the calcium hydroxide formed a wet mass called “lime putty/' 
Now, mechanical means of hydration have been introduced whereby the lime 
is hydrated by the manufacturer with just sufficient water to form the hydrate, 
leaving none in c.xccss. This hydrated lime is a fine dry powder, practically all 
of which will pass through a 100-mesh screen. It is packed in paper bags or 
cloth sacks, and uill keep indefinitely. It can be stored without danger of caus- 
ing fire, which is not true of caustic lime. Mortar made with it shows less danger 
of blowing or popping in the walls. WHien added to cement, it makes it w'ater- 
proof to some extent and more easy to trowel. 

In manufacturing hydrated lime the lump lime is first ground to small size. 
It is then mixed with a predetermined amount of water, when it falls to a fine 
powder. The slaked lime is then sieved to .‘separate out the unhydrated lumps 
or siliceous cores from the latter, or else these cores are ground so fine that they 
vill cause no ''popping." 

The plan adopted in grinding the quicklime in the most successful hydrating 
plants consists in crushing the lime by means of a s\ving hammer mill or a Sturte- 
vant open-door crusher. This reduces it to pieces about V 2 in. and under. Lime 
which is to be hydrated should not be burned at as high a temperature as is 
ordinarily used. Fresh lime hydrates much more readily than that which has 
been allowed to remain for some time in the air. 

There are a number of processes and machines for mixing the lime nnth 
water which have been successfully used in hydrating. The four best known 
of these are the Kritzer, the Schaffer, the Schulthess, and the Clyde hydrators. 

Hydrators^ The Clyde liydrator is a batch machine, in which a given quan- 
tity of lime, usually one ton, is placed. The machine itself consists of a revolving 
pan provided with plow^s wiiich store up and mix tlie water and the lime. The 
water is weighed and added in a predetermined amount. When the operatoi 
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judges the process to be complete, as is determined by the fluffiness of the 
powder, the lime is scraped from the pan through an opening in the center of 
the same into a hopper under the hydrator. 

The Kritzer hydrator consists of a number of cylinders one over the other, 
which are provided with paddles which revolve around a central shaft. The 
lime is fed into the upper cylinder in a continuous stream. Here a regulated 
amount of water is spread upon it. The moist lime is worked by the paddles 
and passes through the upper cylinder to the next lower one, etc., and finally 
works its way out at one end of the bottom cylinder. It is now entirely hy- 
drated and dry. The steam from the lower cylinders passes to the upper ones, 
and helps to hydrate the lime. 

In principle of operation the Schaffer hydrator resembles the Kritzer. In its 
case, however, the working is done by plows in shallow trays which are superim- 
posed one on top the other. 

The Schulthess hydrator consists of a stationary horizontal cylinder in the 
center of which revolves a shaft with plows. The lime is introduced into a re- 
volving screen at one end of the cylinder and water is sprinkled on it here. As it 
slakes, it falls through the screen and the plows work it through the cylinder. 
The advantage of this hydrator is that it will handle lumps and hence no crusher 
is needed. 

Hydrated lime is now packed in paper and cloth bags. Automatic machines 
have been devised which force the lime through a valve in one corner of the bags, 
which are pasted shut or tied, except for one corner, before the lime is placed 
in them. 

Finishing Lime — ^Finishing lime is made in the same manner as ordinary 
lime in a rotary kiln. Dolomite is used, varying in magnesium carbonate content 
from 10 per cent to 50 per cent. In the United States the dolomite limestone 
is found in Ohio, New York and a few deposits in the far West. Finishing lime 
is always supplied to the trade in the slaked form and is called Finishing Hydrated 
Lime. It is used chiefly as a finishing coat in wall plastering as it gives a very 
white surface and can be troweled smooth. Another use is as a lubricant in con- 
crete mixtures. Due to the fact that the lime is finer than Portland cement, it 
acts as a filler and renders the cement watertight. Lime with a high magnesium 
content has a higher plasticity than other limes. 
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of the hydraulic lime which does not slake when w^ater is added. La Farge 
cement is of this class, and is imported extensively in this country, owing to its 
light color and the fact that it does not' stain marble and other building stones 
as does Portland cement and natural cement, 

GYPSUM PRODUCTS 

Plaster of Paris — ^Plaster of Paris is sold in the form of a white powder. 
After being mixed with water it sets very quickly. It is used in art work for 
casting of figures, in dental work, in making molds, and as a basic material for 
several plasters. It is made from gypsum by heating the latter to a temperature 
of between 100® and 204® C., w’hen three-quarters of the water of crystallization 
of the gypsum is driven off. 

2(CaS04 • 2HoO) = (CaSOi)- • H 2 O + SHeO, 

In actual practice the temperatures employed to bring about this reaction 
are 165° to 199® C. If gypsum is heated above 204° C,, it loses all of its water 
of combination and becomes anhydrous calcium sulfate, the latter being the basis 
of hard finish plaster, floor plaster, Keeners cement, etc. 

When plaster of Paris is mixed wdth water it sets or hardens very promptly, 
this change being due to absorption of water, forming gypsiun again, 

(CaS04)2H20 + 3 H 2 O == 2(CaS04)2H20. 

A pure plaster of Paris will nonnally harden or set in from five to fifteen min- 
utes after having been mixed with water. If the gypsum from which the plaster 
is made contains impurities, the set will be much slower than this. Plaster to 
be used for building purposes must be slow setting. For ornamental use it must 
also be white, and since the impurities usually render the plaster slightly col- 
ored, it is the common practice to add retarders to the plaster before placing it 
upon the market. The materials used as retarders are usually of a colloidal 
nature, such ns glue, sawdust, blood, packing-house tankage, etc. Retarders are 
usually made by digesting hair with caustic soda. If a verj’’ quick-setting plaster 
is desired, crystallized salts are added, such as common salt, sodium sulfate, 
sodium carbonate, etc. 

Gypsum — Gypsum, the raw material from which plaster is made, is, wdien 
pure, a hydrous calcium sulfate, CaS042H20. As mined, however, it usually 
contains a considerable percentage of impurities, the chief of which are clay, 
calcium carbonate and magnesium carbonate. Table 6 gives the analyses of some 
American gypsums: 

TABLE 6— ANALYSES OF TTOC^L GYPSUMS 


Locality SiOo FcnO^ CaCOz MgCOz CaSOi H2O 

Nova Scotia 0.10 0.02 1.04 Trace 78.60 20,13 

Kansas 0.35 0.12 0.10 025 78.73 20 52 

Michigan 124 0.50 2.38 ... 77.19 19,03 

Kansas 2.17 024 2.66 0.95 75.11 19-40 

Oklahoma 17,95 1.43 ... ... 61.00 18.44 

Oklahoma 10.67 0.60 1021 1.10 59.46 16.59 
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Impure earthy gypsum, such as that shown in the last two analyses of the 
above table, is known in the trade as gypsum earth or gypsite. 

Gypsum occurs usually in the form of beds, frequently associated with de- 
posits of rock salt, and almost always interstratified with beds of limestone and 
shale. The beds, of course, vary greatly in extent and thickness, some of them 
being as thick as 60 ft., though most of them are very much thinner than this. 
The principal gypsum deposits found in this country lie in three geological series 
— ^namely, the Salina group of the Silurian, the Lower Carboniferous and the 
Permian. The localities in this country which produce gypsum are central and 
western New York, south-west Virginia, northern Ohio, Michigan, and a great 
many of the western states; Kansas and Oklahoma being large producers. Anhy- 
drite, anhydrous calcium sulfate, is often associated with gypsum. This mineral 
is not suitable for the manufacture of plaster of Paris. 

The usual plan of working the gypsum deposits is by mining, for deposits 
seldom lie near enough to the surface for quarr3dng. For the most part the min- 
ing methods are crude. 

Manufacture of Plaster of Paris — ^The operation of manufacturing plaster of 
Paris from gypsum consists in first crushing and grinding the gypsum, then cal- 
cining the ground product, and finally pulverizing the calcined product, after 
which the retarders are added. In some plants the gypsum is merely crushed 
and calcined, the calcined rock then being ground very finely. Where the kettle 
process is employed, the pulverizing, however, is done before the calcining. Where 
the rotary cylinder process of calcining is used, the pulverizing is done after the 
calcining. 

The gypsum is usually first crushed to such a size that it will pass a 2-m. 
screen. After the coarse crushers, the gypsum is further reduced by means of a 
double cone or pot crusher. These crack the gypsum to such a size that most 
of it %vill pass a %-in. ring screen. From the pot crusher the gypsum passes to 
buhr-stones, rock-emery mills or in the newer plants, Raymond mills. These 
reduce the gypsum so that about 60 to 95 per cent of it will pass a No. 100 
mesh sieve, the finer, the better the product. It is then ready to be fed to the 
kettles. 

The Gypsum Kettle, The gypsum kettle, Figure 6, consists of a steel cylinder 
set in brick work. The bottom of the kettle is made of cast iron, and is convex 
in shape. It has a thickness of about % in. at the edges and 4 ins. at the crown. 
This kettle bottom is a very important part of the apparatus, and is the part 
wliich seems to need repairing most often. The kettle itself is made of boiler 
plate, % to % in. thick. It is from 8 to 10 ft. in diameter and 6 to 8 ft. deep. A 
kettle of this size will hold from 7 to 12 tons of pulverized gypsum and produce 
from 5y2 to 10 tons of plaster in one batch. It is provided with from two to four 
flues, 12 ins. in diameter, placed horizontally about 8 ins. above the crown of 
the kettle bottom. It is surrounded by brickwork, so the heated gas from the 
fire may rise around its sides and through the flues. The top is covered with 
sheet iron, and has a movable door and a vent to carry off the water. Two ket- 
tles are usually placed side by side and work in pairs. 

It is necessary that the material be continually agitated. For this purpose 
the kettle is provided with a stirrer, which is actuated by a vertical pinion wheel 
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and a line shaft. The stirrer itself consists of a cross ann which is curved to con* 
form to the bottom of the kettle and provided with either paddles or a chain 
which drags along the kettle bottom. The stirrer is run at about 15 to 20 revo- 
lutions per minute, and is so arranged as to throw the material towards the center 
of the kettle. About 15 or 20 h.p. is required to operate the stirrer. If the 
gypsum is not stirred the charge udll settle down and become bard. The bottom 
would be also melted out of the kettle. 



In starting a kettle, the heat is gradually applied, the crude material is fed 
in through the charging door and the stiner put in motion. The material is 
added gradually until the kettle is full. As the temperature rises, the water 
begins to be driven off. The mechanically held water is first driven off at a 
temperature of 100'’ C., after which the contents remain fairly quiet until a 
temperature of 140° C, is reached, when the material begins to boil and the water 
of combination begins to be driven off. An expert calciner can tell by the way 
in which the charge boils when the process is finished. When the material has 
been calcined sufficiently it is run out into a pit by means of a small grate in 
the side of the kettle. 
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In burning pure gypsum the temperature rarely exceeds 170° C. Thermom- 
eters may here be used to advantage. In gypsite plants, however, a higher tem- 
perature is required, which may sometimes reach as high as 200° C. Here, owing 
to the complexity of the material, the proper temperature for calcining varies, 
and thermometers cannot be used. 

It takes about 100 ibs. of coal to calcine a ton of plaster. 

The gypsum kettles are arranged in pairs, with a pit to each pair of kettles, 
in order that the pit may be emptied from one charge wliile the other is being 
cooked. Sometimes the material is fully ground before calcining. Often, par- 
ticularly in the older mills equipped with buhrstones, the grinding is done partly 
before and partly after calcining. In the latter event the calcined material is 
carried from the pit, by means of an elevator, to a bolting reel, where the coarse 
material, usually amounting to only a few per cent, is screened out, sent back 
to buhrstones and reground. From the bolting reel the material is conveyed 
to a storage bin. There are usually several of these in order to separate the runs 
of different days. 

Rotary Calciners, The Cummer system of calcining consists in first partially 
crushing the material, so that it will pass a 1-in. ring screen. The gypsum 
crushed to this state is fed mechanically into a rotary drier or calciner. The 
material, in passing through the calciner, is heated to a temperature of from 
175° to 200° C., the exact temperature depending upon the nature of the rock. 
From the drier the gypsum is carried into storage bins. They are built of vitri- 
fied brick or concrete, and are thoroughly ventilated so that they will not take 
fire or absorb the moisture given off by the gypsum. The calcining is completed 
in the bins, the moisture being driven off by the residual heat of the rock itself. 
After the gypsum has been dehydrated it is drawn out, crushed, ground, pulver- 
ized and bolted. 

Adding the Retarder. The retarder is added to tlie plaster after it has been 
finely ground. Usually from 2 to 15 lbs. are required for every ton of plaster. 
The Broughton mixer is extensively used for this purpose. An ordinary wall 
plaster will also contain, in addition to a retarder, a certain per cent of finely 
picked hair or other fiber, in the proportion of about IV 2 to 3 lbs. of hair to a 
ton of plaster. Wood fiber is sometimes added as a substitute for hair, and such 
use is growing. 

Plaster is usually packed in jute sacks containing 100 lbs., or in paper bags 
containing 80 lbs. It is customary in the plaster trade, as in the cement trade, 
to charge for the jute sacks, and give a rebate on the return. Where the plaster 
is packed in paper bags, a charge is usually made for these. 

Hard Plasters—Flooring plaster and hard-finished plaster are also gypsum 
products made by burning this mineral until all of its water crystallization is 
driven off. Flooring plasters are prepared by simply burning gypsum at a high 
temperature, while the hard-finish plasters are produced by a double burning 
\vith the intermediate use of some chemical. Flooring plasters are manufactured 
by burning pure gypsum, broken into lumps, in a vertical kiln. The kiln is 
heated by means of a grate, to one side of the kiln, upon which coal is fired. The 
hot products of combustion pass through, and so heat the gypsum in the kiln. 
The temperature reached is about 500° C. The time of burning is four hours.' 
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These floor plasters give a ver>^ hard and durable surface, but they must be 
very carefully used to prevent cracking. 

Of the hard plasters, Keene’s is the best known, and was originally manufac- 
tured under an English patent. This, however, has long since expired. This 
cement is not only imported into this country, but is also manufactured to some 
extent here. It is made by burning a ver>' pure gypsum at a red heat. The 
resulting anhydrous calcium sulfate is immersed in a bath of alum solution and 
dried, after which it is again burned at a high temperature, finely groimd 
and placed upon the market. It is necessary to employ a very pure gypsum, 
as the slightest trace of iron would color the cement, 
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